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TtiS section of the FEDERAL REGISTER 
contains reguietory documents having 
imerai appfecabdity and legal effect rnost 
d whoh are key^ to and codifved in 
ta Coda of Federal Regulations, which is 
yd)bshed under SO titles pursuant to 44 
use 1510. 

The Coda of Federal Regulations is sold 
by the Superintendent of Documents. 

Pfioes of new books are listed in the 
Irst FEDERAL REGISTER issue of each 
seek 


DEPARTMENT OF AGRICULTURE 

Animal and Plant Health Inspection 
Service 

7CFR Part 301 
lOockat No. 6S-335] 

CItnis Canker 

aoency: Animal and Plant Health 
Inspection Service. USDA. 
action: Interim rule. 

summary: This document amends 
“Subpart—Citrus Canker’* by expanding 
the list of regulated articles and by 
including Guam, the Northern Mariana 
klandi. and the Virgin Islands of the 
United States in the listing of 
jiihsdictiona that have commercial citrus 
producing areas. The effect of this 
^lion is to restrict or prohibit certain 
interstate movements of articles added 
to the list of regulated articles, and to 
prohibit fruit moved from Florida 
pursuant to a limited permit from being 
inoved to Guam, the Northern Mariana 
Islands, and the Virgin Islands of the 
United States. The action taken by this 
document is necessary to help prevent 
the artificial spread of citrus canker into 
noninfested areas of the United States. 
OATES: Effective date of this interim rule 
Is |une 19,1985. Written comments on 
this interim rule must be received on or 
before August 23.1985. 
aooresses: Written comments should 
be submitted to Thomas O. Gessel, 
Director. Regulatory Coordination SlafT, 
Animal and Plant Health Inspection 
Service. U.S. Department of Agriculture, 
Room 728 Federal Building. 6505 Belcrest 
Road, Hyattsville, MD 20782. Comments 
should state that they are in response to 
docket number 85-335. Written 
comments received may be inspected at 
Room 728 of the Federal Building 
between 8 a.m. and 4:30 p.m., Monday 
through Friday, except holidays. 


FOR FURTHER INFORMATION CONTACT. 

B. Glen Lee. Assistant Director of the 
National Program Planning Staff, in 
charge of the Survey and Emergency 
Response Staff. Plant Protection and 
Quarantine. Animal and Plant Health 
Inspection Service. U.S. Department of 
Agriculture, Room 611 Federal Building, 
8505 Belcrest Road, Hyattsville, MD 
20782, 301^36-6385. 

SUPPLEMENTARY INFORMATION: 

Background 

Citrus canker, a disease caused by the 
bacterial pathogen. Xanthomonas 
campesUis pv. citri (Hasse) Dowson. is 
a devastating disease which is known to 
affect plants and plant parts (including 
fhiit) of citrus and citrus relatives 
(Family Rutaceae). infection by the 
pathogen-causing citrus canker can 
result in defoliation and other serious 
damage to the leaves and twigs of 
susceptible plants. Infected fruit 
becomes unmarketable and often drops 
from a tree prematurely. Citrus canker is 
a very aggressive disease which can 
rapidly infect susceptible plants, and 
can lead to extensive economic losses 
throughout entire citrus growing areas. 
Citrus canker presents a severe threat to 
citrus producing and packing industries 
and poses a burden to interstate and 
international commerce. 

Because of the finding of citrus canker 
In Florida, the Department established 
regulations captioned ’’Subpart—Citrus 
Canker” (contained in 7 CFR 301.75 et 
seg, and referred to below as the 
re^aUons: 49 FR 36623-36626.41268, 
43446-43449. 50 FR 9261-0263,9785- 
9786). The regulations contain 
provisions regulating certain interstate 
movements of regulated articles to help 
prevent the artifidal spread of citrus 
canker. The regulations also contain 
extraordinary emergency provisions to 
help in the citrus canker eradication 
effort in Florida. 

Under the regulations, the entire State 
of Florida is designated as a 
quarantined area. The regulations allow 
the interstate movement from Florida of 
regdated articles if moved by the 
United States Department of Agriculture 
for experimental or scientific purposes 
under certain conditions. The 
regulations also allow fruit designated 
as regulated articles to be moved 
interstate from Florida by any person to 
other than listed )urisdictions 
determined to have commercial citrus 


producing areas, if moved pursuant to a 
limited permit under certain conditions. 
Further, with respect to the fruit moved 
out of Florida under a limited permit, the 
regulations prohibit the subsequent 
interstate movement of such fruit back 
to Florida or other listed jurisdictions 
that have commercial citrus producing 
areas. 

Guam, the Northern Mariana Islands, 
and the Virgin Islands of the United 
States 

As indicated above, the regulations 
include provisions designed to prevent 
fruit moved from Florida pursuant to a 
limited permit from being moved 
interstate to jurisdictions that have 
commercial citrus producing areas (49 
FR 36624). The regulations in 301.75 
and 301.75-5 list American Samoa. 
Arizona. California, Hawaii, Louisiana, 
Puerto Rico, and Texas as jurisdictions 
that have commercial citrus producing 
areas (Florida is also included in the list 
of jurisdictions in i 301.75 that have 
commercial citrus producing areas). 
Guam, the Northern Mariana Islands, 
and the Virgin Islands of the United 
States also have commercial citrus 
producing areas but were inadvertently 
not included as jurisdictions with such 
areas. Therefore, it is necessary to 
amend the regulations in 301.75 and 
301.75-5 to include Guam, the Northern 
Mariana Islands, and the Virgin Islands 
of the United States in the list of 
jurisdictions that have commercial citrus 
producing areas. 

Regulated Articles 

Prior to the effective date of this 
document, § 301.75-2 of the regulations 
desimated the following articles as 
regulated articles: 

(a) Plants and any plant parts, 
including fruit and seeds, of any of the 
following: 

Calamondin orange [Citrus mitis) 

Citrus citron [Citrus medico] 

Grapefruit [Citrus paradisi) 

Kumquat [Foriuneih faponica] 

Lemon [Citrus Umon) 

Lime [Citrus aurantifoJia] 

Mandarin orange [Tangerine) [Citrus 

reticulata) 

Pummelo [haddock) [Citrus maxima) 
Sour orange [Citrus aurantium) 

Sweet orange [Citrus sinensis) 

Tangelo [paradisi x.c. reticulata) 

Temple orange [reticulata x.c. sinensis) 
Trifoliata orange [Poncirus trifoliata) 
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(b) Any other product, article, or 
means of conveyance, of any character 
whatsoever, not covered by paragraph 
(a) of this section, when it Is determined 
by an inspector that it presents a risk of 
spread of the citrus canker and the 
person in possession thereof has actual 
notice that the product article, or means 
of conveyance is sub}ect to the provision 
of this subpart. 

It is intended that the list or regulated 
articles in paragraph (a) include all 
articles that have been determined to be 
likely to be a means of causing the 
artificial spread of citrus cranker if 
originating from an area infested with 
citrus canker. It has been determined 
that the list of articles in paragraph (a) 
should be expanded to read as follows: 

(a) Plants and plant parts. Including 
fruit and seeds, of any of the following: 

All species, clones, cullivars, strains, 
varieties, and hybrids of l!ie genera 
Citrus and FortuiwIIo. and all dunes, 
cultivars, straius, varieties, and hybrids 
of the species Poncirus trifoUata (this 
includes large numbers of such artid«»i; 
the most common are lemons, pummelo. 
grapefruit, key lime, persian lime, 
tangerine, salsuma, tangor, dtron, sweet 
orange, sour orange, mandarin, langelo, 
ethrog. kiunquat, limequat. calamoiulin. 
and trifoliate orange). 

Based on a search of sdenttfic literature 
and Departmental research ‘ and 
experience, it has been determined that 
any of these artides would be likely to 
be a means of causing the artifidal 
spread of dtrus canker If originating 
from an infested area. 

Executive Order 12291 and Regulatory 
Flexibility Act 

This interim rule is issuetl in 
conformance with Executive Order 
12291. and has been determined to be 
not a **majof rule.** Based on Informatioo 
compiled by the Department, it has been 
determined that this rule will not have a 
significant effect on the cronomy: will 
not cause a mafor mcrease in costs or 
prices for consumers, individual 
Industries. Federal. State or local 
government agencies, or geographic 
regions: and not have a significant 
adverse effect on competition, 
employment, investment, productivity, 
innovation, or on the ability of United 
States'based enterprises to compete 
with foreign-based enterprises In 
domestic or export markets. 


' Hfr D«*p«rtnHmlri rvteard) And « lUf nf Ihrt 
lirwAturr can b« otnUlMd fnmi ihc Bialofiical 
AkiM'AiimtikI Sapporl Stefl. Piniit Protpctioo aimI 
QiuirAiUuuL AmmiU Aod PIaai lirulUi InAfwctkm 
SmIcA. USOA. Room <128 FAdAfal BuUdlrif. asns 
Brit f«it Rewwi ll>'Atttvnir. Ml) Jmc 


For this action, the Office of 
Management and Budget has waived its 
re\iew process required by Executive 
Order 12291, 

The regulations regulate certain 
interstate movements of articles from 
Florida that ore designated as regulated 
articles. 

With regard to nursery stock 
designated as regulated articles, a 
review of the Florida nursery industry 
indicates that, although there ore over 
7.000 certified wholesale/retail nurseries 
in Florida, only 141 nurseries (or about 
1.8 percent of all nurseries in Florida, 
and 3.1 percent of all wholesale and 
wholesale/retail nurseries in Florida) 
are certified to produce nursery stock 
designated as regulated articles for 
commercial groves in Florida. In 
addition to these wholesale and 
wholesale/retail nurseries, other 
nurseries produce nursery stock for 
omamenlai plantings. It appears that 
many of the wholesale and wholesale/ 
retail nurseries are small entities. 
However, it appears that the primary 
market for all nursery stock designated 
as regulated articles is in Florida: 
although prior to the establishment of 
the regulations, very small amounts of 
such Horida nursery stock wore sold for 
use in citrus groves in Louisiana, Texas. 
Hawaii, Puerto Rica and American 
Samoa. Alsa only an insignificant 
number of nurseries that produced 
nursery stock for ornamental plantings 
move such nursery stock interstate. 
Therefore, it has ^en determined that 
regulations affecting the production or 
sale of nursery stock will not have a 
significant economic Impact on a 
sul)stantial number of small entities. 

With regard to fruit designated as 
regulated articles (primarily dtrus fruit), 
it also appears that the regulations will 
not have a significant effect on a 
substantial number of small entities. 
Specifically, the regulations affect only 
fresh fruit and less than 20 percent of 
Florida dtrus fruit is sold fresh. Further, 
the regulations permit fresh fruit 
designated as a regulated article to be 
shipped interstate if certain conditions 
are met. induding the requirement that 
the fresh fruit not be shipped directly or 
Indirectly to other dtrus produdng 
States. Shipment of fritsh fruH from 
Florida to other dtrus producing States 
has historically only involved about 1 
percent of the total Florida dtrus 
production. Therefore, it appears that, 
although many of the entities that 
produce or sell dtrus fruit may be small 
entities, the regulations will not have a 
significant economic impact on these 
entities or any other small entities. 


Further, with regard to seed 
designated as regulated articles, it 
appears that prior to the establishment 
of the regulations, there was an 
insignificant amount of such seed 
shipped interstate from Florida, 

Under these drcumstances, the 
Administrator of the Animal and Plant 
ffealth Inspection Service has 
determined that this action will not have 
8 significant economic impact on a 
substantial number of small endtic^t 

Emergency* Action 

Han-ey L Ford. Deputy Administrator 
of the Animal and Plant Health 
Inspection Service for Want Protection 
and Quarantine, has determined that as 
emergency situation exists which 
warrants publication without prior 
opportunity for a public comment period 
on this interim rule. It is necessary to 
make this interim rule effective 
immediately in order to help preveni th« 
spread of citrus canker. 

Further, pursuant to the 
administrative procedure provisions ioS 
U.S.C 553, it is found upon good cause 
that prior notice and other public 
procedure with respect to this Interim 
rule are impracticable and contrary to 
the public interest; and good cause is 
found for making this interim rule 
effective upon signature. Comments will 
be solicited for 60 da>'8 after publicaticm 
of this document, and a final documrnt 
discussing comments received and any 
amendments required will be published 
in the Federal Register as soon as 
possible. 

Paperwork Reduction Act 

In accordance with section 3504(h] of 
the Paperw'ork Reduction Act of 1960 (44 
U.S.C. 3504(h)), the information 
collection provisions that are included 
in “Subpart—Citrus CankeF’ (7 CFR 
301.75 e/ seq.) have been apprm^ed by 
the Office of Management and Budget 
(OMB) and have been assigned OMB 
Control Number 0579-0093. 

List of Subjects in 7 CFR Pari 301 

Agricultural commodities. Citrus 
canker. Plant disease. Plant pests. Plants 
(agriculture). Quarantine. 
Transportation. 

PART 301—DOMESTIC QUARANTINE 
NOTICES 

Accordingly, “Subpart—Citrus 
Canker’* (contoined in 7 CFR 301.75 ef 
^.) is amended as follows: 

1. The authority citation for Part 301 
continues to read as follows: 

Authority; 7 US.C ISOdd, ISOue. ISOfT. )6i. 
162, snd 164-167; 7 CFR 2.17,251. and 
371.21c). 










Federal Register / Vol. 50> No> 121 / Monday, June 24. 1985 / Rules and Regulations 


25905 


Z. Section 301.75 is revised to read as 
(dIIows: 

130175 Prohibittofi. 

No r.ominon carrier or other person 
fhall move interstate from any 
quiiranlined area any regulated article 
except in accordance with the 
conditions prescribed in this subpaii. No 
common carrier or other person shall 
Bove from an area not designated as a 
quarantined area to American Samoa. 
Arizona. California. Florida. Guam. 
Hawaii. Louisiana, the Northern 
Mariana Islands. I^erto Rico. Texas, or 
the Vir^n Islands of the United States 
my fruit which is designated as a 
regulated article and which originated in 
I quarantined area. 

3. In § 301.75-2, paragraph (a) b 
revised to read as follows: 

f 3017S-2 Regutsted arUdes. 

The following are df^signated as 
regulated articles: 

(a) Plants or plant parts, including 
liruil and seeds, of any of the following; 

All species, clones, cultivars. strains, 
varieties, and hybrids of the genera 
Citnis and Foriunello, and all clones, 
cultivars, strains, varieties, and hybrids 
of the species Poncirus trifoUota (this 
includes large numbers of such articles; 
•ome of the most common are lemon, 
pummelo. ^mpefruit. key lime, persian 
lime, tangerine, satsuma, tangor, citron, 
•weet orange, sour orange, mandarin, 
tangelo, ethrog. kumquot limequat. 
calfimondin. and trifoliiite orange). 

* • • • • 

4. In S 301.75-5. paragraph (a) is 
revised to read as follows: 

1301.75-6 Movement of regutsted srticlee 
wvttf tirdtetf permit. 

(a) Fruit designated as a regulated 
article may be moved interstate from a 
quarantined area to any State other than 
American Samoa, Arizona. California. 
Guam. Hawaii. Louisiana, the Northern 
Manana Islands. Puerto Rico. Texas, or 
the Virgin Islands of the United States, if 
ttoved pursuant to a limited permit 
tisuwi pursuant to paragraph (b) of this 
Mction and attachment in accordance 
ivllh § 301.75-7, and if not unloaded In 
wy of the States listed in this paragraph 
ivllhoul permission from an inspector. 
. 

Done at Wnshmgton. D.C., this leth day of 

luftt 1985. 

''Illiani F. Helmo, 

/Jepcily Admittistmtar, Plant 

and Quarantine. An/mot and Plant 
rkahh tnupecJian Service. 

fflt Doc 85-1.5152 Filed 0-21-85; 0:45 Jim| 

COOC 1410-U-M 


7 CFR Part 301 

IDocket Na tS-3401 

Golden Nematode, Regulated Areas 

agency: Animal and Plant Health 
Inspection Service. USOA. 

ACnoN: Affirmation of interim rule. 


summary: This document affirms 
without change an interim rule 
published in the Federal Register on 
April 3.1965. which amended the 
"Golden Nematode" quarantine and 
regulations by designating a previously 
nonregulated area in Livingston County. 
New York, as a generally infested area. 
This action is necessary in order to 
prevent the artificial spread interstate of 
golden nematode. The effect of this 
amendment was to impose restrictions 
on the interstate movement of certain 
articles from suppressive areas and 
generally infested areas in New York. 

CFFECnvf date: June 24.1965. 

FOR FURTHER INFORMATION CONTACT: 
Gary £. Moorehead, Staff Officer, Field 
Operations Support Staff. Plant 
Protection and Quarantine. Animal and 
Plant Health Inspection Service. U.S. 
Department of Agriculture. Room 663 
Federal Building. 6505 Belcrest Road. 
Hyatbville. MD 20782.301^36-8295. 

SUPPLEMENTARY INFORMATION; 

Background 

A document published in the Federal 
Register on April 3.1985, (50 FR13176- 
13180) set forth an interim rule amending 
I 301.8S-2a of the "Golden Nematode** 
quarantine and regulations (7 CFR 
301.85 el. seq,; hereinafter known as 
regulations). The document amended the 
regulations by designating a previously 
nonregulated area in Livingston County, 
New York, as a generally infested area. 
The regulations impose restrictions on 
the interstate movement of certain 
articles from suppressive areas and 
generally infested areas in New York. 

The amendment became effective on 
the date of publication. The document 
provided that the amendment was 
necessary as an emergencry measure in 
order to prevent the artificial spread 
interstate of golden nematode, a serious 
pest affecjting potatoes. 

Comments were solicited for 60 days 
after publication of the amendment. No 
comments were received. The factual 
situation which was set forth in the 
document of April 3.1985, still provides 
a basis for the amendment. Accordingly, 
it has been determined that the 
amendment should remain effective as 


pubibhed in the Federal Regbter on 
April 3.1985. 

Executive Order 12291 and Regtdatory 
Flexibility Act 

This amendment has been issued in 
conformance with Executive Order 
12291 and has been determined to be not 
a "major rule**. Based on informatioa 
compiled by the Department, it has been 
determined that this amendment will 
have an annual effect on the economy of 
less than S 4.000; will not cause a major 
increase in costs or prices for 
consumers, individual industries, 
Federal State, or local government 
agencies, or geographic regions: and will 
not cause significant adverse effects on 
competition. empIoymenL investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

For this rulemaking action, the OfBce 
of Management and Budget has waived 
the review process required by 
Executive Order 12291. 

The Administrator of the Animal and 
Plant Health Inspection Service has 
determined that thb action will not have 
a significant economic impact on a 
substantial number of small entities. 

This action affeeb the interstate 
movement of regulated articles from a 
specified area in Livingston County in 
New York. Based on information 
compiled by the U.S. Department of 
Agriculture it has been determined that 
there arc thousands of small entities 
that move regulated articles interstate 
from New York and many more 
thousands of small entities that move 
regulated articles interstate from other 
States. However, based on such 
information, it has been determined that 
fewer than 32 small entities move 
regulated articles interstate from the 
specified area affected by thb action. 
Further, the annual overall economic 
impact from thb action is estimated to 
be less than $4,000. 

Paperwork Reduction Act 

The regulations In this subpart contain 
no information collection or 
recordkeeping requirements under the 
Paperwork Reduction Act of 1900 (44 
U.S.C 3507 

Lbt of Subjeeb in 7 CFR Part 301 

Agricultural commodities. Golden 
nematode. Plant diseases. Plant pcisb. 
Pianb (Agriculture), Quarantine. 
Transportation. 
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PART 301—DOMESTIC QUARANTINE 
NOTICES 

Accordingly the interim rule published 
at 50 FR 13178-13100 on April 3.1985, is 
adopted as a final rule. 

Authority: 7 U.S,C ISOdd. ISOoe; 7 CFR 
2.17. ^51. and 371.2(c). 

Done at Washington. D.C.. this 19th day of 
lune 1965. 

WUliam r. f lelma. 

AciJng Deputy Administrator, Plant 
Protection and Quarantine, Animal and Plant 
Health Inspection Service. 

(FR Doc 65-15151 Filed 6-21-85: 8:i5 am] 
enxmo com a4to-j4-ii 


Agricultural Marketing Service 

7 CFR Part 908 

(ValefKia Orange Reg. 350) 

Valencia Oranges Grown In Arizona 
and Designated Part of California; 
Limitation of Handling 

agency: Agricultural Marketing Service, 
USDA. 

ACTION: Pinal rule. 

summary: Regulation 350 establishes 
the quantity of fresh Califomia-Arizona 
Valencia oranges that may be shipped 
to market during the period June 28-July 
4.1985. The regulation is needed to 
provide for orderly marketing of fresh 
Valencia oranges for the period 
specified due to the marketing situation 
confronting the orange industry. 
EFFECTIVE DATE: Regulation 350 
({ 908.650) is effective for the period 
June 28-)uly 4.1985. 

FOR further information CONTACT: 
William J. Doyle. Chief. Fruit Branch. 
FAV. AMS. USDA. Washington. D C. 
20250. telephone: 202-447-5975. 
supplementary information: 

Findings 

This rule has been reviewed under 
USDA procedures and Executive Order 
12291 and has been designated a **non- 
major" rule. William T. Manley, Deputy 
Administrator, Agricultural Marketing 
Service, has certified that this action 
will not have a significant economic 
impact on a substantial number of small 
entities. 

The regulation is issued under 
Marketing Order No. 906. as amended (7 
era Part 908), regulating the handling of 
Valencia oranges grown in Arizona and 
designated part of California. The order 
is effective under the Agricultural 
Marketing Agreement Act of 1937, as 
amended |7 U.S.C. 001-674). The action 
Is based upon the recommendation and 


information submitted by the Valencia 
Orange Administrative Committee 
(VOAC) and upon other available 
information. It is hereby found that this 
action will tend to effectuate the 
declared policy of the act. 

The regulation Is consistent with the 
marketing policy for 1984-85. The 
committee met publicly on June 18.1985, 
to consider the current and prospective 
conditions of supply and demand and 
recommended a quantity of Valencia 
oranges for the specified week. The 
committee reports that demand remains 
slow for fruit of all sizes, and prices are 
likely to continue to decline in the next 
few week due to significant competition 
from deciduous fruit 

It is further found that it is 
impracticable and contrary to the public 
interest to give preliminary notice, 
engage in public rulemaking, and 
postpone the effective date until 30 days 
after publication in the Federal Register 
(5 U.S.C. 553), because there is 
insufficient time between the date when 
information upon which the regulation is 
based became available and the 
effective date necessary to effectuate 
the declared policy of the act. Interested 
persons were given an opportunity to 
submit information and views on the 
regulation at an open meeting. To 
effectuate the declared policy of the act. 
it is necessary to make the regulatory 
provisions effective as specified, and 
handlers have been notified of the 
regulation and its effective date. 

list of Subjects in 7 CFR Part 906 

Marketing agreements and orders. 
California. Arizona, Orange (Valencia). 

1. The authority citation for Part 7 
era Part 908 continues to read as 
follows: 

Authority: (Secs. 1-19. 46 Stat. 31. at 
amended; 7 U.S.C 601-674). 

2. Section 908.650 is added to read as 
follows: 

i 906.650 Vaiencia Orange Regulation 350. 

The quantities of Valencia oranges 
grown in California and Arizona which 
may be handled during the period June 
28.1985, through July 4.1985, are 
established as follows: 

(a) District 1: 160,000 cartons: 

(b) District 2: 240.000 cartons; 

(c) District 3: Unlimited cartons. 

Dated; June 19,1985. 

William). Doyle. 

Acting Deputy Director, Fruit and Vegetable 
Division, Agricultural Marketing Service. 

|ra Doc. 65-15150 Filed 6-21-85: 845 am| 
BtLLaM COM S4lO-a3-M 


DEPARTMENT OF JUSTICE 

Immigration and Naturalization 
Service 

8 CFR Part 238 

Contracts With Transportation Lhies; 
Addition of Egyptair 

agency: Immigration and Naturalizatioo 
Ser\ice, Justice. 
action: Final rule. 

summary: This rule adds Egyptair to ths 
list of carriers which have entered into 
agreements with the Service to 
guarantee the passage through the 
United States in Immediate and 
continuous transit of aliens destined to 
foreign countries. 

EFFECTIVE DATE: June 13.1985. 

FOR FURTHER INFORMATION CONTACT. 
Loretta J. Shogren. Director, Policy 
Directives and Instructions, Immigrution 
and Naturalization Service, 425 I Stroet, 
NWm Washington. IXI20536. Telephone 
(202) 633-3048. 

SUPPLEMENTARY INFORMATION: The 
Commissioner of Immigration and 
Naturalization entered into an 
agreement with Egyptair on June 13. 
1985 to guarantee passage through the 
United States in immediate and 
continuous transit of aliens destined to 
foreign countries. 

The agreement provides for the 
waiver of certain documentary 
requirements and facilities the air travel 
of passengers on international flights 
while passing through the United States. 

Compliance with 5 U.S.C 553 as to 
notice of proposed rulemaking and 
delayed effective date is unnecessan 
because the amendment merely makes 
an editorial change to the listing of 
transportation lines. 

In accordance with 5 U.S.C. 005(b). ihe 
Commissioner of Immigration and 
Naturalization certifies that the rule will 
not have a significant impact on a 
substantial number of small entities. 

This order constitutes a notice to the 
public under 5 U.S.C. 552 and is not a 
rule within the definition of section 1(a| 
of E.O. 12291. 

List of Subjects in 8 CFR Part 238 

Airlines, Aliens. Government 
contracts. Travel, Travel restriction. 

PART 238—CONTRACTS WITH 
TRANSPORTATION LINES 

Accordingly, Chapter 1 of Title 8 of the 
Code of Federal Regulations is amended 
as follows: 

1. The authority citation for Part 236 
continues to read as follows: 
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I .iUiihority: Secs. 103 and 238 of \he 
Inonigration and Nationality Art. as amended 
laUSC 1103 and 1228). 

S238.3 (Amended) 

2. In S 238J Aliens in immedinle unci 
continuous transit^ the listing of 
transpoilotion lines in paragraph (b) 
Stiinatory lines is amended by; Adding 
in alphabetkid sequence. Egj^tair. 

• • • • • 

0Ati*d: |une 17.19B5. 
lUnin |. (itbson. 

Adinf: Associate Commissioner, 
Ktaiminaiioiis, immigration and 
SoturoiirMtkm Service. 

\yK Doc. 85->1S0aB Filed 0-21-^ a48 am) 
hximo cook Mio>ie>ii 


I NUCLEAR REGULATORY 
COMMISSION 

lOCFRPartS 

I Government In the Sunshine Act 
Regulations 

MiHcn Nudesr Regulatory 
Commission, 

action; Interim rule with request for 
comments: Extension of comment 
period. 

summary: On May 21.1965 (50 FR 
20B89). the Nudear Regulatory 
Comniissioo published an interim rule 
chan^ (onforming the definition of 
“meeting** in Us Government in the 
Sunshine Act regulations to guidance 
contained in a recent Supreme Court 
decision. The notice provided a SO-day 
period for public comment on whether 
the interim rule change should be made 
final. Two interested parties having 
requested 8 two-week extension of lime, 
based on the significance of the issues 
Involved and other factors, the NRC hag 
decided to extend the comment period 
I by 15 days, to |uly 5.1985. 
i date: The extended comment period 
txpires july 5.1985. Comments received 
= after that dale will be considered if It is 
practical to do so. but assurance of 
ron^ideration cannot be given except at 
to comments received on or before that 
date. 

AOORESSES; Submit wnlten comments 
; to the Secretary of the Commission, 
Washington. D.C. 20555, ottenlion: 
Docketing and Servicing Branch. Copies 
of comments received may be examined 
at the NRC Public Document Room. 1717 
II Street NVV., Washington, D.C. 
for further informatior contact: 
^ler Crane. Office of General Counsel. 

I u-S. Nudear Regulatory Commission. 
Wiinhington, D C. 20555. telephone (202) 

I 034 - 1465 . 
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Dated at Washington. D.C this Ifllb day of 
lone. 1965. 

For the Nuclear Regulatory Cammissioa 
SamoN |. Chilk. 

Secretary of the Commission. 

|FR Doc. 85-15144 Filed 8-218:45 am) 
BitajNG coos 7Ssa-oi-ai 


DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
14 CFR Part 39 

I Docket No. 84-ANE-27, Amendment 39— 
50721 

Airworthiness Directivas; Pratt A 
Whitney Aircraft JT90-3A, -7, -7H, 
-7A, -7AH, -7F, and -7J Series 
Turbofan Engines 

agency: Federal Aviation 
Administration (FAA), DOT. 

ACTtOH; Final rule. 

SUMAIARY: This amendment adopts a 
new airworthiness directive (AD) which 
requires removal of the centrifugal oil 
filter (COF) and related gears, bearings, 
and attaching hardware from the main 
gearbox on Pratt A Whitney Aircraft 
(PWA) IT»f>-3A. -7, -7H. -7A. -7AH, 
-7F, and *7) series turbofan engines in 
accordance with PWA Scr\icc Bulletin 
(SB) 5486. Revision 3. This AD Is needed 
to prevent gearbox initiated fires which 
can result in an inflight shutdown, 
complete loss of engine power, and an 
aircraft fire harart) which may require 
ground equipment for extinguishment. 
DATES: 

Bffective^\n\y 17,1985. 

Compliance schedule —As prescribed 
in the body of the AD. 

incorporation by Reference — 
Approved by the Director of the Federal 
Re^ster on |uly 17.1985 
ADDRESSES: *rhe applicable SB may be 
obtained from Pratt A Wliitney Aircraft, 
Publication Department. P.O Box 611. 
Middletown. Connecticut 00457. 

A copy of the SB is contained in Rules 
Docket No. 84-ANE-27, in the Office of 
the Regional Counsel New England 
Region. Federal Aviation 
Administration. 12 New England 
Executive Park, Burlington, 
Massachusetts 01803, 

FOR FURTHER INFORMATION CONTACT: 
Chris Gavricl Transport Engine Branch. 
AN&-141, En^ne Certification Orflee. 
Aircraft Certification Division, Federal 
Aviation Administration. New England 
Region. 12 New England Executive Park, 
Burlington, Ma88achusc^U8 01803. 
telephone (617) 273-7064. 


SURPtEMENTARY INFORMATION: A 
proposal to amend Part 39 of the Federal 
Aviation Regulations (FARs) to include 
a new AD requiring removal of the COF 
and related hardware from the main 
gearbox on PWA )T9D-3A. -7. -7H, -7A. 
-7/\H, -7F, ~7J, and -20 series tnrbofan 
engines was pubtishcKl in the Federal 
Register on February 8,1985, (SO FR 
5396). The proposal was prompted by a 
number of COF failure induced gearbox 
fires on certain PWA )T9D-3A. -7, -7K 
-7A, -7AH. -7F and -7J scries turbofon 
engines, and by a number of COF 
element failures on certain PWA IT9D- 
20 turbofan engines. The FAA has 
determined that since this condition is 
likely to exist or develop on other 
engines of the same type design, a new ' 
AD is being issued which requires 
incorporation of PWA SB S4M, Revision 
3. dated August 29,1983. This SB 
specifies the procedure for the removal 
of the COF, related gears, bearings, and 
attaching hardware from the main 
gearbox tn the Boeing 747 series, |T9D 
engine powered, alrcrafl.. 

Interested persons have been afforded 
the opportunity to participate in the 
making of this amendment. Two 
comments were received 

The first commentator recommended 
modification of the compliance schedule 
to read ''whenever another module is 
being replaced. I.e. LPC, HPT, LPT, etc., 
which requires an engine test, but not 
later than December 31.1980". The 
second commentator recommended 
modification of the compliance schedule 
to read "when access to remove gearbox 
is afforded, but not later than December 
31.1968". The second commentator 
conducted an Industry-wide survey 
regarding compliance accomphshmenl 
based on the FAA's proposed schedule 
and on the commentator's proposed 
schedule. The results showed that 
industry can comply with this rule at an 
equivalent rate without undue hardship 
by adhering to the commentator's 
schedule. The FA.\ has reviewed both 
commentator's recommendations and 
has adopted the second commentator s 
proposal because it provides an 
equivalent level of safety and it is less 
restriclive. 

The first commentator also 
recommended that the )T9D-20 engine 
model not be included in this rule for the 
following reasons: 

(a) The intent of this AD is to 
eliminate gearbox fires by removing 
certain bearings from the gearbox. 
Incorporation of SB 5558 does not 
remove any gearbox bearings from the 
f r9D-20 engine model, only the COF 
because the COF bearings and gear are 
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jKirt of the main gearbox drive for other 
accessories. 

(b) There has never been a gearbox 
Rre In this model. The FAA concurs with 
this commentator and has deleted the 
)'r9D-20 engine model from this rule. 

Conclusion 

The FAA has determined that this 
regulation involves 1,731 JT9D engines 
installed on Boeing 747 series aircraft, 
and the approximate total cost is 
$4,152,152. It is also determined that 
few, if any. small entities within the 
meaning of the Regulatory Flexibility • 
Act will be affected since the rule 
affects only operators using Boeing 747 
aircraft in which the )T9D engines arc 
installed, none of which are believed to 
l>c small entities. Therefore. I certify that 
this action (1) is not a “major rule** 
under Executive Order 12291: (2) is not a 
**significant rule** under DOT Regulatory 
Policies and Procedures (44 FR11034; 
February 20,1979); and (3) will not have 
a signiricont economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. A copy of the final 
evaluation prepared for this section is 
contained in the regulatory docket. A 
copy of it may be obtained by contacting 
the person identified under the caption 
“Fon fuhthfr information contact*’. 

List of Subjects in 14 CFR Fart 39 

F^gines. Air transportation. Aircraft. 
Aviation safety. Incorporation by 
reference. 

Adoption of the .\mendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
proposes to amend I 39.13 of Part 39 of 
the F*AR as follows; 

1. *rhe authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C 1354(a). 1421 and 1423. 
49 U.S C. 106(g) (Revised. Pub. L 97-449. 
frtnuary 12.1983); and (14 CFR 1199); 49 CFR 
1 47. 

2. By adding the following new AD. 

Pratt A Uliitney Aircraft: Applies to Pratt A 

Whitney Aircraft rT9D-3A, -7. -71L -7A. 

-7AH. -7F. and -7), series turbofan 

engines. 

Compliance is required as indicated, unless 
already accomplished. 

To prevent centrifugal oil filler ((XIP) 
U'aring failures which may initiate main 
gearbox fires, accomplish the following: 

Remove the COF. related gears, bearings, 
nnd attaching hardware from the main 
gearbox of PWA froD-aA -7. -7H. -7A. 

-7AII. -7F, and -7| scries turbofan engines per 
PWA SB 5468, Revision 3, dated August 29, 
1983, or FAA approved equivalent, when 
accirss to the removed gearbox is afforded, 
tiut not later than December 31.1968. 


Upon request, an alternative roean.s of 
compliance may b« approved by the 
Manager, Engine Certification Office, Aircraft 
Certification Division. New F.ngland Region. 
Federal Aviation Administration. 12 New 
England Executive Pork. Burlington. 
Massachusetts 01803. 

Aircraft may be ferried in accordance with 
the provisions of Federal Aviation 
Regulations (FARs) 21.197 and 21.199 to a 
base where the AD can be accomplished. 

Upon request of the operator, an FAA 
maintenance inspector, subject to prior 
approval of the Manager. Engine Certification 
Office. FAA New Fji^and Region, may adjust 
the repetitive inspection intervals specified in 
this AD to permit compliance at an 
established inspection period of the operator 
if the request contains substantiating data to 
justify the increase for that operator. 

The PWA SB 5486, Revision 3. dated 
August 29.1683, described in this directive is 
incorporated herein and made a part hereof 
pursuant to 5 U.S.C. 5S2(a)|l). All persons 
affected by this directive who have not 
already received the SB from the 
manufacturer may obtain copies upon request 
to Pratt A Whitney Aircraft, Publication 
Department. P.O. Box 611. Middletown. 
Connecticut 05457. This document also may 
be examined at the Office of the Regional 
Counsel, Federal Aviation Administration. 
New' England Region. Rules Docket No. 84- 
ANE-27,12 New England Executive Park. 
Burlington, Mossachusetts 01803. between the 
hours of 6:00 a.m. and 4:30 pjn.. Monday 
through Friday except Federal holidays. 

This amendment becomes effective on |uly 
17.1965. 

Issued in Burlington. Massachusetts, on 
May 2a 1965. 

Robert E. Whittington, 

Director, New England Region. 

|FR Doc. 85-15180 Filed 5-21-85; a45 am| 
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DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR Part 812 

I Docket No. 76N-0324I 

Investigational Device Exemptions; 
Conforming Amendments 

AGENCY: Food and Drug Administration. 
action: Final rule. 

summary: The Food and Drug 
Administration (FDA) is amending its 
investigational device exemption (IDE) 
regulations to make clear that IDE 
supplements arc considered approved 30 
days after FDA receives an application 
if FDA does nol expressly disapprove 
the application. This action will conform 
the IDE regulations to the Federal Food. 
Drug, and Cosmetic Act. 


DATES: Effective June 24,1985; 
comments by July 24.1985. 

ADDRESS: Written comments to the 
Dockets Management Branch (HFA- 
305). Food and Drug Administration. Rn. 
4-62, 5600 Fishers Lane. Rockville. MD 
20857. 

FOR FURTHER INFORMATON CONTACT; 
Ifalyna Brcsiawee, Center for Devices 
and Radiological Health (liFZ-403), 
Food and Drug Administration, 8757 
Georgia Ave., Silver Spring. MD 20910. 
301-427-8162 

SUPPtXMENTARY INFORMATION: In the 
Federal Register of January 18.1960 (45 
FR 3732). FDA issued a final rule (21 
CFR Part 812) setting forth the 
conditions under which investigations of 
medical devices involving human 
subjects may be exempt from certain 
requirements of the Federal Food. Drug 
and Cosmetic Act (the act) in 
accordance with the Medical Device 
Amendments of 1978 (Pub. L 94-295) to 
the act Paragraphs (a) and (b) of 
§ 81235 of the final rule (approved by 
the Office of Managment and Budget 
under control number 0910-0078). as 
amended elective April 121983 (46 FR 
15621). provide, in pertinent part: 

(a) Changes in invesUgational plan. A 
sponsor shall; (1) Submit to FDA a 
supplemental application if the 8ponF>or 
or an investigator proposes a change in 
the Investigational plan that may affect 
its scientific soundness or the rights, 
safety, or welfare of subjects, and (2) 
obtain FDA approval of any such 
change, and IRB [institutional review 
board] approval when (he change 
involves the rights, safety, or welfare of 
subjects (see SS 58.110 and 56.111). 
before implementation, * * * 

(b) JRB approval for new facilities. A 
sponsor shall submit to FDA a 
certification of any IRB approval of an 
investigation or a part of an 
investigation not included in the IDE 
application, if the Investigation is 
otherwise unchanged, the supplemental 
application shall consist of an updating 
of the information required by 

S 812.20(b] and a description of any 
modirications in the investigational plan 
required by the IRB as a condition of 
approval. A certification of IRB approval 
need not be Included in the initial 
submission of the supplemental 
application, and such certiflcaUon is not 
a precondition for agency consideration 
the application. Nevertheless, a sponsor 
may not begin a part of an investigation 
at a facility until the IRB has approved 
the investigation. FDA has received the 
certification of IRB approval, and FDA 
has approved the supplemental 
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application relating to the part of the 
investigation (see S 58.103(a)). 

FDA has determined that the 
references in i 812.35 (a) and (b) to 
*fDA approver* and **FDA has 
approve<L** respectively, are ambiguous 
in that they could be interpreted as: (1) 
Requiring express prior approval of a 
lupplementai IDE application by the 
agency or (2) providing for express prior 
approval of a supplemental IDE 
application by the agency, as well as 
providing for automatic approval of a 
lapplemental IDE application if FDA 
does not expressly disapprove the 
application within 30 days after the 
agency receives the application. Of 
these two interpretations, only the 
second is consistent with section 
520(g)(4)(A) of the act (21 U.S.C 
360i(gi(4)(A)). which provides: 

(4MA) An application, submitted in 
accordanci with the procedures prescribed ^ 
by n^gulations under |section 520(g)i2)|. for 
an fxemplioo for o device (other than an 

from section 515) shaJI l>e dwnwd 
approved on the thirtieth day after the 
%\thmiss{on of the application tv {FDA/ unless 
on or before such day fFDAf by order 
dnapprovee the apph'cotion and notices the 
appifcant of the disapproval of the 
QpplicatiotL (Emphasis added.) 

Section S20(g)(4)(A) of the act applies 
to supplemental, as well as original. IDE 
applications because FDA's authority to 
establish procedures for supplemental 
applications derives from the general 
authority in section 520(g) to establish 
procedures for original applications. 

FDA is correcting the ambiguity in 
{ 812.35 (a) and (b) by amending these 
paragraphs to conform them to section 
520(g)(4)(A) of the act. FDA Is amending 
i 812.35 (a) and (b) by providing in each 
paragraph that agency approval of a 
supplemental IDE application is to be 
obtained under { 812.30(a). which 
provides for automatic approval of 
applications that FDA does not 
disapprove within 30 days after receipt. 
As a result of the amendments to 
§ 812.35 (a) and (b). { 612.30(a) now 
•pecifically governs FDA action on 
tupplementul, as well as original. IDE 
applications. 

An original IDE application that does 
not contain the information required by 
i 812.20(b) is not subject to automatic 
approval Similarly, TOA advises that it 
»ay not treat as a supplemental IDE 
application a submission under | 812.35 
(^1 or (b) which is deficient on its face in 
d'at it does not contain the information 
required under { 812.35, including, under 
i 812.35(b). updating of the information 
required by $ 812.20(b). and any other 
relevant information FTDA requires 
under { 812.20(c). FpA interprets these 
provisions to require the submission of. 


among other items: (1) A description of 
any change in the previously approved 
investigational plan; (2) the reasons for 
the change; (3) the name and address of 
the institution and the name, address, 
and chairperson of the reviewing IRB. if 
a new institution is to be added; and (4) 
any information previously required by 
FDA as a condition to approval of a 
proposed change in the investigation. A 
submission not including this 
Information will not be deemed 
approved under 9 612.30(a)(1) 30 days 
ofter receipt by the agency. Within 30 
days after FDA receives a submission. 
FDA will notify the sponsor orally or in 
writing if the submission is not 
complete. 

Section 812.35 permits a sponsor to 
submit a supplemental IDE application 
in two stages. Although § 812.35(b) 
provides that both FDA and IRB 
approval are required to add a new 
facility, a complete supplemental 
application for the purpose of FDA 
review need not contain certification of 
IRB approval. As amended 9 812.35(b] 
states, however, **|n]everthele88. a 
sponsor may not be^ a part of an 
investigation at a facility until the IRB 
has approved the investigation. FDA has 
received the certification of IRB 
approval, and FDA. under 9 812.30(a), 
has approved the supplemental 
application relating to that part of the 
investigation (see 9 56.103(a))." If a 
supplement requests approval for an 
additional device but does not include 
certification of IRB approval to add a 
new facility, the sponosr is not 
authorized to ship the additional device 
to the new facility, even if 30 days have 
elapsed since FDA's receipt of the 
submission, unless IRB approval has 
been obtained and FDA has received 
the certification of IRB approval. A 
certification of IRB approval is received 
on the date the certification is 
postmarked or hand-delivered to FDA. 

The (Commissioner of Food and Drugs 
finds for good cause that notice, public 
procedure, and delayed effective date 
are unnecessary in accordance with the 
Administrative Procedure Act (S U.S.C. 
553(b)(B) and (d)(3)) and 21 CFR 
10.>^c)(4](ii). because the amendments 
to 9812.35 (a) and (b) are merely 
clarifying amendments that conform 
these paragraphs to section 520(g)(4)(A) 
of the act. The agency, nevertheless, is 
providing a 30-day period during which 
it wil) accept comments on the 
amendments. If FDA decides on the 
basis of the comments received that any 
change to the amendments is necessary, 
it will publish the change in the Federal 
Register. 

Interested persons may. on or before 
July 24.1985. submit to the Dockets 


Management Branch (address above) 
written comments on this final rule. 

Such comments will be considered in 
determining whether further changes to 
the amendments are warranted. Two 
copies of any comments are to be 
submitted, except that individuals may 
submit one copy. Comments are to be 
identlHed with the docket number found 
in brackets in the heading of this 
document. Received comments may be 
seen in the office above between 0 tf.m. 
and 4 p.m., Monday through Friday. 

A regulatory Impact analysis in not 
required because the amendments 
merely clarify an existing regulation so 
that it conforais to the act. llie 
ambiguity in the present regulation is 
resolved in a manner that could have 
only a beneficial economic effect on 
those subject to the regulation. 

Because these amendments are issued 
as a final rule without being preceded 
by a notice of proposed rulemaking, a 
regulatory flexibility analysis under 
section 804 of the Regulatory Flexibility 
Act (Pub. L 90-354) is not required. In 
any event, the rule will not have a 
significant economic impact on a 
substantial number of small entities for 
the reasons explained above. 

list of Subjects In 21 CFR Part 812 

Health records. Investigational device 
exemptions. Medical devices. Medical 
device research. Reporting and record 
keeping requirements. 

PART 812—INVESTIGATIONAL 
DEVICE EXEMPTIONS 

Therefore, under the Federal Food. 
Drug, and Cosmetic Act and under 
authority delegated to the Commissioner 
of Food and Drugs. Part 812 is amended 
as follows: 

1. The authority citation for 21 CFR 
Pari 812 is revised to read as follows: 

Authority: Secs. 301. SOI. 502. 52a 701(a). 
702, 704, 801. 52 SUI. 1042-1043 as amended. 
1049-1051 St amended 1055.1058-1058 as 
amended. 57 Stat. 478-477 as amended 90 
Stal. 565-574 (21 U.S.C. 331. 351. 352, 360). 
371(a). 372. 374, 381): 21 CFR 510. 

2. In Part 612. 9 812.35 it revised to 
read as follows: 

9 812,35 Supplemental applications. 

(a) Changes in investigational plan. A 
sponsor shall (1) Submit to FDA a 
supplemental application if the sponsor 
or an investigator proposes a change in 
the investigational plan that may affect 
its scientific soundness or the rights, 
safety, or welfare of subjects, and (2) 
obtain FDA approval under 9 812.30(a) 
of any such change, and IRB approval 
when the change involves the rights. 







25910 


Federal Register / Vol. 50, No, 121 / Monday, June 24. 1985 / Rules and Regulations 


safety, or welfare of subiects (see 
ii 56.110 and 56.111). before 
implem«ilation. These requirements do 
not apply in the case of a deviation from 
the investigational plan to protect the 
life or physical will-being of a subject in 
an emergency, whidi deviation shall be 
reported to FDA within 5 working days 
after the sponsor learns of it (see 
S 812.150(aM4)). 

(b) IRB approval far new faesUths. A 
sponsor shall submit to FDA a 
certification of any IRB approval of un 
investigation or a part of an 
investigation not included in the IDE 
application. If the investigation is 
otherwise unchanged, the supplemental 
application shall consist of an updating 
of the information required by 
S 812.20(b) and (c) and a description of 
any modifications in the investigational 
plan required by the IRB as a condition 
of approval A certification of IRB 
approval need not be included in the 
initial submission of the supplemental 
application, and such certification is not 
a precondition for agency consideration 
of the application. Nevertheless, a 
sponsor may not begin a part of on 
* investigation at a facility until the IRB 
has approved the Investigation, FDA has 
receiv^ the cerification of IRB 
approval, and FDA, under ( 812.30(a), 
has approved the supplemental 
application relating to that pari of the 
investigation (see { 56.103(a)). 

Dated: )una 4. 1965. 
losepb P. Mile, 

Associate Commissioner for Regulatory 
Affairs, 

(FR Doc. 85-15066 Filed 6-21-65: 8:45 am) 
Sfu.iiiO cooe 4iie-oi-ii 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of Assistant Secretary for 
Housing—Federal Housing 
Commissiooef 

24 CFR Parts 203, 213, 222, 234 
(Docket No. R-eS-0722; FR-102e) 

Prepayment Privileges and Application 
of Monthly Payments Toward Late 
Chargee on FHA-lnsured Single Family 
Mortgagee 

AGENCY: Office of Assistant Secretary 
for Mousing—Federal Housing 
Commissioner. HUD. 

ACTION: Final rule. 

SUMMARr. This rule: (1) Eliminates the 
30*day written notice requirement for 
prepa>7nent of single family mortgages 
and the requirement that prepayments 
be made on an interest payment date; 


(2) permits prepayments (in whole or in 
part), other than those received on an 
installment due date, to be credited on 
the next installment due date; (3) 
requires that lenders fully disclo«« in 
writing the lender's poUdes on 
collection of prepayment interest; and 
(4) imposes sanctions, inducting 
forfeiture of prepayment interest, on 
lenders who violate the disdosure 
requirements. This rule also permits 
mortgagees to apply a portion of a 
mortgagor's total monthly payment to a 
late charges. 

EFFECTIVE DATE: August 2.1965. 

FOR FURTHER tNFORMATION CONTACT: 

Richard B. Buchheit. Director. Single 
Family Servidng Division, Office of 
Single Family Housing. Department of 
Housing and Urban Development. 451 
Seventh Street. SW., Washington. D.C 
20410-5000. Telephone: (202) 755-6872. 
fThls is not a toD-free number.) 

SUPPLEMENTARY INFORMATION: 

I. BaeJegroufNi 

For many years, HUD's policies cm 
single family prepayments generated a 
significant number of complaints from 
mortgagors, members of Congress and 
consumer interest groups. Current 
regulations require that a raortgagon (1) 
Give the mortgagee a SO-day written 
notice of intention to prepay the 
mortgage, in whole or in part and (2) 
make such payment on InsUiIlii^nt 
due date (established by I 203.17 as the 
first of the month), unless the mortgagee 
elects to waive the requirements. If a 
mortgagor fails to meet both conditions 
for prepaymenL the mortgagee may 
refuse to accept prepayment until the 
first day of the month following 
expiration of the noiioe period, unless 
the mortgagor agrees to pay interest to 
sued! later date. Thus, if a mortgagor 
gives a 30-day notice on Septeml^r 15, 
the mortgagee may refuse to accept the 
prepa>inent until November 1. unless 
the mortgagor agrees to pay interest to 
Novemb^ 1. The effect is two-fold* a 
notice period much longer than 30 days, 
and increased costs for the mortgagor. 

When originally adopted the 
requirement for a 30-day notice period 
was Justified as giving tenders adequate 
lime to anticipate prepayments, to 
develop close-out balances, and to 
arrange for reinvestment of prt*payment 
funds. The advent of computers and 
other advanced equipment combined 
with a greater degree of sophistication 
among money managers and immediate 
access to numerous short- and long-term 
investment alternatives, has obviated 
the need for a SO-day notice. 

Prepayments are now usually initiated 
in connection with the sale of the 


property and involve new financing 
Problems arise, howex er. because mnny 
mortgagors and real estate brokers are 
unfamiliar with the FHA regulations on 
prepayment privileges, and schedule the 
settlement date on the new home to takt i 
place as early as possible after finandn|| 
is secured. The pressure for an early 
settlement date and the lack of 
familiarity with the regulations 
generally override serious consideratioQ 
by the mortgagor of the prepayment 
penalty and. in effect, deny the 
mortgagor a reasonable oppf>iiunit>' to 
postpone the dale of settlement to 
coincide with the date of prepayment art 
by the mortgagee. Instead, the mortga^ 
pays the extra interest in order to 
complete the sale as scheduled. 

The current regulations result in 
mortgagees receiving significant 
amounts of unearned interest from 
prepaying mortgagors. Departmental 
data, gathered from HUD's Manogonn nt 
Information System, indicated that 
approximately 108,000 FIlA-insured 
mortgages were prepaid in 1981. From 
an analysis of the prepaymient data. 
HUD constructed a general composite 
picture of the Departnwnt's average 
annual single family mortgage 
prepayment activity. That composite 
indicated that the typical mortgage: (1) 
Was prepaid in the 6lh year of the 30- 
year term. (2) bad an average 
outstanding balance of $55,000 at time of 
prepayment, and (3) was financed at a 
12 percent interest rate. HUD estimated 
that un a\*erage amount of $804. 
representing one and one-half months of 
extra interesL was paid by 75 percent of 
ail prepaying mortgagors. Bas^ on this 
estimate, the average annual mimbiT of 
prepaying mortgagors paying extra 
interest was estimated to be about 
81.000 (75 percent of loaooo). and the 
total amount of extra interest paid by 
such mortgagors was estimated to be 
$65,124,000 (81.000 Umes $804). 

II The 1979 and 1984 Proposed Rules 

On October 31. 1979 (at 44 FR 62531). 
the Department published a proposed 
rule to amend 24 CFR 203 558 to provide 
that with respect to single family 
mortgages insured on or after the 
effective date of the rule, a mortgagee; 
(1) Could not require a 30-day written 
notice of the mortgagor's intention to 
prepay the mortgage; (2) must credit s 
prepayment in full as of the date the 
payment was received; and (3) need not 
cr^it a partial prepayment (other than 
one received on an installment due date) 
until the following installment due dale 
The rule also proposed to amend 
§ 203.606 to require the mortgagee to 
permit reinstatement of a mortgage 
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Bfider certain circumstances, tnciuding 
i ifler the institution of foreclosure 
: proceedings. 

j Comments received in response to the 
1 0ctober 31,1979 proposed rule were 
generally opposed to the provisions 
lelating to crediting of a prepayment as 
af the date it was received and to the 
reinstatement of a mortgage. The main 
ii^ments against the proposed rule 
irere that: (1) Crediting prepayments in 
full as of the date payment was received 
would act to the severe detriment of 
oortxagoes participating in the 
Government National Mortgage 
Association (GNMA) mortgage-backed 
securities program, since GNMA 
requires that mortgagees pass through 
mterest through the last day of the 
month in whi^ the payment is received: 
tod (2) requiring reinstatement of the 
mortgage would serve to protect 
chronically delinquent mortgagors. 

Early in 1984. the Department decided 
to republish for public comment that 
portion of the 1979 proposed rule dealing 
with prepayment privileges, because 
HUD continued to believe that, under 
the current regulations, prepaying 
mortgagors are subject to Inequitable 
treatment by mortgagees with regard to 
the imposition of extra interest. The 
Department also believed that 
republication as a proposed rule was 
appropriate because of the significant 
period of time that had elapsed since the 
initial publication of the proposed rule. 

It was decided, however, that the 
portion of the 1979 proposed rule that 
would have required reinstatement of 
mortgages should, in response to the 
critical public comments, be withdrawn. 
(HUD reserved the right to repropose a 
limilar amendment or to consider 
another course of action at some future 
time on the matter of reinstatement of a 
moiigage.) 

On May 18,1984 (at 49 FR 21079), the 
Department republished the proposed 
nile to amend sections in 24 CFR Parts 
203.213, and 234 which deal with 
prepayment privileges. The proposed 
rule provided that, with respect to 
mortgages insured on or after the 
effective date of the (final) rule, a 
mortga^: (i) Could not require a 30- 
day written notice of the mortgagor's 
Intention to prepay the mortgage: (2) 
must credit a prepayment In full as of 
ine date the payment was received: and 
|3) need not credit a partial prepayment, 
other than one received on an 
installment due date, until the next 
following installment due date. 

For those mortgages that were insured 
before the effective date of the rule, 
mortgagees could continue to exercise 
ihe option permitted by 24 CFR 203.558 
and collect interest until the first day of 


the month following expiration of the 30- 
day notice of prepayment. 

TTie rule also added proposed 
amendments to sections in 24 CFR Parts 
203, 213 and 222 relating to application 
of monthly payments on single family 
mortgages. The proposed amendments 
to Si 203.24, 213.515 and 222.6 would 
add late charges to the list of items to 
which the mortgagee may apply a 
portion of a total monthly payment. 
Section 203.554 already permits 
mortgagees to deduct late charges from 
the monthly payment, subject to notice 
requirements, if such deduction is not 
inconsistent with the terms of the 
mortgage. The amendments would 
clarify that such deductions are 
permitted and would codify late charge 
collection procedure set out HUD 
Handbook 4330.1, Chapter 4, paragraph 
83. 

The proposed amendments would 
continue safeguards relative to late 
charges by: (1) Requiring the mortgagee 
to give notice to the mortgagor of its 
intention to impose a late charge, (2) 
prohibiting a mortgagee from adding 
previously uncollected late charges to 
the monthly payment for purposes of 
calculating the present late charge. (3) 
subjecting the collection of late target 
to the law of the State in which the 
mortgage is serviced and to the terms of 
the mortgage, and (4) prohibiting 
initiation of foreclosure proceedings 
when the only delinquency under the 
mortgage is a late charge that is due but 
unpaid. 

The proposed amendments would be 
reDected in HUD's new security 
instruments, in order to further the 
objective of section 90S of the Housing 
and Community Development 
Amendments of 197a Section 905 
requires that, insofar as it is practicable 
and to the extent permitted by law, 

HUD, the Deportment of Agriculture, 
and the Veterans Administration should 
use uniform note and mortgage forms 
and other documents to reduce the 
paperwork and regulatory burden on 
homeowners and homebuyers. 

IIL Discussion of Comments 

The Department received eleven 
comments in response to the May la 
1984 proposed rule. The commenters 
included eight mortgagees, two mortgage 
banking associations, and one national 
organization representing home 
builders. All of the commenters were 
critical of the portion of the proposed 
rule dealing with prepayments, and 
raised arguments similar to those made 
in response to the October 31,1979 
proposed rule. No comments were 
submitted regarding the proposed 


amendments dealing with late 
payments. 

The following discussion represents 
the scope and nature of the comments. 

A. Eiimination of the 30-day Written 
Notice Requirement 

Of the ten comments dealing with the 
proposed elimination of the 30^ay 
written notice requirement, five 
commenters agreed that the notice was 
no longer necessary for the purpose of 
developing close-out balances or as an 
aid to reinvestment of prepayment 
funds. Five commenters expressed 
opposition to its elimination, but only 
two of those commenters advanced any 
reasons in support of their postion. 

Those reasons were: (1) The initial 
justifications for the requirement are 
still valid, and (2) mortgagors should be 
held to the terms of the mortgage. 

B. Crediting Prepayments in Full as of 
the Date Payment Is Received. 

The commenters were unanimous in 
opposing the proposed change that 
would require lenders to credit 
prepayments in full as of the date 
payment is received. Their basic 
arguments can be summarized as 
follows: 

(1) The change would impose serious 
burdens on mortgagees who place many 
of their FHA-insured mortgages in the 
GNMA mortgage-backed securities 
(MBS) program: 

(2) HUD's estimates are inaccurate 
regarding the percentages of FHA- 
insured mortgages that are placed in 
GNMA-MBS pools and or prepaying 
mortgagors who are charged extra 
interest: 

(3) HUD and GNMA already require 
mortgagees to absorb other expenses 
relating to foreclosures, interest on 
advances to GNMA pools, and interest 
and penalty charges if MIP premiums 
are not received by HUD on a timely 
basis, even where the delay was not 
caused by the mortgagee: 

(4) The rule would increase the cost of 
housing for all buyers, and would have 
the most serious impact on first-time 
homebuyers and low- and moderate- 
income families, because of hi^er up¬ 
front costs and other charges that would 
be needed; and 

(5) HUD's arguments (A) that the 
amendments are needed to conform 
HUD's practices to those of the VA and 
(B) that there is little evidence that 
mortgagees have voiced significant 
opposition to the VA practices are 
invalid and inappropHate. 

1. The changes impose serious 
burdens on CNMA-MBS participants. 
GNMA requires issuers/servicers 
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participating in the MBS program to 
pass through interest to certificate 
holders Uirough the last day of the 
month of a prepayment in fall, 
rtfgurdless of the date of the 
prepayment. For example, if prepayment 
is made on September 5, the 
participating Issoer/servicer is required 
to pass through interest to the security 
holder through September 30. even 
though, under the proposed rule, the 
issuer/servicer would receive interest 
from the mortgagor only until September 
5. The proposed rule would force 
Issuers/servioers to absorb the 
difference between the amount of 
interest collected and the amount of 
interest due GNMA. 

Statistics supporting the May la 19B4 
proposed rule indicate that at least 70 
percent of ail FHA-insured single family 
mortgages are placed In GNMA-MBS 
pools. Based on the estimated 100.000 
FflAdnsured mortgages that are prepaid 
in full annually, mortgagees would have 
to absorb, on average, pass-through 
interest fees to GNMA on about 75.600 
mortgages annually. HUD estimated that 
the annual costs to MBS issuers 
resulting from GNMA requirements 
could ulHmalely exceed $20 million 
dollars. Current statistics indicate that 
about 90 to 96 percent of all such 
mortgages are now placed in GNMA- 
MBS pools; thus, the costs that 
mortgagees would be required to absorb 
would be significantly higher than 
indicated in the proposed rule. 

HUD noted in the proposed rule that 
because the rule would only apply 
prospectively, the pro)«ctcd costs for 
MBS issuers (and savings for prepaying 
mortgagors) would not be entirely 
realised until the rule was adopted and 
in effect for six years. Accordingly, the 
annual cost to the MBS issuers, based 
on the figures used in the proposed rule 
assuming that the numbed of 
prepayments in full increase in an even 
amount every year, would be about $3.4 
million the first year, with a $3.4 million 
increase every year until the $20.3 
million level was reached in the sixth 
year. Based on the same assumptions, 
the net savings to mortgagors would 
approximate $10.6 million the first year 
and increase by a like amount annually 
until the projected $85 million level was 
reached in the sixth year. These 
projections assumed that a// 
prepayments in full occur by the end of 
the sixth year of the mortgage tenn. 
More realistically, the proiected costs 
and savings would be at a lo%ver annual 
rate and extend over a lunger period of 
time, since many prepayments in full do 
not occur until after tlie sixth year of the 
mortgage term. 


Z HVD'b estimates of the problem are 
inaccurate. The commenters challenged 
the accuracy of the percentages ascribed 
by HUD to the number of FHA-lnsured 
mortgages placed in GNMA-MBS pools 
and to the number of prepaying 
mortgaaors charged extra interest. HUD 
set form in extensive detail the 
metlunkriogy it folloived in developing 
its estimates. HUD was careful not to 
suggest that the figures were precise, 
stating several times that the figures 
represented an average drawn from the 
Department's analysis of data reflecting 
sin^e family mortgage activity. 

Although current estimates indicate that 
a higher percentage of niA-insured 
mortgages are placed in GNMA-MBS 
pools than was indicated in the 
proposed rule. HUD believes that its 
estimates arc reasonable and sufficient 
to show that prepaying mortgagors are 
currently being treated in an inequitable 
manner with regard to the collection of 
extra interest for the month following 
the GNMA pass-through period. 

3. UVD and GNMA require 
mortgagees to absorb other costs. 

Several of the commenters asserlfx! that 
HUD and GNMA already require 
mortgagees to absorb other expenses 
relating to foreclosures, interest on 
advances lo GNMA pools, and interest 
and penalties on MIP premiums, if HUD 
does not receive them on a timely basis. 
Some commenters also argued that the 
current regulations are appropriate, 
because they permit mort^gees to 
subsidize losses caused by the VA 
requirements. The Department believes 
that the costs of doing business should 
not be absorbed by prepaying 
mortgagors, but is a burden Imt carried 
by the lending industry ItselL Moreover. 
HUD experience suggests that 
mortgagees are granted sufficient 
financi^ inducemeot to make their 
operations profitable without having 
individual prepaying mortgagors 
subsidize their operations. 

4. The rule would impact adversely on 
first-time and low- and moderate- 
income buyers, A number of 
commenters suggested that the proposed 
rule would have an adverse effect on the 
cost of housing, moat particularly on 
first-time and on low- and moderate- 
income buyers. They pointed out that 
mortgagees. In anticipation of placing 
the mortgages in the GNMA-MBS 
program, establish interest rates and 
related costs at levels lower than would 
otherwise be the case, a factor that it 
most helpful to homebuyers on the 
lower end of the income scale. The 
commenters stated that the proposed 
rule could result in fewer mortgages 
being placed in the G.NMA-MBS pool. 


because the MBS yield is already 75-100 
basis points below the FNMA yield 
Such a move away from GNMA could 
lead to higher financing costs for 
homebuyers. 

HUD acknowledged in the propose d 
rule that it was likdy that interest cosii 
absorbiHi by GNMA issuers would be 
passed on to new mortgagors through 
points, fees, or similar devices. HUD 
indicated that since most prepayment! 
occur in connection with the puroha.se of 
another home, a sixable portion of such 
interest cost would be borne by 
mortgagors who had accomplished a 
“savings*' in prepaying their FHA- 
insured mortgages, and that such 
mortgagors could belter assume the 
extra costs in financing new morlg«K<^ 
going into a GNMA-h^ pool. 

However, In light of the strong 
arguments made by the commenters. 
HUD has amended the proposed rule to 
permit the mortgagee, in the case of 
prepayment in full on other than an 
installment due dale, to collect intcre.^t 
throtigh the las! day of the month In 
which the prepayment is made, if the 
mortgagee has advised the moi^agcu in 
writing of Hs prepajinent policies. 
Consequently, mortgagees will not be 
required to absorb the cost of GNMA 
pass through Interest or to pass on such 
e\tra*costs to prepaying mortgagors in 
other ways. 

5. Mortgagees have objected to VA's 
prepayment policies, HUD had noted In 
the proposed rule that, for many years. 
MBS pools have included about 50 
percent of all VA-guarunteed raortga>;£i 
and that such VA mortgages include the 
prepayment rule that HUD was seeking 
to adopt. HUD suggested that 
mortgagees placing VA-guanmteed 
mortgages in VIBS pools have borne any 
interest-penalty risks attendant upor^ ths 
prepayment of VA mottgages. without 
any apparent serious effort lo chang4* 
the VA rule. Consequently, HUD 
suggested that there was little basis for 
such mortgagees to object to HUD's 
efforts lo adopt the same rule. 

Special exception was taken lo HUD » 
statements that mortgagees have token 
little, if any. aclioo, to l^ve the VA 
amend Its rules regarding prepaymeni 
policies and the requirement that 
payments bo credit^ as of the dale that 
they ore recevled. The commenters 
stated that, on the contrary, mimerou.s 
efforts had been made by individuul 
mortgagees and the mortgage bankeni 
association lo influence the VA to 
change its policies. The commenters 
noted that many mortgagees 
experienced significant losses on their 
VA mortgages In 1963 because of the 
high number of mortgages that were 
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rtfinanced. and tome noted that they 
ware ^ble to offset VA losses because of 
HUD regulations that permit them to 
require prepaying mortgagors to pay the 
extra inlereat 

Several of the commenters took issue 
with the HUD assertion that the rule 
wAi needed in order to conform its 
pobcies with those of the VA. The 
conimentert alto pointed out that there 
Aft A number of current HUD practices 
that do not conform with the VA, and 
that it was unfair for HUD to focus on a 
liiqtle Issue* 

MUD regrets its apparently incorrect 
n 4 igcstioQ that mortgagees had 
•cquitscad in VA policies that were the 
fame as the polid^ I lUD was 
proposing^ However, the malor basis for 
HUD's proposing the rule was not in fact 
the VA issue; it was the Inequity of the 
burden placed on prepaying mortgagors. 
Therefore. HUD does not accept the 
comments that maintenance of HUD*s 
current procedure is necessary, so that 
mortgagees can offset VA losses by 
imposing extra mtenest casts on 
mortgagont who prepay FHA-insumd 
mortgagee. The inappropriateness of 
iuch an argument is ob^ous. 

Mortgageea should find other, more 
valid vehicles for dealing with VA 
losses than by imposing extra costs on 
prepHying mortgagors who, by the 
commeotefs^ own description (nrst-Ume, 
low- and modemte'income 
horr.cbuyen)» are least able financially 
to subsidiaa the mortgagees' tosses. 

After careful consideration of all of 
the comments, at well as an analysis of 
the effect of the current prepayment 
policy on mortgagors and mortgagees. 
MUD has decided to implement a change 
in the regolatloos to cUminate the 
inequitable interest burden currently 
plo^d upon mortgagors who prepay 
their mortgages in fulL 

IV. HUO't Disposition of the Issues 
Raised by the Coromenteni 

d Eiiminotkm of the 3&Day Written 
Soiice Hequiremeot 

In the absence of more substiintrve 
arguments^ HUD believes that changed 
conditions permit lenders to determine 
close-out balances and to develop 
reinvestment strategies In a very short 
hme. and. thus, have negated the need 
for the 30-day notice. T^ Department 
notes also that the 30-day notice 
^^*q|‘jrenieiil Is not common practice or 
policy in the conventioniil mortgage 
®orkci. This suggests that morfgngees 
themselves recognize the htch of need 
l^such a notice. HUD has. therefore. 

to eliminate the SO-day notice 
^uirement in the final nde 


B. Crediting Prepa ym ents in Put! as of 
the Date Payment Is Received 

The commenters raised some valid 
points relative to mortgages placed in 
MBS pools, but failed to address the 
amount of unearned interest that 
mortgagees retain and do not pass 
through to GNMA. HUD data indicates 
that most prepaying mortgagors are now 
charged one and one-half months of 
extra interest (estimated to equal $B04 
for each prepaying mortgagor). 
Mortgagees participating in the GNMA- 
MBS program pass through only a 
portion of this unearned interest MBS 
issuers retain at least a month's pmrtion 
of the extra interest or approximately 
$30.3 million annually (based upon the 
average monthly interest cost of $536 
times the average number of prepaid 
mortgages in GNMA MBS pools). The 
amount of extra interest retained by 
mortgagees on mortgages that were not 
plac^ in the GNMA-MBS program is 
even higher. 

To address the valid issues raised by 
the commenters and the legitimate 
interests of prepaying mortgagors, HUD 
hais decided to make the following 
changes from the proposed rule: (1) 
Permit a mortgagee, with regard to a 
mortgagor making prepayment in full on 
other than an installment due date, to 
collect interest through the last day of 
the month in which the payment is 
made; (2) require a mortgagee to 
disclose, in a form approved by the 
Commissioner, its policies regarding 
prepayments at the time the mortgagor 
indicates an intentioo to prepay the 
mortgage: and (3) subject a mortgagee 
who vi^tes the full disclosure 
requirements to forfeiture of interest^ 
received for the period after the date'of 
prepayment in fuQ, and to other 
saoctioos permitted under Part 25 of this 
title. The disclosure provisions will 
clarify existing HUD policy and practice. 

These changes benefit both 
mortgagees prepaying mortgagors 
by: (1) Preventing mortgagees from 
having to absorb the pass-through 
interest costs imposed by GNMA for 
partidpalkm in the MBS program: and 
(2) freeing prepaying mortgagors from 
the burd^s of having to pay interest for 
the month following the month in %vhich 
the prepayment is made. 

V. Summary of Changes in the Final 
Rule 

For case of identification, the 
prindpul changes in the final rule are 
listed below. 

1. In the case of prepayments of 
mortg.igcs insured after the effective 
date of this rule, if prepayment is offered 
on other than an installment due d<itp. 


mortgagees may refuse to accept (he 
payment until the next Installment due 
date, or require payment of interest to 
that date, but only if the mortgagee 
meets disclosure requirements. The 
mortgagee may no longer require 
pa^mient of interest for the month after 
the month in which prepayment is made. 

Z New provisions are added to 
S 203.556 to (a) require full disdoaure, in 
a form approved by the Commissioner, 
by the modgagee of its prepa>inent 
polides at the time the mortgagor 
indicates an intention to prepay the 
mortgage in full, and (b) subject 
mortgagees who violate the disclosure 
requirements to (!) forfeiture of that 
portion of the interest collected for llic 
period beyond the date of prepayment in 
full and (it) such other administrative 
actions as are authorized against 
mortgagees by the Mortgagee Review 
Board under 24 CFR Part 25. The current 
regulations require that the mortgagor 
be advised of the mortgagor's 
prepayment policy. The amendment is 
intended to clarify how the mortgagor 
must be advised of the mortgugor's 
prepayment policy and what actions the 
Department may lake if the mortgagee 
fails to provide the required disclosure. 

3. Sedion 234.39 is amended to 
conform to changes made with regard to 
application of a monthly payment to late 
charges made In Parts 203, 213 and 222. 
The amendment was inadvertently left 
out of the proposed rule. . 

VI. Findings and Other Matters 

This rule does not constitute a "major 
rule" os that term is defined in section 
1(b) of Executive Order 12291 on Federal 
Regulations. Analysis of the rule 
indicates that it does not: (1) Have an 
annual effect on the economy of $100 
million or more; (2) cause a major 
increase In costs or prices for 
consumers, individual industries. 
Federal. State, or local governmental 
agencies, or geographic regions; or (3) 
have a significant adverse effect on 
competition, employment, investment 
productivity’, Innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

It is estimated that an average of 9.000 
FHA-insured single family mortgages 
ore prepaid each month, and that 75 
percent of these mortgages are currently 
subjected to iMr months of extra 
interest. HUD data also indicates that 
the laiwst number of FI LA-insured 
single family mortgages are prepaid in 
the 8th y-eor of their term. A typical 30- 
year mortgage having a principal 
balance of 355,000 and an Interest rate 
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of 12 percent costs the mortgagor 
approximately $536 per month in 
interest costs in the sixth year of the 
mortgage term. Under this rule, 
mortgagors will be required to pay 
interest only through the end of the 
month in which prepayment Is made (to 
cover GNMA pass-through 
requirements)* and. thus, will save one 
month's extra interest that mortgagees 
may now collect. In a 12-manth period, it 
is estimated that the total savings on 
such prepaid mortgages would be about 
5^3.416.000. an amount which is well 
below the $100 million threshold. 

A Finding of No Significant Impact 
with respect to the environment has 
been made in accordance with HUD 
regulations in 24 CFR Part 50 which 
implement section 102(2)(C) of the 
National Environmental Policy Act of 
1969. The Finding of No Significant 
Impact is available for public inspection 
during regular hours in the office of the 
Rules Docket Clerk, Office of the 
General Counsel. Room 10278. 
Department of Housing and Urban 
Development. 451 Seventh Street. SVV., 
Washington. D.C. 20410-6000. 

Under 5 U.S.C. 605(b) (the Regulatory 
Flexibility Act), the undersigned hereby 
certifies that this rule does not have a 
significant impact on a substantial 
number of small entities, because 
adequate means exist for mortgagees, 
including small mortgagees, to adjust 
their procedures to account for any 
economic impacts of this rule in 
advance of its effect on their business 
obligations. 

Paperwork Reduction Act The 
information collection requirement 
contained in this rule has been 
submitted to the Office of Management 
and Budget for review under the 
provisions of the Paperwork Reduction 
Act of 1980 (44 U.S.C. 3501-3520). No 
person may be subjected to a penalty for 
failure to comply with these information 
collection requirements until they have 
been approved and assigned an OMB 
control number. The OMB control 
number, when assigned, will be 
announced by separate notice in the 
Federal Register. 

This rule was listed as sequence 
number 39 |H-0-79; FR 1028) in the 
Department's Semiannual Agenda of 
Regulations, published on April 29.1985 
(50 FR 17288,17301) under Executive 
Order 12291 and the Regulatory 
Flexibility Act. 

The following numbers identify the 
programs, as listed in the Catalog of 
Federal Domestic Assistance, affected 
by the regulatory changes: 14,106.14.117, 
14.1ia 14.12a 14.121.14.122.14.123, 
14.130,14.132,14.133,14.140, 14.159.* 


14.161.14.163.14.165,14.186,14.172. and 
14.175. 

List of Subjects 
24 CFR Part 203 

Home improvement. Loan programs: 
Housing and community development. 
Mortgage insurance. Solar energy. 

24 CFR Part 213 

Mortgage insurance. Cooperatives. 

24 CFR Pari 222 

Condominiums. Military personnel. 
Mortgage insurance. 

24 CFR Part 234 

Condominiums. Mortgage insurance. 
Horoeownership. Projects, Units. 

Accordingly. 24 CFR Parts 203. 21^. 

222 and 234 are amended as follows: 

PART 203—MUTUAL MORTGAGE 
INSURANCE AND REHABILITATION 
LOANS 

1. The authority citation for 24 CFR 
Part 203 continues to read as follows: 

Authority: Secs. 203 and 211. National 
Housing Act (12 UAC 1709.1715b); Sec. 7(d). 
Department of Housing and Urban 
Development Act (42 U.S.C 3535(d)). 

2. By re\ising § 203.22. paragraph (b). 
to read as follows: 

{ 203.22 Payment of Insuraoce premiums 
or chargee; prepayment privilege. 

• • • • • 

(b) Prepayment privilege. The 
mortgage shall contain a provision 
permitting the mortgagor to prepay the 
mortgage in whole or in part on any 
instalment due date, but shall not 
provide for the payment of any charge * 
on account of such prepayment. 

3. By revising $ 203.24, paragraphs 
(a)(1) through (a)(4), to read as follows; 

S 203.24 Application of payments. 

(a) • • • 

(1) Premium charges under the 
contract of insurance (other than a one¬ 
time mortgage insurance premium paid 
in accordance with S 203.280], charges 
for open-end advances, ground rents, 
taxes, special assessments, flood 
insurance premiums, if required, and fire 
and other hazard insurance premiums: 

(2) Interest on the mortgage; 

(3) Amortization of the principal of the 
mortgage: and 

(4) Late charges, if permitted under 
the terms of the mortgage and subject to 
such conditions as the Commissioner 
may prescribe. 

• « • • • 

4. By revising S 203.558 to read as 
follows; 


§ 203.5S8 HandUng prepayments. I 

(a) Notwithstanding the terms of the I 

mortgage, the mortgagee may accept a I 
prepayment at any time and in any I 
amount. Except as set out below, I 

monthly interest on the debt must be I 
calculated on the actual unpaid I 

principal balance of the loan. I 

(b) With respect to mortgages Insured I 
before August 2, 1985, if a prepayment ii I 
offered on other than an installment due 
date, the mortgagee may refuse to 
accept the prepayment until the first day 
of the month following expiration of the 
30-day notice period as provided in the 
mortgage, or may require payment of 
interest to that date, but only if the | 
mortgagee so advises the mortgagor, in t 
form approved by the Commissioner. In 
response to the mortgagor's inquiry, 
request for payoff figures, or tender of 
prepayment 

(c) With respect to mortgages insured 
on or after Au^st 2.1985, the mortgages 
shall not require 30 days* advance 
notice of prepayment even if the 
mortgage instrument purports to require 
such notice. If the prepayment is offered 
on other than an installment due date, 
the mortgagee may refuse to accept the 
prepayment until the next installment 
due date (the first day of the month), or 
may require payment of interest to that 
date, but only if the mortgagee so 
advises the mortgagor, in a form 
approved by the Commissioner, in 
response to the mortgagor's inquiry, 
request for payoff figures, or tender of 
prepayment 

(d) If the installment due date (the 
first day of the month) falls on a 
nonworking day, the mortgagor's notice 
of Intention to prepay under paragraph 
(b) or the prepayment shall be timely If 
received on the next working day. 

(e) If the mortgagee fails to meet the 
full disclosure requirements of 
subparagraphs (b) and (c) of this 
section, the mortgagee may be subject to 
forfeiture of that portion of the Interest 
collected for the period beyond the dale 
that prepayment in full was received 
and to such other actions as are 
provided in Part 25 of this title. 

PART 213-COOPERATIVE HOUSING 
MORTGAGE INSURANCE 

5. The authority citation for 24 CFR 
Part 213 continues to read as follows: 

Authority: Sect. 211. 213, Nalionel Housing 
Act (12 U.aC 1715b. inse); Sec. 7(d). 
Department of Housing and Urban 
Development Act (42 US.C. 3535(d)). 

B. By revising 5 213.513, paragraph (bl. 
to read as follows: 
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I2I3.S13 P*v”>«"t of bmiranc* pramtum* 
or chorgM; prapaymant prMiaga. 

• • • • • 

(b) Prepayment ptivitege. The 
mortgage shall contain a provision 
permitting the mortgagor to prepay the 
mortgage in whole or in part on any 
inUBllment due date, but Mball not 
provide for the payment of any charge 
on account of such prepayment. 

7. By revising t 213.515 to read as 
follows; 

1213.51$ Payments, how applied. 

(a) AH monthly payments to be made 
by the mortgagor to the mortgagee shall 
be added together and the aggregate 
iioount of the payment shall be paid by 
the mortgagor each month In a single 
payment Tlie mortgagee shall apply the 
aonthly payment to the following items 
in the order set forth: 

(1) Premiuin charges under the 
contract of insurance (including 
insurance charges for open-end 
advances), ground rents, taxes, special 
assessments* flood insurance premiums, 
if required* and fire and other haxard 
insurance premiums; 

(2) Interest on the mortgage; 

(3) Amortization of the principal of the 
mortgage; and 

(4) Late charges, if pennitlod under 
the terms of the mortgage and subject to 
such conditions as the Commissioner 
msy prescribe. 

(b) Any deficiency in the amount of 
any such monthly payment, unless made 
good by the mortgagor on or before the 
due date of the next monthly payment, 
ihall (xmstitute an event of default 
under the mortgage. 

PART 222—SERVICEMEN'S 

mortgage insurance 

ft. The authority citation for 24 Cl'R 
Part 222 is revised to read as set forth 
below and any authority citation 
following any section in Part 222 is 
removed. 

Authority: Socs. 211.222. Nalitituil Housing 
Act (U USXl 1715b. ITISid); sec. Ttd). 
Department of Housing and Urban 
Bevi lopmenf Act (42 U.SC 3S35(d)). 

9. By revising § 222.6. by removing the 
Word “and” after the semicolon at the 
wd of paragraph (a)(3), removing the 
period at the end of paragraph (a)(4) and 
•dding in its place a semicolon and the 
'vord “and** and by adding a new 
paragraph (a)(S). to read as follows^ 

f 222.$ ApplicaUofi of paymanta. 

(«)••• 

(5) Late charges, if permitted under 
Ihe terms of the mortgage and subjcjct to 


such conditions as the Commissioner 
may prescribe. 


PART 234-CaNDOMINIUM 
OWNERSHIP MORTGAGE INSURANCE 

10. The authority citation for 24 CFR 
Ihirt 234 continues to read as fallows; 

Authority: Secs. 211.234. Nations! Housing 
Act (12 use. 1715U ITISy); arc. 7(d). 
neportmenl of liousing and Uriiaii 
Developmanl Act (42 U.S.C 3535(d)). 

11. By revising i 234.37. paragraph (b)« 
to read as followr. 

1234.37 Pra pa ymant of hisuranca 
prafnium or eba^s; propaymani privilaga. 

• • • • • 

(b) Pn^payment privilege. The 
mortgage shall contain a provision 
permitting the mortgage to prepay the 
mortgage in whole or in part on any 
Installment due date, but shall not 
provide for the payment of any charge 
on account of such prepayment. 
Prepayments offered or made on other 
than an installment due date shall be 
subject to the provisions of § 203.558. 

12. By revising S 234J19 to read as 
followr 

i 234.39 AppHcstion of paymsnts. 

(a) All monthly payments to be made 
by the mortgagor to the mortgagee shall 
be added together and the aggregate 
amount of the payment shall be paid by 
the mortgagor each month in a single 
payment. The mortgagee shall apply the 
monthly payment to the following items 
in the order set forth: 

(1) Premium chaiges under the 
contract of insurance (Including 
insurance charges for open-end 
advances), ground rents, taxes, special 
assessments, and such fire and hazard 
insurance premiums as may be required 
by the mortgagee; 

(2) Interest on the mortgage: 

(3) Amortization of the principal of the 
mortgage; and 

(4) I^te charges, if permitted under 
the terms of the mortgage and subject to 
such conditions as the Commissioner 
may prescribe. 

(b) Any deficiency in the amount of 
the monthly payment unless made gocnl 
by the mortgagor on or before the due 
date of the next monthly payment, shall 
constitute an event of default under the 
mortgage. 

Authority: (Sec. 211 of the National 
Housing Act (12 U.S.C 1709.1715).) 


Rules and Regulations 
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24 CFR Parti 207 and 255 

IDocIcet Na R-ftS-0953; FR-139tl 

Coinsurance for the Purchase or 
Refinancing of Existing Multffamily 
Housing Projects 

aqincy; Office of Assistant Secrelar>' 
for Housing-Federal Housing 
Commissioner. HUD. 

action; Final rule. 

summary; This rule promulgates, in the 
form of a final rule, the numerous 
interim revisions to 24 CFR Pari 255 
which have been made since its oHglnnl 
publication on July 2,1960. Part 255 
deals with Coinsurance for the Purchase 
or Refinancing of Fjclsling Multifamily 
I lousing Projects. A companion rule. 24 
CFR Purt 251. dealing with Coinsurance 
for the Construction or Substantial 
Rehabilitation of Multifamily Housing 
Projects, was promulgated as a final rule 
on August 9.1984. In addition to setting 
forth the various substantive revisions 
that have been made to Part 255 since 
its inception, this Bnal rule also reflects 
the organization and structure of its 
companion Part 251 rule. The two rules 
are designed to work in tandem as parts 
of a coordinated multifamily 
coinsurance program. 

EFFCCTive DATE: August 2.1965. 

FOR FURTHER INFORMATION CONTACr. 
James Hamemick, Office of Multifamily 
flousing Development. Room 6132, 
Department of Housing and Urban 
Development. 451 Seventh Street. SW., 
Washington. D.C. 20410. telephone (202) 
755-6500. (This is not a toll-free 
number). 

SUPPLEMENTARY INFORMATION: On May 

25.1963. the Department published, in 
the form of an interim rule (48 FR 23386). 
a major revision of 24 CFR Part 255 
entitled “Coinsurance for the Purchase 
or Refinancing of Existing Multifamily 
Housing Projects”. Changes contained In 
that revision included (1) further 
extension of program eligibility to State 
Housing Agencies. (2) provisions for 
reinsurance of a lender's coinsurance 
risk. (3) revision of the maximum repair 
limits permitted under the program. (4) 
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lightening of the **sound capital 
resources" requirement* and (5) changes 
m the procedures and methods of 
calculating insurance benefits under the 
program. A discussion of the public 
comments received concerning this 
interim rule and a complete section-by- 
secUon description of Ibe changes this 
final rule makes in the interim rule are 
set forth below. 

Further amendments to Part 255 were 
published, at 49 FR 24634. on |une 14, 
1984. These amendments added new 
provisions to Part 255 to implement 
section 303 of the Housing and Urban- 
Rural Recovery Act of 1983. Section 303 
contains special provisions governing 
the use of section 233(f) mortgage 
insurance and coinsurance for existing 
multifamily projects in connection with 
properties to be rehabilitated under the 
Housing Development Grant Program 
set forth in 24 CFR Part 850 and the 
Rental Rehabilitation Program set forth 
in 24 CFR Part 511. No public comments 
were received concerning those 
amendments to Part 255. 

Finally, technical revisions to Part 255 
were published on May 8,1984 (49 FR 
19454) and on July 5.1984 (49 FR 27489). 
The May 8.19^ revision implemented 
section 404 of the Housing and Urban- 
Rural Recovery Act of 1983, eliminating 
HUD*s authority to set maximum 
interest rates for FHA-insured 
mortgages and providing that the 
obligation to be insured will bear 
interest at a rate agreed upon by the 
borrower and lender. The July 5.1984 
revisions contain a number of program 
amendments that (1) delete a 
requirement that, with respect to 
purchase transactions, all repairs be 
completed before loan closing; (2) permit 
coinsured lenders under Part 255 to 
extend commitments during a temporary 
lapse in the Secretary's authority to 
coinsure; (3) remove a special exception 
for the purchase of fire safety equipment 
and certain replacement items (such as 
ranges and refrigerators), thereby 
requiring these expenses to be counted 
against the '"substantial rehabilitation*' 
threshold: and (4) modify the term 
"major building components" for 
purposes of determining what 
constitutes "substantial rehabilitation" 
to exclude elevators as a major 
component. This final rule rePects each 
of these revisions which are. where 
necessary, discussed in more detail in 
the section-by-section description set 
forth below. No public comments 
relating to Part 255 were received in 
connection with any of these published 
revisions. 


Public Comments Received on May 25. 
1983 Interim Rule (48 FR 23399) 

Eleven public comments were 
received concerning this interim rule. 
Five were from national organiseations 
(National Association of Homebuilders, 
Mortgage Bankers Association. National 
Leased Housing Association, Federal 
National Mortgage Association, and the 
Council of State Housing Agencies). The 
remaining six were from private 
mortgages or developers and a law firm. 

The following is a listing of the major 
recommendations or objections raised. 
The Department's disposition of these 
issues, as well as its actions on a 
number of other, more "technical" 
questions raised by the commenters. are 
either addressed in the listing or are set 
forth later In this preamble in the 
secUon-by-section "Description of Part 
255—Final Rule". 

1. Extension of Program to State 
Housing Agencies 

Two comments expressed concern 
over State Housing Agency participation 
in the coinsurance program, urging that 
such agencies limit their activities to 
meeting the needs of the Nation's 
disadvantaged, specifically the elderly, 
the handicapped and low-income 
families. One of the comments strongly 
urged that "the opportunity for such 
agencies to participate be limited to 
instances where an agency can 
demonstrate that private lenders were 
unwilling or unable to make coinsured 
loans for the projects that the agency 
%vishe8 to undertake." The Department 
believes that the extension of the 
coinsurance program to State Housing 
Agencies is consistent with their general 
eligibility to be approved mortgagees 
under HUD's general regulations (see 
Subpart A of 24 CFR Part 203) and sees 
no reason to exclude them where they 
meet the requirements for approval 
under S 255.102. We believe 
participation by State Housing Agencies 
will significantly broaden the potential 
benefits of the coinsurance program. 

2, Requirement that Repairs be 
Completed Before Loan Closing, 

Five comments stated that this 
requirement in the interim rule creates a 
serious impairment in the use of the 
program and could serve to undermine 
the security of both HUD and the 
coinsuring lender. The comments urge a 
revision of the interim rule to authorize 
completion of repairs subsequent to 
endorsement The interim rule published 
on July 5.1984 (49 FR 27489) authorized 
repairs subsequent to endorsement with 
respect to pur^ase transactions. HUD's 
experience with the Part 255 program 


demonstrates that continuing the 
restriction on repairs after endorsenurni 
with respect to refinancing is 
unnecessary and undesirable. Thus, this 
final rule authorizes repairs after 
endorsement with respect to both 
purchase and refinancing transactions 

3, Designation of Reinsurer as **Ucensr^ 
Mortgage Guarantee Insurer** 

One comment objected that the 
language in $ 255.106(b) of the Interim 
rule prodding that a coinsurtng lender 
may obtain reinsurance from "a licensed 
mortgage guarantee insurer" may. 
because of various State laws, unduly 
limit the type of Insurer qualified to 
provide su^ insurance. The Depariment 
believes there is a basis for such 
concern and the term "licensed 
mortgage guarantee insurer" is deleted 
in this Hnal rule (see S 255.107). 

4, Assignment of Coinsured Mortgc^^c as 
Security. 

One comment urged that the I 

tegulotions make clear that the lender is < 
authorized to transfer a coinsured 
mortgage to a reinsurer as part of a 
pledge or other security arrangement 
The final rule contains a new ( 255.106 ! 
substantially the same as S 251.108. 
which allows the pledging of bencfrial 
interests as security. 

5, One Year Delay Before Lender Fee 
Chargeable to Mortgagor, 

Three comments urged that cotnsurinf 
lenders be allowed to collect a 0.25 
percent lender fee starting at the date of 
loan closing or endorsement, rather this 
one year after first payment to principal 
as is required in i 255.402(b) of the 
interim rule. The Department believes 
that authorizing any such earlier 
collection of the lender fee would 
violate section 203(c) of the National 
Housing Act. 12 U.S.C. 1709(c), which 
restricts mortgage insurance premiumi 
under title 11 programs to one percent 
per year of the amount of the principal 
obligation of the mortgage outstanding 
at any time. Since the lender fee serves 
to compensate the lender for its risk of 
loss, it is, in essence, a mortgage 
insurance premium. If this reinsurance 
fee were permitted during the first year 
following endorsement, then that 
"premium", when combined with the 
regular mortgage insurance premium 
provided for in $ 255.801(a) of the final 
rule, would exceed the one percent liiri* 
imposed by section 203(c) of the 
National Housing Act. For this reason, 
the restriction in the interim rule is 
retained in this final rule. There is. 
however, a reduction in the final rule o' 
the amount of MIP which must be paid 
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H) HUD by the coinsuiing lender to 
cover the period from endorsement to 
tlx* anniversary date of first payment to 
principal from a full one percent per 
ywr to 0.65 percent per year (see 
i 255.d01(b) of final rule). The effect of 
hi reduction is to make available for 
the lender's account, during this initial 
start up period. .35 percent of the 
imount of MIP collected from the 
mortgagor. 

d Adequacy of Fees and Char^^es 

Two comments claimed that the 
currently allowable lender fees and 
charges under § 255.202 of the interim 
rule are inadequate. The Department 
has this question under continuous 
review and believes that the current 
illowable fees and charges cover the 
reasonable costs of doing business 
under the coinsurance program. 

7. Secondary ObUgations 

One comment recommended that the 
fflortgagor. at or after loan closing, be 
pemntted to incur unlimited additional 
obligations for any purpose, provided 
that (1) the additional obligations are 
represented by Surplus Cash Notes 
(FHA Form 2223). (2) the notes are 
secured by liens on the property which 
ire inferior to the coinsured mortgage, 
and (3) in a purchase transaction, the 
purchaser makes a cash downpayment 
of7V^ percent of cither acquisition coat 
or project value, whichever is less. The 
Department does not agree with this 
recommendation. To allow unlimited 
secondary obligations in connection 
with a coinsured project could adversely 
affect its disposition (sales potential) 
thereby increasing HlfD's risk exposure. 
The current limitations on secondary 
fioancing. found in { 255.210 of the 
Interim rule. arc. therefore, retained in 
this final rule. 

& loon Interest Rate 

One comment recommended deletion 
of HUD's authority to set maximum loan 
interest under 9 255.214 of the interim 
rule. This section was revised at 49 FR 
1W50 on May 8,1964 in response to 
statutory changes to provide that 
coinsur^ loans will bear interest at a 
rale agreed upon by the mortgagor and 
coinsurir^ lender with no FHA-imposed 
maximum to apply. This final rule, in 
1255.204. reflects this revision in 
interest rate requirements. 

9, Prepayment of Coinsured Loans 

Section 255.220(a)(3) of the interim 
rule permits prepayment (generally 
within 5 years of endorsement) of a 
coinsured mortgage if the Commissioner 
tltterminei that continuation of the 
project as rental housing is unnecessary 


to assure adequate rental housing 
opportunities for low- and moderate- 
income people in the community. One 
comment recommended that this 
provision be revised to permit a 
coinsuring lender to accept prepayments 
within five years if the lender finds that 
the project's rentals equal or exceed 125 
percent of the Section 8 Existing Fair 
Market Rents for the same location, type 
and size of units. The Department does 
not believe that this automatic type of 
exemption would accurately reflect the 
statutory requirements contained in 
section 223(0 of the National Housing 
Act upon which paragraph 
9 255.220(a)(3) is bas^. More flexible 
criteria for use in applying paragraph 
9 255.220(a)(3) are contained in HUD 
handbooks and administrative 
instructions. 

70. Accelerated Payment of Insurance 
Claims 

One comment proposed that the 
regulations be revised to allow HUD to 
pay the entire insurance claim after 
default and then be reimbursed later by 
the lender for its share of any 
coinsurance loss. It is asserted that such 
a procedure would enhance bond ratings 
for projects utilizing tax-exempt 
financing. 

We b^eve such a procedure is 
unnecessary and that it tends to run 
counter to some of the premises upon 
which the coinsurance programs are 
based. To ensure that coinsuring lenders 
have sufficient funds to pay their 
obligations in a timely manner, the 
regulations require each participating 
lender to maintain at least $1,500,000 in 
sound capital resources and to increase 
these resources by one dollar for each 
$300 of outstanding principal 
indebtedness on mortgages it has 
coinsured. HUD also gives coinsuring 
lenders the option of reinsuring part or 
all of their coinsurance risk on 
individual loans. Coinsuring lenders can 
use this reinsurance to strengthen the 
bond ratings for projects using tax- 
exempt financing. The combination of 
Sound Capital Resources and the ability 
to reinsure should ensure adequate bond 
ratings for projects utilizing tax-exempt 
financing. 

77. Required Fire and Hazard Insurance 

One Comment noted, in discussing 
9 255.216(a) of the interim rule, that: 

The requirement that the Commissioner be 
included in the loss-payable clause appears 
to be a carry-over from rcgulaliont governing 
all other HUD programs. However, unlike all 
other HUD programs, under co-insurance, the 
lender does not have the option of assigning a 
loan to HUD in the event of a default. The 
Commissioner, therefore, will not become a 


mortgagee by assignment and it vrould 
appear that the naming of the Commissioner 
in the mortgagee loss payable clause, given 
such circrsmstances. would be inappropriate. 

The Department does not completely 
agree with this recommendation. For 
example, while a coinsuring lender docs 
not have the option of assigning a 
coinsured loan to HUD In the ev^nt of a 
default. GNMA has this option 
(9 255.826), if a coinsuring lender 
defaults on its obligations to holders of 
GNMA Mortgage-Backed Securities and 
GNMA perfects an assignment of the 
coinsured mortgage to itself. Section 
255.503(1) of the final rule therefore 
contains a requirement that a standard 
mortgagee clause making losses payable 
to the lender and the Commissioner as 
their interests may appear be included 
in the mortgage. 

72. Federal National Mortgage 
Association (FNMA) Participation in 
Program on Same Basis as Government 
National Mortgage Association (GNMA) 

We disagree with FNMA's comment 
that HUD should provide FNMA the 
same remedies as those available to 
GNMA in the event of a default by a 
lender-issuer of GNMA securities. HUD 
provides these remedies with respect to 
GNMA-Backed Securities because 
GNMA is an instrumentality of the 
Department. Since FNMA is now a 
privately owned company, HUD has no 
similar obligation to the holders of 
FNMA securities. Also, we question 
whether the Department could provide 
such backing for any non-Federal 
securities without specific statutory 
authority. 

73. Targeted Preservation Area Loons 

One comment on the interim rule 
noted that* 

The language in Section 255.208 
(Refinancing of Mortgages in Portfolio) 
allows discretion by the Commissioner to 
permit a lender to exceed the limit of one- 
fourth of the total loans from the lender's 
portfolio only If the proposed new loan meets 
the eligibiUty requirements of Section 20722. 
The language should be revised so that 
previously approved loans from portfolio 
meeting this (ale) eligibility criteria would 
also permit the Commissioner's discretion if 
that were the cause of exceeding the limit. 

We believe that the exemption, in this 
final rule, of HUD-inaured portfolio 
loans from the 25 percent limitation 
adequately meets this concern. 

Description of Part 255—Final Rule 

The most obvious difference between 
this rule and the earlier interim rule is 
the reorganization of the sequence of 
sections comprising Part 255 in the final 
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rule. The part has Ix^cn radically 
reorganized in a efforl to have its 
structure and sectional sequence 
conform as closely as possible to the 
companion Part 251 coinsuring aulhority 
for newly constructed or substantially 
rehabilitated properties, llie similarity 
of structure in each of the parts is 
intended to highlight the fact that the 
basic policies behind each of these 
coinsurance programs are the same, and 
that nearly all the substantive 
differences between the texts can be 
attributed to the fact that Part 255 
relates to existing multifamily 
structures, whereas Part 251 deals with 
newly constructed or substantially 
rehabilitated properties. The table 
below compares the new sectional 
structure of Part 255 (which is identical 
to that found in Part 251) with the Part 
255 sectional structure found in the 
interim rule. There then follows a 
desenption. by section, of the changes 
this final rule makes in the interim rule 
and. where appropriate, its differences 
from its companion Part 251. 


Restructing of Text of Part 2S5 To 
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Subpart A—General Provisions 
Section 2SS. I Purpose and SiTopc. 

Paragraphs (a) through (g) of this 
section track corresponding paragraphs 
in 24 CFR Part 251, except that 
references are made to existing, rather 
than newly constructed or substanliall) 
rehabilitated projects. A change from 
the interim rule is the deletion of interim 
rule { 225.1 (e) and (f). which are 
nonspecific references to the extent cf 
delc^gation to the lender, lender 
authority to assign loans, and the 
protections afforded GNMA In the rulc- 
These paragraphs are redundant and 
unnecessary as the Hnal rule is now 
drafted. Another change from the j 

interim rule is the substitution of a new | 
paragraph (f) from i 251.1. This 
paragraph, in e^ect. is an expanded 
version of §§ 255.2 and 255.5 of the 
interim rule. It provides for the 
modification, discontinuance or 
suspension of coinsurance acli\itics 
where the Ckimmissloner finds they are 
having an adverse effect on mortgagt* 
credit in older and declining 
neighborhoods, in specific housing 
market areas, or on other Federally 
insured projects. A further change from 
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tbe interim rule is found in paragraph 
(gKl) relating to standards and criteria 
lobe applied in conducting physical 
inspections of the project. The language 
of the final rule closely tracks the 
sUtutory language of section 244(b) of 
the National Housing Act. 

Section 255J Coinsurance contract 

This section is substantially the same 
SI its corresponding section in Part 251 
ind IS similar to the definition contained 
in paragraph 2S5.8(e) of the interim rule. 

Section 255.3 Definitions. 

This section tracks its corresponding 
section in Part 251, except that the 
definitiona of Builder and Sponsor's 
Profit and Risk Allowance. Builder- 
Sdler Mortgagor, Finn Commitment, 
Investor-Sponsor Mortgagor, and 
Sponsor's Profit and Risk Allowance are 
deleted as not necessary for purposes of 
this regulation. The section differs from 
i 255.8 of the interim rule in that 
definitions of Cooperative Mortgagor. 
Distribution, General Mortgagor. Limited 
Distribution Mortgagor. Nonprofit 
Mortgagor. Residual Receipts. 

Substantial Rehabilitation, and Surplus 
Cash are added from Part 251. These 
additions make clear that, though in 
practice almost all mortgagors receiving 
the benefits of insurance under section 
207 of National Housing Act have been 
profit motivated, there is no legal 
restriction to this category of mortgagor. 

The definition of Substantial 
Rehabilitation in this final rule is the 
same as that found in | 2S5.228(c) of the 
interim rule (as revised by interim rules 
published on fune 14.1954 (49 FR 24855) 
ind July 5,1984 (49 FR 27492)), The 
definition of Sound Capital Resources 
corresponds to that found in the Part 251 
rule, the language of which clarifies, but 
does not change the substance of. the 
definition found In the Part 255 interim 
rule. 

Section 255.4 Effect of amendments. 

This section is substantially the same 
M its corresponding section in Part 251. 

It is similar to $ 255.429 of the Interim 
rule except that the provision in Part 
251, requiring that mortgages to be 
coinsured or on which the lender has 
made a commitment to coinsure, be 
endorsed for coinsurance within 60 days 
to assure against any amendment's 
adverse effect upon a lender is added. 
Also the section deals specifically with 
the effect of an amendment on 
extensions, amendments or reissuances 
of a lender's commitment. 


Subpart B—Lender Requirements 
Section 255.101 Eligible lender. 

This section is substantially the same 
as its corresponding section in Part 251 
and § 255.7 of the interim rule. 

Section 255.102 Review and approval 
as coinsuring lender. 

This section is substantially the same 
as its corresponding sections in Parts 
251 and 255. except that new paragraph 
(10) is added. The new paragraph 
requires the lender to submit, as part of 
the approval process, a statement 
agreeing to notify HUD immediately 
whenever the lender's Sound Capital 
Resources fall below the level required 
in paragraph (2). In addition, the lender 
must agree that it will request and 
receive approval from HUD before 
implementing any voluntary transfer or 
scries of transfers of the lender's assets 
that would cause the lender's Sound 
Capital Resources to fall below the 
required level Finally, the lender must 
agree that if such transfer does take 
place without prior HUD approval, the 
remaining assets of the lender and any 
assets disbursed without such approval 
will be deemed to be held in trust for the 
benefit of HUD. and consequently, HUD 
would have a cause of action against 
any of the original principals of the 
lender or any other party to any transfer 
not made in accordance with these 
requirements. The intent of this new 
paragraph Is to help ensure what is 
already required under paragraph (2): 
i.e, that the Sound Capital Resources 
required under { 255.102(b)(2) are 
maintained by the coinsuring lender 
throughout the life of the Coinsurance 
Contract. 

While substantially the same as 
( 255.102 of the interim rule, some 
language and structural changes are 
made to clarify its provisions and a 
paragraph 255.102(1) in the interim rule 
(relating to education requirements for 
appraisers) is deleted as redundant. 

Section 255.103 Duration of approval. 

This section is substantially the same 
as Its corresponding section in Part 251 
and S 255.103 of the interim rule as it 
was revised on July 5.1954 (49 FR 
27489). A prohibition against lender 
approval of mortgage modifications 
during a temporary lapse in the 
Secretary's authority to coinsure, which 
is contained in the interim rule, is 
deleted because it is not required by law 
and is undesirable in situations where a 
timely work-out arrangement would 
prove beneficial to all parties. 


Section 255.104 Probation, suspension, 
or withdrawal of approval 

This section is based upon its 
corresponding section in Part 251. 
Comparable sections in the interim rule 
are {§ 255.104 and 255.105. Differences 
from the § 251.104 model are for the 
purpose of (1) adding probation to the 
corrective actions the Commissioner 
may take. (2) specifying the procedure to 
be followed when a probation or 
suspension or withdrawal of approval 
action is taken and (3) clearly 
establishing that actions under this 
section are independent of any other 
actions that may be taken under 24 CFR 
Part 24 (Debarment and other 
Administrative Sanctions) or action by 
the Mortgagee Review Board under 24 
CFR Part 25. The revisions reHect 
administrative policies under the Parts 
251 and 255 coinsurance programs. 

Section 255.105 Delegation of 
senicing. 

This section is substantially the same 
as its corresponding section in Part 251. 
It is also substantially the same as 
i 255.106(a) of the Part 255 interim rule, 
except that the lender is required (by 
regulation rather than as provided in a 
contract) to directly service all loans in 
CNMA security pools. It also differs 
from the interim rule in that a paragraph 
(c) is included authorizing HUD to 
require the lender to cancel the servicing 
arrangement upon receipt of a 30-day 
written notice. 

Section 255.106 Assignment of 
coinsured mortgages. 

This section is substantially the same 
as the corresponding S§ 251.106 (a), (b). 
(c). and (d)(l] of Part 251. It is similar to 
i 255.406 of the interim rule, except that 
requirements for lender notification to 
the Commissioner ($ 255.106(b)). for the 
transfer of a partial interest in a 
coinsured mortgage (S 255.106(c)), and 
for CNMA approval for assignment of 
any coinsured mortgage used to back 
CNMA securities (§ 255.106(d)). are 
added in this final rule. Provisions 
relating to CNMA Project Loan 
Certificates (§ 251.106(d)(2)). are not 
contained in this final rule since they 
are generally not applicable to 
mortgages covering completed projects. 

Section 255.107 Reinsurance. 

This section is based upon its 
corresponding section in Part 251. It is 
substantially the same as $ 255.106(b) of 
the interim rule as revised on |une 14. 
1984 (49 FR 19454), except that in 
response to the public comment noted 
above, the term "licensed mortgage 
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guarantee insurer** used in that rule has 
been deleted. 

Section Z$5,10$ Pledging and other 
security arrangements. 

This section is substantially the same 
as its corresponding section in Part 251. 
Doth public comment on the Part 255 
interim rule and a continuing 
assessment of the coinsurance process 
during development of the Part 251 
program led to inclusion of this section 
in this final rule. 

Subpart C—Program Requirements 
Section 255.20/ Eligible pfoject 

This section is the same as its 
corresponding section in Part 251. 
except (1) paragraph (a) sets forth 
specifications for an existing structure, 
rather than one newly constructed or 
substantially rehabilitated; (2) a 
paragraph (a|(6) (relating to sustaining 
occupancy or provision for an operating 
deficit fund before endorsement) is 
carried over from § 255.228(g) of the 
interim rule: (3) the requirement that the 
property be designed in accordance with 
HUD minimum property standards is 
deleted as inapplicable to existing 
structures (In lieu thereof, i 225.1(g) of 
the final rule requires review of 
properties and physical inspections of 
dwelling units to 1^ conducted in 
accordance with the standards used by 
HUD personnel in the full FHA 
insurance program); and (4) provisions 
limiting the amount of commercial space 
in a project track the provisions of the 
interim rule, rather than the language in 
S 251.201(a)(S). 

The section Is substantially similar to 
§ S 255.228. 255.229 and 255.430 of the 
interim rule except that paragraph 228(c) 
of the interim rule (defining ^^substantial 
rehabilitation*') is contain^ in i 255.3 of 
this final rule. 

Section 255,202 Eligible mortgagors. 

As in the corresponding section in 
Part 251. mortgagors are approved by 
the coinsuring lender in accordance with 
standards established by the 
Commissioner. The interim Part 255 rule 
did not contain a section corresponding 
to this ( 255 202. 

Section 255,203 Maximum mortgage 
limitations. 

This section is. in substance, the same 
as § 255.211 of the interim rule (as 
revised on June 14.1984 at 49 FR 24655) 
with the addition of a provision allowing 
properties meeting the requirements of 
S 207.32a{l) (Targeted Prewrvation 
Areas) or properties covering 
cooperatives to secure mortgages up to 
an amount of 90 (rather than 85) percent 


of value. The provision is consistent 
with current administrative policy with 
respect to the Targeted Preservation 
Area (TAPs) program and the insurance 
of mortgages covering existing 
cooperatives under programs other than 
24 CFR Part 213—the basic cooperative 
program. The section differs somewhat 
from i 255.211 in paragraph format and 
language. These format and editorial 
changes conform the section to Its 
corresponding section in Part 251. 

Section 255,204 Maximum interest 
rate. 

This section Is similar to its 
corresponding section in Part 251 and is 
substantially the same as i 255.214 of 
the interim rule as revised on May 8, 

1984 at 49 FR 19459. Language in the 
interim rule regarding the interest rate to 
be applied to mortgage increases is not 
continued, since no mortgage increases 
are permitted under the Part 255 
program. 

Section 255,206 Term of the mortgage. 

This section is substantially the same 
as S 255.212 of the interim rule. 

Section 255306 Lender's fees and 
premiums. 

This section Is substantially the same 
(except for reference to section 207 
rather than 221 of the National Housing 
Act) as its corresponding section in Part 
251 and to S§ 255.202 and 255.4Q2(b) (as 
revised on June 14.1984 at 49 FR 24655) 
of the Interim rule. A provision is added 
in the final rule expressly allowing the 
lender to collect fees in addition to those 
specified where they are approved by 
the Commissioner, paid from sources 
other than mortgage proceeds, and are 
disclosed at emiorsement. This 
conforms with current administrative 
policy and practice of the Department. 

Section 255307 Coinsurance of 
mortgoges in lender's portfolio. 

This section is substantially the same 
as its corresponding section in Part 251. 
It is also substantially the same as 
i 255.206 of the interim rule, except that 
a paragraph (b) is added exempting from 
the oneTourth limitation in paragraph 
(a), both portfolio loans already insured 
under the full insurance program and 
mortgages in which the lender’s sole 
involvement is servicing. 

Section 255308 Nondiscrimination in 
housing and employment 

This section is the same as its 
corresponding section in Part 251 except 
that two paragraphs (relating the use of 
projects for hotel purposes and a 
requirement that purchaser of a 
coinsured project agree to comply with 


the requirements of this section) are 
carried over from the interim rule. The 
section is substantially the same as 
i 255.224 and 255.225 of the interim rule, 
the only significant difference being 
that, in the Hnal rule, the mortgagor muit 
certify its compliance %vitb 
nondiscrimination requirements. These 
requirements are also, as a factual 
matter, incorporated in the regulator}' 
agreement. 

Section 255309 Labor standards and 
prevailing wage requirements. 

This section is substantially the same 
as { 255.225a of the interim rule as 
revised on June 14,1984 (49 FR 24655). U 
applies Davis>Bacon requirements if the 
project involves assistance under Part 
511 or Part 850 of Title 24 and the cost of 
repairs, replacements and ImprovenK^nti 
exceeds $6,500 per dwelling imit, 
adjusted for any high>cost area factor 
under t255.203(a}. 

Subpart D—Processing and Commilraoil 

Section 255,30 Processing 
responsibiiities. 

This section Is similar to its 
corresponding section in Part 251. The 
main difference Is the inclusion of 
provisions specifying that among the 
processing fimctions retained by the 
Commissioner, and not delegated to the 
lender, are (1) the labor standards and 
prevailing wage requirements under 
i 255:209 and (2) assessment of 
environmental Impact under 
environment-related laws (but not 
NEPA), as set forth In 24 CFR Part 60. 
NEPA is not included since the purcheie 
or refinancing of multifacnily projects 
under section 223(0 t>f the National 
Housing Act is categorically excluded 
from the Act's requirements by 24 CFR 
50.20(i). 

Also, there is a substitution, in 
paragraph 301(c). of a more inclusive 
requirement that a lender submit "any 
information required by the 
Commissioner for tracking or monitoriog 
purposes" for the more limited listing of 
ty|>e8 of information that could be 
required that Is set forth in { 251.301(c). 
Experience under the Part 255 program 
shows that the Department may need a 
broader range of Information from 
lenders than that specified in 
i 251.301(c). For example, in addition to 
the information required for aaacssing 
housing market Impact in { 251.3Cn(c). 
the Department may also require 
information relating to program 
operations. 

In substance, the section also renccli 
provisions relating to processing 
responsibilities promulgated under the 
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^cnm rule (sec chart comparing 
prov isionis of final rule to Part 2S5 
inlehm nile, supra). 

Section 2S5M2 Processing and 

This section Is subs tan tlally the same 
u its oiTCspondfng section in Part 251. 
except that there are additional 
para^raphi (d) and (e) carrying over 
certain provisions of Part 255. Paragraph 
(d) contains a provision permitting 
repairs to be carried out after loan 
itoing in connection with both 
purchase and refinancing transactions. 
The mteriin rule publish^ on )uly 5. 
t9&l (49 FR 27489) permitted such 
'repairs in connection with purchase 
tninsacUoiis alone. However, as noted 
above (see item 2 in the summary of 
psblic comments supra), based on both 
psbiic comments and IfUlTs own 
program experience. HUD has decided 
(0 extfmd the benefit of this provision to 
refinandttg transactions as well. 

Paragraph (e) continues the pruvisions 
ufi 5.2ci3(a) of the interim rulo as 
; imended on June 14.1934 (49 FR 24655). 
[Section 203(a) requires lenders, in order 
to be eligible for special insurance 
benefits in connection with profects 
rehiibilitated with assistance under 
[hirts 511 or 650^ to obtain approval of 
the Ciimmissioiier before issuance of an 
insurance commitmenL 

The section also reflects provisions 
to processing requirements 
promulgate under the iotorim rule (see 
[chirt comparing provisions of final rule 
to Part 255 interim rule, supra). 

Sttbpart E—Cost Certification and 
Endorsemeill by the Commissioner 

1 Section 2S5.401 Agreement to certify 
(cot/ r^quireamtUn. 

With one addition, this section is 
lubstantially the same as i 255.232 of 
the interim rule. Analogous provisions in 
I P&rt 251 can be found at f 251.404(c). 

A paragraph is added, based on 
provision in ${ 255.201 and 255.401 of 
the interim rule, as revised on July 5. 

1984 (49 FR 27489). The provisions are 
more gpedfle than those hi the July 5 
ttvirion in requiring lenders, where 
^irs arc to be made after 
I ^dorsement to establish escrows and 
uittmrse mortgage proceeds in 
•^rdance with standards established 
1 hy the Commissioner and, wherever 
. applicable, reduce the mortgage by the 
4nicmnt estimated costs exceed actual 
Rifled costs. These specific provisions 
more precisely f fUD's 
. “^diistratlve procedures and 
Pf«ictices. 
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Section 255.402 Certificate of actual 
costs-—ixmtents in general. 

This section is substantially the same 
as i 255.235 of the interim rul^ 
Analogous provisions in Part 251 can be 
found at | 251.404 (c) through (g). 

Section 255.403 Effect of certification 
of actual costs. 

This section is substantially the same 
as S S 255.2AO and 255^1 of the interim 
rule. Analagous provisions in Part 251 
can be found at I 2S1.404(b) and (i). 

Section 255.404 Lender^s review of 
mortgage amount. 

This section is subslanliaily the same 
as i 255,239 of the interim rule. 
Analagous provisions in Part 251 can be 
found at { 251.405. 

Section 255.405 Endorsement by the 
Commissioner. 

This section is similar to { 251.407 of 
Part 251 and Is. in substance, the same 
as J 255.401 of the fnlerim rule. 

Subpart F—Mortgage and Closing 
Requirements 

Section 255.501 Mortgage 
requirements—real estate. 

The provisions of this section are 
substantially the same as those found In 
ii 255.215.255Jn7. and 255,227 of the 
interim rule, except that a provision is 
added expressly listing the political 
jurisdictions within which a property 
covered by a coinsured mortgage most 
be located. Analogous provisions in Part 
251 area! { 251.501. 

SecUoQ 255.502 Tide. 

This section is the same as the 
corresponding section in Part 251. It is 
substantially the same as the provisions 
of S i 255.230 and 255.231 of the Interim 
rule. 

Section 255303 Mortgage ptvt^isions. 

This section is substantially the same 
as its correspondiog section in Part 251. 
except that a provision similar to 
i 255220 of the interim rule replaces 
paragraph (i) of ( 251.503. Section 
255.220 of the interim rule relates to the 
prepayment of a coinsurad mortgage 
secured by a rental property and 
implements the specific statutory 
provisions of section 223(f) of the 
National Housing Act These provisions 
are carried over in this final rule and. in 
addition, provisions are added 
subjecting any prepuyinenl restrictions 
or penalties imposed in connection with 
subsidized mortgages, mortgages which 
may be purchased by GNMA, or bond 
financed mortgages to standards aiKl 
restrictions established by the 


Commissioner. The added provisions 
indicate the types of mortgages of which 
KUO has specific prepayment policies. 

The section is also in substance the 
same as { i 255209,255213. 25S.2ia 
255218. 255219. 25522a 255.221 and 
255226 of the Interim rule. 

Section 255504 Mortgage lien and 
other obligations. 

This section Is sul^stantially the same 
as i 255210 of the interim rulk (.Note 
that S 255.210 (a), (e), and |f) were 
revised by (he interim rule publlahixi on 
June 14.1984 (49 FR 24655.) I’rovisions 
comparable to those contained in 
paragraphs (a) (b) and (f) of this section 
arc contained in § 251.504. 

Section 25550$ Regulatory agreement. 

This seclion is the same as its 
corresponding section in Part 251 and is 
substantially simitar to 9 255.107 of the 
interim rule. 

Section 255500 Other Closing 
Documents. 

Tliis section is the same as its 
corresponding section in Part 251 and 
conforms with administratK'c 
requirements of the Commissoncr that 
have been promulgated under the 
interim rule. There is no spcjcific 
correspoiKling section in the Interim 
rulo. 

Subpari C—Requirements Relating to 
Structure of Mortgagor Entity and 
Transfers of Ownership Interest 

Section 235.601 Requirements 
applicable to alt projects. 

This section is substantially the sanm 
as its r.orrespoiuiing section in Part 2.S1 
and conforms with administrative 
requirements of the ConunissUHier that 
have been promulgated under the 
interim rule, lliere is no spcdfic 
corresponding section in the inUrrim 
rule 

Subpaii H—Program Requirements 
Relating to Project Operation 

Section 255701 General 

This secHon is the some as its 
correspemding section in Part 251 and iSi 
substantially the same as { 255.222 of 
the interim rule. 

Section 235.702 Reserve for 
replacements and general operating 
rescr\*e. 

lliis section is the same as its 
corresponding section in Part 251. 
Analogous provisions in the interim rule 
may be found at §255.223jd)(2) and (e). 
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Section 255,703 Rents and charts. 

This section is same as § 2S5.223(c) of 
the interim rule. Section 431 of the 
fiousing and Urban-Rural Recovery Act 
of 1963, Pub. L 96-181, 97 Stat. 1153, 
approved November 30,1983, amended 
section 207(b)(2) of the National Housing 
Act to grant the Secretary discretion on 
whether to regulate rents on projects 
insured under that authority on or after 
November 30,1983. A proposed rule was 
published on October 10,1964 (49 FR 
39690) indicating that the Secretary of 
HUD would exercise this statutory 
authority and deregulate rents on 
section 207 projects insured after 
November 30,1983. Since Part 255 
projects are technically insured under 
section 207 of the National Housing Act 
a revision to the Part 255 rents and 
charges provisions was included in the 
proposed rule. The Department is 
currently in the process of evaluating 
public comments on its proposed rule 
and preparing a final rule. The final rule 
will be promulgated in the near future 
and will contain an appropriate revision 
to this section 703. 

Section 255.704 Use of project funds. 

This section is substantially the same 
as its corrosponiiing section in Part 251 
and conforms with analogous provisions 
in S 255.223 and adminstrative 
requirements of the Commissioner that 
have been promulgated under the 
interim rule. 

Section 255.705 Distributions and 
residua! receipts. 

This section is substantially the same 
as its corresponding section in Part 251, 
except that reference is made to 
completion of repairs rather than 
completion of construction in paragraph 
(a)(2). Its provisions are more detailed 
but are substantially the same as those 
in S 255.223(b} of the interim rule. 

Section 255.706 Project management. 

This section is substantially the same 
as its corresponding section in Part 251. 
One provision. S 251.706(j]. which 
requires the mortgagor to give a 
preference to displaced families and 
disaster victims, is deleted as not 
strictly applicable to mortgages insured 
under section 207 of the National 
Housing Act. Section 255.706 conforms 
with administrative requirements 
promulgated under 25S.223(d). 
255.224(d). and other provisions in the 
interim rule. 


Subpart 1—Contract Rights and 
Obligations Mortgage Insurance 
Premiums 

Section 255.801 Payment of SUP by 
mortgagor and lender. 

Paragraph (a) of this section (payment 
by mortgagor) is substantially similar to 
S 255.402(a) of the interim rule. 

Paragraph (b) (payment by lender) is 
substantially similar to § 251.d02(b). The 
significant difference between this 
paragraph (b) and the interim rule 
(i 255.404(b)) is that, rather than a full 
one percent of initial MIP being payable 
to HUD, the lender may retain .35 
percent of the initial MIP. Section 
251.801(b)(3) of the Part 251 rple 
provides for a somewhat similar sharing 
of initial MIP with the lender. 

Section 255.802 Duration and method 
of payment of MIP. 

This section is the same as { 251.803 
and is substantially similar to SS 255.403 
and 255.405 of the interim rule. 

Section 255.803 Pro-rata refund of 
annua! MIP. 

This section is the same as S 251.804 
and is substantially similar to S 255.406 
of the interim rule. 

Section 255.804 Late chargee — MIP. 

This section is the same as S 251.805 
and is substantially the same as 
{ 255.407 of the interim rule. 

Delinquency and Default Under the 
Mortgage 

Section 255.805 Notice of delinquency. 

This section is substantially the same 
as i 251.807. It conforms to 
administrative requirements 
promulgated by the Commissioner under 
the interim rule. There is no specific 
corresponding section in the interim 
rule. 

Section 255.806 Definition of default 

This section is the same as { 251.806 
and is substantially the same as 
{ 255.410 of the interim rule. 

Section 255.807 Date of default 

This section is the same as { 251.809 
and is substantially the same as 
i 255.411 of the Interim rule. 

Section 255.808 Notice of default 

This section is the same as § 251.810 
and is substantially the same as 
§ 255.412 of the interim rule, except that 
a requirement is added providing for 
subsequent monthly notices after the 
initial notice. 


Section 255.809 Financial relief to ct!:> 
a default 

This section is substantially the siusif 
as i 251.811 and conforms with 
administrative requirements that have 
been promulgated under { 255.414 and 
other provisions of the interim rule. 

Section 255.810 Reinstatement of a 
defaulted mortgage. 

The section is the same as $ 251.812 
and is substantially the same as 
I 255.413 of the Interim rule. 

TermiDalioD 

Section 255.811 Termination of 
coinsurance contract 

This section is the same as $ 251.811 
The section is substantially similar to 
§ 255.415 and S 255.417 of the interim 
rule with additional provisions from Pmi 
251 relating to (1) termination for 
improper assignment or fraud with 
respect to the coinsurance contract. 
These additional provisions conform to 
current administrative requirements 
under the interim rule. 

A provision terminating the ! 

coinsurance contract where a claim for 
insurance is not Hied within 15 days of 
mortgagee's acquisition of title was 
added to Part 255 by Interim rule on luar 
14.1984 (49 FR 24641). The provision is 
not contained in this final rule. The 
Department has determined that 
termination of coinsurance is too sevcit 
a penalty. Instead, the final rule 
provides, in { 255.819(b), for a 
curtailment of the mortgagee's inteIt^$^ 
allowance where there is a late filing 

Section 255.812 Notice and date of \ 
termination by Commissioner. 

This section is the same as } 251.814 
and is substantially the same as 
§ 255.416 of the interim rule. 

Claim Procedure and Payment of 
Insurance Benefits 

Section 255.813 Notice of election to 
acquire property and file a claim. 

This section is the same as i 251 B15 
It is similar to { 255.422 of the interim 
rule, except that a specific 75-day 
deadline after default is provided for m 
the final rule. 

Section 255.814 Acquisition of 
property. Ij 

This section is the same as i 251.818 j 
It differs from § 255.420 of the interim 
rule in that (1) a specific deadline of 30 \ 
days after submission of notice of 
election to file an insurance claim is 
for the lender's initiation of foreclosure 
proceedings or efforts to acquire title 
through deed in lieu of foreclosure; (2| 
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the lender is required to pursue 
acquisition ditigently and to report to 
the Commissioner any delays; and (3) 
the Irnder is required to follow flUD’s 
project management requirements while 
it controls the property. 

Section 255.075 Deed in UcuAjf 
hretlasitre. 

This section is the same as 9 251.817 
sod substantially the same as $ 255.421 
of the interim rule. 

Section 255.075 Disposition of property 
end application for insurance benefits. 

This section is the same as I 251.818 
and is substantially the same as 
i 255.424 of the interim rule, except that 
the penalty for the late filing of a claim 
is curtailment of interest otherwise due. 
rather than termination of the 
oomsurance contract. 

Section 255.617 Method of payment. 

This section is the same as { 251.819 
tod substantially the same as ( 255.423 
of the interim rule 

Section 255.070 Amount of payment. 

This section is the same as § 251.820. 
except that reference is made to the 
ipecial payment provisions set forth in 
i 255.621 which apply to properties 
rehabilitated with assistance under Part 
511 or Part 850. It is substantially similar 
to 1255.425 of the interim rule, except 
that (1) a special provision is included, 
dealing with the payment of insurance 
beoefitt for a State agency that obtains 
reinsurance from a public mortgage 
inturer with whom it has an identity of 
interest; and (2) a paragraph (d), relating 
to the effect of changes in the amount of 
remsuranca held by the lender, is added. 

Section 255319 Hems included in 
poymenl 

This section is the same as S 251.821. 

It it substantially the same as i 255.428 
of the interim rule, except that a 
Potion is added requiring curtailment 
of the accrual of interest allowance 
^re the lender fails to meet certain 
•pwHfied notice requirements. 

Section 255.620 Items deducted frtpm 
poymenL 

This section is the same os 9 251.822. 
li U substantially the same as 1255.427 
of the interim rule, except that a 
provision is added exempting from 
Auction funds required by a GNMA 
f^posit Agreement relating to lender 
|**uer loss exposure during the GNMA 
Indemnity Period. 


Section 255321 Amount of payment for 
certain mortgages covering property 
rehabilitated with assistnnee under 24 
CFR Part 511 or Pari 650 

There fs no comparable section in Part 
251. The section is substantially the 
same as S 255.427a of the interim rule, 
except fl) paragraph (b) is revised to 
provide that the penalty for faflun? to 
file an insurance claim within IS days of 
acquisition of title will be a curtailment 
of the interest allowance under 
S 255.819(b) rather than a termination of 
the coinsurance contract, and (2) 
paragraph (d) is revised to provide for a 
specific peH(^ (30 days) within which a 
lender must remit net proceeds from a 
property to the Commissioner. 

Remedies for Default by a lender-Issuer 
Under the Government National 
Mortgage Association (GNMA) 
Mortgage-Backed Seennitiee Program 

Section 255.623 Indemnificotion of 
GNMA. 

This section Is the same as its 
corresponding section in Part 251, 
except that special provisions relating to 
mortgages for which insurance benefits 
are payable under 9 255.821 Otc carried 
over from the interim rule. The section Is 
substantially the same as 9 255.428(8] of 
the Interim rule. 

Section 255.624 Withdrawal of lender 
approval. 

This section is the same as its 
corresponding section in Part 251 and is 
substantially the same as 9 255.428(b) of 
the interim rule. 

Section 255.625 liUD recourse against 
lender issuer. 

This section is the same as its 
corresponding section in Part 251 and is 
substantially the same as 9 255.428(c) of 
the interim rule. 

Section 255.626 GNMA right to 
assignment 

This section is the same as its 
corresponding section in Part 251 and Is 
substantially the same as 9 255.428(d) of 
the interim rule. 

Section 255.827 GNMA right to claim 
coinsurance benefits after lender- 
issuer*s acquistion of title. 

This section is the same as its 
corresponding section in Part 251. There 
is no similar section in the interim rule. 

Conforming Amendments to Port 207 

Part 255 is a program that combines a 
number of ba^ic authorities found in the 
National Housing Act. The authority to 
insure mortgages pursuant to a 
coinsurance contract is found in section 


244 of the Act the authority to insure 
existing multtfamily properties comes 
under section 223(0 of the Act. and the 
basic authority (under which all Part 255 
mortgages are insured) to insure 
multifamily housing is contained in 
section 207 of the Act. 

Under section 207. a cooperative can 
be an eligible mortgagor entity but. 
except in 24 CFR 207.32a(k)(8). 
cooperatives are not expressly dealt 
with in 9 207.32a. w*hich is HUD's 
regulation governing the full instrance 
of mortgages covering existing 
multifamily properties. This rule adds to 
9 207.32a a number of provisions dealing 
%vith cooperatives. These provisions are 
designed to (1) reflect current 
administrative policy with respect to the 
insurance of mortgages covering 
cooperative projects and (2) conform 
and coordinate (he provisions in 
9 20732a with provisions relating to 
cooperatives contained in Part 255. 

The role also deletes a requirement 
that any repairs carried out in 
connection with a refinancing 
transaction be completed before loan 
dosing. Both lenders and HUD have 
found this requirement particularly 
cumbersome to administer and of 
minimal effectiveness as a safeguard 
against program abuse. In an eadicr 
interim rule published on July 5.1984 (49 
FH 27489) purchase transactions were 
exempted from this completion of 
repairs requirement for the same 
reasons. 

Accordingly, paragraph (a) of 
9 207.32a is revised to perinit repairs to 
be carried out in connectioD with a 
refinancing transaction subsequent to 
loan dosing. 

Paragraphs (b) and (c) of 9 207.32a are 
revised to permit the maximum amount 
of a mortgage covering a cooperative to 
be 90 percent of the Commissioners 
appraised value for continued use as a 
cooperative or 90 percent of acquisition 
cost, rather than 85 percent This is 
consistent with HUD policy to allow 
higher percentage loans for cooperatives 
than other profit-motivated reniql 
projects. 

Paragraph (g) of 9 207.32a is revised to 
predude cooperatives, in a refinancing 
situatioa from obtaining an insured 
mortgage in an amount of 70 percent of 
value, (even though there is minimal 
indebtedness) and then use whatever 
cash is thus realized for any purpose. 
The Department can find no justification 
for a single purpose ownership entity 
such as a cooperative taking cash out of 
a reflnandng transaction to use for other 
purposes. 

A provision is added to paragraph (h) 
(occupancy requirements) stating that 
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with respect to a cooperative project, at 
least 70 percent of the total units in the 
project must be subscribed to on a 
cooperative basis before endorsement of 
the mortgage for insurance by the 
Commissioner. These requirements 
reflect general HUD policy with respect 
to section 213(i) existing cooperatives. 

Finally, a new paragraph (m) is added 
to § 207.32a which states general HUD 
policy that cooperative mortgagors (1) 

DC regulated or supervised under State 
law and (2) establish and maintain a 
General Operating Reserve in 
accordance with standards established 
by the Commissioner. Paragraph (m) 
also requires the FHA Commissioner to 
make a determination that either (1) 
conversion of the property to 
cooperative ownership is sponsored by 
a bona fide tenants* organization 
representing a majority of the 
households in the project: (2) 
continuation of the property as rental 
housing is unnecessary to assure 
adequate rental housing opportunities 
for low and moderate people in the 
community: or (3) continuation of the 
property as rental housing would have 
an undesirable or deleterious effect on 
the surrounding neighborhood. These 
restrictions on insuring section 223(0 
mortgages that finance conversions to 
cooperative ownership parallel 
restrictions contained in $ 207.32a(e)(2) 
which apply to the prepayment of a 
section 223(0 mortgage where a 
conversion to cooperative ownership is 
involved. 

Technical Conforming Amendment 

A conforming amendment is also 
made to { 207.27(a). A provision limiting 
repairs after endorsement S 223(0 
purchase transactions is removed. This 
has the effect of allowing repairs after 
endorsement for both purchase and 
refinancing transactions. While other 
amendments to part 207 have been 
made by interim rule in conjunction with 
the part 255 coinsurance program (see 48 
FR 23386 published May 25.1983. 49 FR 
24634 published )unc 14.1984 and 49 FR 
27489 pyblished July 5.1964), none of 
these amendments require language 
revisions to conform them to this final 
rule. These miscellaneous amendments 
to Part 207 will be published in final 
form in a subsequent rule making and 
are not contained in this final rule. 

Procedural Requirements 

This rule does not constitute a *'major 
rule** as that term is defined in section 
1(b) of Executive Order 12291 on Federal 
Regulation issued by the President on 
February 17,1981. Analysis of the 
proposed rule indicates that it does not: 
(1) Have an annual effect on the 


economy of $100 million or more: (2) 
cause a major increase in costs or prices 
for consumers. Individual industries, 
Federal State, or local government 
agencies, or geographic regions: or (3) 
have a significant adverse effect on 
competition, employmenl investment 
productivity, innovation, or the ability of 
United States-based enterprises to 
compete with foreign-based enterprises 
in domestic or export markets. 

A Finding of No Significant Impact 
with respect to the environment has 
been made in accordance with HUD 
regulations In 24 CFR Part 50, which 
implement section 102(2)(C) of the 
National Environmental Policy Act of 
1969.42 U.S.C 4332. The Finding of No 
Significant Impact is available for public 
inspection during regular business hours 
at the Office of the Rules Docket Clerk, 
Office of General Counsel, Room 10276, 
Department of Housing and Urban 
Developn^enl 451 Seventh Street, SW. 
20410. 

This rule was listed as item H~53-81 
(Sequence Number 97) under the Office 
of Housing in the Department's 
Semiannual Agenda of Regulations 
published on ApHI 29.1985 (50 FR 17312) 
pursuant to Executive Order 12291 and 
the Regulatory Flexibility Act. 

The catalog of Federal Domestic 
Assistance program numbers are 14.135 
and 14.137. 

Under 5 U.S.C. 605(b) (the Regulatory 
Flexibility Act), the undersigned hereby 
certifies that this rule would not have a 
significant economic impact on a 
substantial number of small entities. 
While some small mortgagees may not 
be able to participate in the coinsurance 
program because of its asset 
requirements, their access to HUD*s full 
insurance program under section 207 of 
the National Housing Act remains 
unaffected by this proposal. 

The information collection 
requirements contained in this rule have 
been approved by the Office of 
Management and Budget under the 
provisions of the Paperwork Act of 1960 
(44 U.S.C. 3501-3520). 

List of Subjects 

24 CFR Part 207 

Mobile homes. Mortgage insurance. 
Solar energy. 

24 CFR Pari 255 

Mortgage, insura nee. Coinsurance of 
multifamily mortgages. 

Accordingly. 24 CFR Parts 255 and 207 
are amended as follows: 

1. Part 255 is revised to read as 
follows: 


PART 255—COINSURANCE FOR THE 
PURCHASE OR REFINANCING OF 
EXISTING MULTIFAMILY HOUSING 
PROJECTS 

Subpart A—Oeneral Provisions 
See. 

255.1 Purpose and scope. 

255.2 Coinsurance contract. 

2553 Definitions. 

255.4 Effect of amendments. 

Subpart B—Lander Requirementa 

255.101 Eligible lender. 

255.102 Review and approval as ootniuHn^ 
lender. 

255.103 Duration of approval. 

255.104 Probation, suspension or 
withdrawal of approval. 

255.105 Delegation of servicing. I 

255.106 Assignment of coinsured mortgagef | 

255.107 Reinsurance. 

255.106 Pledging and other security 
arrangements. 

Subpart C—Program Raqulramants 

255201 Eligible project. 

255.202 Eligible mortgagors. 

255.203 Maximum mortgage limitationr 

255.204 Maximum interest rate. 

255305 Term of the Mortgage. 

255305 Lender's fees and premiums. 

255307 Coinsurance of mortgages in 

lender's portfolio. 

255.206 Nondiscrimination in housing snd 
employment. 

255309 Labor Standards and prevailing 
wage requirementa. 

Subpart [>--Procetalng and Commttmefrt 

255.301 Processing responsibilities. 

255.302 Processing and commitment. 

Subpart E—Coet Certmcatlon and 
Endorsement by the Commissioner 

255.401 Agreement to certify cost 
requirements. 

255.402 Certificate of actual ooifa—cor .i«nh 
in general. 

255.403 Effect of certiflcatian of actus) 
costs. 

255.404 Lender's review of mortgage 
amount 

255.406 Endorsement by the Commisstti.^rf 

Subpart F—Mortgage and Closing 
Requirements 

255.501 Mortgage requirements—res! esisis 
255302 Title. 

255.503 Mortgage and note provisions. 

255.504 Mortgage lien and other obllgs^'^'rti* 

255.505 Regulatory agreement 

255.505 Other closing documents. 

Subpart G—Requiremefita Rotating to 
Structure of Mortgagor Entity and 
Transfers of Ownership Interest 

255.001 Requirements applicable to all 
projects. 

Subpart H—Program Rsqulrements 
Relating to Protect Operation 

255.701 General.* 

255.702 Reserve for replacements snd 
general operating reserve. 
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Sec 

2S5703 Rents and charges. 

2SS.7(M Use of project funds. 

2S5JD5 Distributions and residual receipts. 
2S5.706 Project management. 

Subpart i—Contract Rights and Obligations 
Mortgage Insurance Prefniums 

255.801 Payment of MIP by mortgagor and 
lender. 

255.002 Duration and method of payment of 
MIP. 

255J03 Pro-rata refund of annual MIP. 

2S5J04 Late charges—MIP. 

Drlinquancy and Default Uoiier the Mortgage 

255.806 Notice of delinquency. 

255.806 DefiniUon of default. 

2SSJ07 Date of default. 

255J0B Notice of default. 

255.800 Financial relief to cure a default 
2S5J10 Reinstatement of a defaulted • 
mortgage. 

Tfrminatioo 

255Jn Termination of coinsurance 
contract 

255.812 Notice and date of termination by 
Commissioner. 

Qaiin Procedure and Payment of Insurance 
Bcoenif 

255.813 Notice of election to acquire 
property and Die a claim. 

255in4 Acquisition of property. 

255.815 Deed in lieu of for^osure. 

25t816 Disposition of property and 
Applicatkm for insurance ^nefits 
255JI17 Method of payment. 

255816 Amount of payment 
256819 Items Included in payment 
251820 Items deducted from payment. 

255821 Amount of payment for certain 
mortgages covering property 
rrhabilitated with assistance under 24 
CFR Part 511 or Part 850. 

Remedies for Default by a Laodar-lssuer 
llncler the Oovamment National Mortgage 
Association (GNMA) Mortgago-Bached 
Stcuritita Program 

255823 Indemnincalion of GNMA. 

255824 Withdrawal of lender approval. 
36825 KUD recourse against le^er-issuer 
256838 GNMA right to assignment 
35827 GNMA ri^l to claim coinsurance 
benefits after lender-issuer's acquisition 
of title. 

Authority: Sec. 7(d). Department of HUD 
Act (42 U.S.C 3535(d)), Sec, 211. National 
llotising Act. 12 U.S.C 1715(b). and sec 244, 
^liontl Housing Act. 12 U.S.C 17152(9). 

Subpart A— Gonoral Rrovlalona 
f 255.1 Purpoaa and acopa. 

UM') Section 307 of the Housing and 
Community Development Act of 1974 
fended the National Housing Act (the 
Act) by adding a new section 244 
Nititled, “Coinsurance**. Section 244 
•uthorizes the Department to insure. 

a Coinsurance Contract, any 
Mortgage otherwise eligible for 
nuarance under Title II of the Act. The 
Coinsurance Contract provides that the 


approved lender (i) assume a portion of 
any loss and (ii) carry out (subject to 
monitoring) underwriting, commitment, 
property disposition and other functions 
that the Federal Housing Commissioner 
(Commissioner) approves. 

(2) Section 311 of the Housing and 
Community Development Act of 1974 
also added a new section 223(f) to the 
Act. Section 223(f) authorizes the 
Secretary to insure a mortgage executed 
in connection with the purchase or 
refinancing of an existing multifamily 
housing project 

(b) HUD expects that the sharing of 
risk and the assumption by the lender of 
major processing functions under 
coinsurance will reduce processing time 
and staff burden, and increase lender 
involvement in all phases of the HUD 
mortgage insurance process. In carrying 
out such a program in connection with 
the insured financing or reftnancing of 
existing multifamily housing. HUD 
expects to assist significantly in the 
conservation of neighborhoods and 
existing housing resources. 

(c) Section 244(c) of the National 
Housing Act permits the Secretary to 
coinsure Mortgages only if the Secretary 
determines, after due consultation with 
the Mortgage lending industry, that 
coinsurance will not disrupt the 
Mortgage market or reduce the 
availability of Mortgage credit to 
borrowers who depend upon full 
Mortgage insurance provided under the 
Act. HUD has invited and will continue 
to invite, through formal public comment 
procedures and otherwise, the Mortgage 
lending industry and other interested 
parties to make their views known on 
these issues. Issuance of this Part 255 
(and any later amendment to it) for 
effect will mean that no adverse effects 
are reasonably predictable at the time of 
issuance. However, the Department will 
continue to monitor the effects of 
coinsurance and will welcome the 
submission of evidence that shows that 
disruptions of the Mortgage market or 
reductions in Mortgage credit are 
occurring (or will occur) as a result of 
the coinsurance program. 

(d) This part provides for the 
coinsurance of Mortgages under Section 
207 of the National Housing Act 
(pursuant to sections 223(f) and 244 of 
the Act) which cover existing 
multifamily projects meeting the 
requirements of this part. 

(e) No full insurance authorized under 
any provision of the National Housing 
Act will be withdrawn, denied, or 
delayed because of the availability of 
coinsurance under this part. 

(f) (1) if the Commissioner determines 
that coinsurance under this part is 
having an adverse effect on the 


availability of Mortgage credit to older 
and declining neighborhoods or to 
purchasers of older and lower cost 
housing, the Commissioner will 
discontinue the program after due 
notice. In such a case, no further 
coinsurance applications will be 
accepted nor will any further 
commitments under the program be 
authorized. 

(2) If the Commissioner determines 
that coinsurance under this part is 
disrupting (or will disrupt) the housing 
or Mortgage market in a market area or 
is adversely impacting (or will adversely 
impact) other federally insured projects 
in a market area, the &)mmis8ioner will 
modify, suspend, or discontinue 
coinsurance activities in such area after 
due notice. 

(g)(l] Section 244(b) of the Act also 
provides that, in delegating mortgage 
insurance processing duties to lenders, 
physical inspection of dwelling units be 
conducted in accordance with at least 
Hhe minimum standards and criteria 
used by HUD personnel under the full 
FHA insurance programs. Both the 
review of projects for eligibility under 
the program and the inspection of 
repairs and improvements on projects 
approved for coinsurance will be 
conducted in accordance with such 
standards and criteria. 

(2) Insurance authorized by this part 
will not be available for mortgages on 
properties that are eligible to be insured 
solely under the authority of section 
223(e) of the National Housing Act 
Neither the coinsuring lender nor the 
Mortgagor shall have any vested or 
other right in the General Insurance 
Fund. 

125S.2 Coinsurance contract 

The Contract of Coinsurance is the 
agreement between the lender and the 
Commissioner to oolnsure a Mortgage 
under this part It is evidenced by an 
endorsement on the Mortgage note by 
the Commissioner, or by the 
Commissioner's authorized 
departmental representative, and • 
includes the terms, conditions, and 
provisions of this part and of the 
National Housing Act 

} 255.3 Definitlona. 

(a) "Coinsured Mortgage" means a 
Mortgage concerning which the risk of 
loss is shared by the lender and the 
Commissioner. The coinsurance is 
evidenced by endorsement of the 
Mortgage note by the Commissioner or 
by the Commissioner's authorized 
departmental representative. 

(b) "Cooperative Mortgage" means a 
nonprofit cooperative ownership 
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housing corporation, regulated under 
Slate law and by the lender under a 
regulatory agreement that restricts 
permanent occupancy of the project to 
members of the corporation, and 
requires membership eligibility and 
transfer of membership in a manner 
approved by the Commissioner. 

(c) ''Distribution** means the 
withdrawal of any cash or assets of the 
project excluding outlays for 

(1) Mortgage payments: 

(2) Reasonable expenses necessary 
for the proper operation and 
maintenance of the project; and 

(3) Repayment of advances from the 
owner, when such repayments are 
authorized by the Commissioner. 

(dj “General Mortgagor** means any 
Mortgagor approved by the lender that 
does not meet any of the definitions in 
paragraphs (b). (e). or (i) of this section 
and that is regulated by the lender by 
means of a regulatory agreement. 

(e) “Limited Distribution Mortgagor** 
means an entity restricted by Federal or 
State law, and by the lender by means 
of a regulatory agreement, as to its rate 
of return and other aspects of its 
operation. 

(f) “Mortgage** means a first Iten on 
real estate and other property commonly 
given to secure either advance on real 
estate or the unpaid balance of the 
purchase price of real estate under the 
laws of the jurisdiction in which the real 
estate is located. “Mortgage" includes 
any credit instrunient(s) secured by the 
real estate. 

(g) “Mortgagor** means the original 
borrower under a Mortgage and its 
successors, and any assigns approved 
by the Commissioner. 

(h) ''Mortgage Insurance Premium'* 
(MIP) means the mortgage insurance 
premium collected under (§ 255.801 and 
255.802 of this part. 

(i) ''Nonprofit Mortgagor" means an 
entity that is organized for reasons other 
than financial gain and that the lender 
finds is not controlled or directed by 
persons or firms seeking to derive 
financial gain from it llie operations of 
a Nonprofit Mortgagor must be regulated 
under Federal or State low, and by the 
lender by means of a regulatory 
agreement 

(j) “Residual Receipts" means (1) for 
projects owned by Nonprofit 
Mortgagors, all Surplus Cash and (2) for 
projects owned by Limited Distribution 
Mortgagors, any Surplus Cash remaining 
after allowable Distributions have been 
made or funds have been set aside for 
their payment. 

(k) “Sound Capital Resources" means 
the excess of the coinsuring lender's 
assets (minus any valuation allowances) 
over its liabilities (generally referred to 


as its net worth), plus allowed letters of 
credit Net worth includes paid-in 
capital stock, surplus, reserves, 
undistributed earnings and any other 
unencumbered resources of the 
coinsuring lender. Sound Capital 
Resources may include (up to the limit 
specified in i 255.1Q2(b)(2)) an 
unconditional and irrevocable firm letter 
of credit from a supervised financial 
institution with assets of not less than 
$100,000,000. For purposes of 
determining “sound capital resources", a 
loss reserve, established to cover 
coinsurance liability under this part that 
is treated as a liability in the lender's 
balance sheets, may be deemed a 
capital item rather than a liability. 

(1) “Substantial Rehabilitation" 
consists of repairs, replacements, and 
improvements: 

(l) The cost of whiri) exceeds the 
greater of: 

(1) 15 percent of the property's value 
after completion of all repairs, 
replacements, and improvements, or 

(ii) $6,500 per dwelling unit, adjusted 
by any applicable high-cost area factor 
under { 25S.203(a) [or in the case of any 
purchase or refinancing Involving 
property to be rehabilitated under Part 
511 or Part 850 of this title. $20,000 per 
dwelling unit, except that In these cases 
the Commissioner may increase this 
amount by not to exceed 25 percent for 
specific properties where the 
Commissioner determines that cost 
levels so require); or 

(2) That involves the replacement of 
more than one major building 
component For purposes of this 
definition, the term “major building 
component** includes roof structures; 
ceiling, wall or floor slructures; 
foundations: and plumbing, hcating/air 
conditioning or electrical systems. 

(m) “Sur|Hus Cash" means any 
unrestricted cash remaining after. 

(1) The payment of: 

(1) All sums due or currently required 
to be paid under the terms of any 
Mortgage or note coinsured by the 
Commissioner, 

(ii) All amounts required to be 
deposited in any replacement or 
operating reserve: and 

(iii) All other obligations of the 
project, unless funds for payment are set 
aside, or deferral of payment hus been 
approved by the lender; and 

(2) The escrow of an amount equal to; 

(i) The aggregate of any special fund 

required to be maintained by the 
project: and 

(ti) The project's total liability fur 
tenant security deposits. 

In computing Surplus Cash, the 
Mortgagor must follow any 


administrative requirements prescri]>ed I 
by the Commissioner. I 

9 255.4 Effact of smandmants. I 

The regulations in this subpart mayhel 
amended by the Commissioner at any I 
time, in whole or in part Any I 

amendments will not adversely affect I 
the interests of a lender under the I 
Contract of Coinsurance on any I 

mortgage already coinsured. I 

Amendments will not adversely affect I 
the interest of a lender on any mortgage I 
to be coinsured or which the lender hsi I 
made a commitment to insure, provided I 
the Mortgage is endorsed for I 

coinsurance within 60 days after I 
issuance of the commitment. The 60 I 
days will run from the date of the I 

original issuance of the commitment or I 
from the date of any amendment, I 

reissuance, or extension of a I 

commitment that occurred before the I 
effective date of the amendment to the I 
regulation. I 

Subpart B—Londar Requirements 

f 255.101 Eligible tender. 

The Commissioner may approve as a 
coinsuring lender any lender that (a) is 
currently a HUD-approved multifainily 
lender under 24 CTO 203.1 through 203.4 
203.6, or 203.8(b): and (b) meets the 
requirements of § 255.102. 

{ 255.102 Review and approval as 
coinsuring lender. 

The Commissioner will review an 
applicant lender's technical staff and 
procedures before granting approval §• 
a coinsuring lender under this part This 
review, including an on-site review of 
the lender's operations, will establish | 
the adequacy of technical staff. ^ 

processing procedures, developm^^nt and i 
management oversighL mortgage 
servicing, and disposition hmctions, < 

(a) A fee of $5,000 is charged for each 
application for approval as a coinsuring 
lender. This fee will not be refundp»i 
once the application has been 
determined acceptable for initial review. 

(b) An applicant lender must submit* 

(1) A written opinion of its counsel 
that it has necessary powers to 
participate in the coinsurance prograir 
under this part. 

(2) Evidence acceptable to the 
Commissioner of Sound Capital 
Resources of not less than $l,500.t'i^ 
including liquid funds of at least 
$,'>00,000. An unconditional and 
irrevocable firm letter of credit of not 
more than $500,000 from a supervasinJ 
financial institution with asset of not 
less than $100,000,000 may be used to 
meet up to $500,000 of this Sound 
Capital Resources requirement and up ^ 
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ffiOO.000 of the included liquidity 
[retiiiirement The lender must agree that, 
far the period of the coinsurance, it will 
Laintidn the basic Sound Capital 
Eesourcea requirement and an 
pdditional one dollar of Sound Capiital 
lesources for each 300 dollars of 
jutstanding principal indebtedness on 
I Mortgages it has coinsured under this 

|3] Evidence acceptable to the 
Commissioner that the lender has the 
grating procedures, internal 
wnagement controls, and technical 
[itaff (under contract or in its own 
jsnployl necessary to discharge full 
Mortgage underwriting, oversight. 
8er\*icing. management, property repair 
M disposition* and other functions. It 
post employ adequate staff to monitor 
mtract work and make final 
[siuierwriting conclusions. It must agree 
to notify HUD of any changes in its 
vperating procedures and principal staff 
isd to make no changes that are 
lifloonsistent with this part. 

(4) The lender's most recent detailed 
jsudit report of its financial records, 
supplemented as the Commissioner may 
^uire. The audit must be made by an 
jindcpendeiit certified public accountant 
:4}r independent public accountant 
licensed by a regulatory authority of a 
^tite or other political subdivision on or 
Wore December 31,1970. 

|5| A statement agreeing to file annual 
|iodit8 similar to those described in 
paragraph (a)(4) of this section, and 
iQQua) reports on its processing and 
|comraitment activities, coinsured loan 
^folio and loan servicing activities. 

The annual audits and reports must be 
prepared in formats acceptable to the 
Commissioner and submitted ivithin the 
liflH? limits established by the 
Commissioner. 

(6) A statement agreeing to auditing 
l>y the Commissioner, the HUD 
Inspector General, and the Comptroller 
Ceneral of the United States with 
respect to its activities under this part. 

For this purpose, the Commissioner, the 
hud Inspector General, the Comptroller 
General and their authorized agents 
•hall have access to the financial and 
other records of the lender. 

1") A statement agreeing to cqmply 
With ihe provisions of Title VUI of the 
Civil Rights Act of 1968 as amended, the 
^al Credit Opportunity Act, Executive 
Wer 11063 as amended, and other 
•deral laws ond regulations issued 
jndcr these authorities with respect to 
he lending, investing, or coinsuring of 
(unds in real estate Mortgages. 

(h| A statement agreeing to retain all 
legal obligations under this part. If it 
relegates servicing functions, as 
"^ivlded in S 255.105. 


(9) A statement agreeing to abide by 
all applicable requirements issued by 
the Commissioner for performing its 
functions under this part. 

(10) A statement agreeing to notify 
HUD immediately whenever the lender’s 
Sound Capital Resources fall below the 
level required by paragraph (a)(2) of this 
section. In addition, the lender must 
agree that it will request and receive 
approval from HUD before 
implementing any voluntary transfer or 
series of transfers of the lender’s assets 
which would cause the lender’s Sound 
Capital Resources to fall below the 
required level. Finally, the lender must 
agree that if such transfer does take 
place without prior HUD approval, the 
remaining assets of the lender and any 
assets disbursed without such approval 
will be deemed to be held in trust for the 
benefit of HUD. and consequently, HUD 
would have a cause of action against 
any of the original principals of the 
lender or any other party for any 
transfer not made in accordance with 
these requirements, 

(The information collection requirements 
contained in paragraphs (b)(2). (bH3) and 

(b)(4) were approved by the Office of 
Management and Budget under control 
number 2502^73). 

{ 255.103 Duration of approval 

Initial approval as a coinsuring lender 
will continue in force until one of the 
following occurs: 

(a) Expiration of the Secretary’s 
authority to coinsure under this part. A 
temporary lapse in this authority will 
not terminate lenders* approved 
coinsurer status or affect outstanding 
firm commitments or coinsurance in 
force. However, lenders may not, during 
any such lapse, issue or amend 
commitments or reopen expired 
commitments. 

(b) Suspension or withdrawal of 
approval under S 255.104. 

} 255.104 Probation, auapanaion or 
wrttKirawal of approval. 

(a) A coinsuring lender may be placed 
on probation, be temporarily suspended, 
or have its approvol as a coinsuring 
lender withdrawn by the Commissioner, 
or designee, for any of the following 
causes: 

(1) Failure to maintain gati8factor>* 
Sound Capital Resources. 

(2) Failure to operate the program in a 
prudent manner or to discharge its 
responsibilities under any regulatory 
agreement, coinsurance contract, or 
administrative procedures issued by the 
Commissioner under this part. 

(3) Payment or receipt, by the lender, 
in any insurance transaction, of any fee. 
kickback, or other consideration. 


directly or indirectly, to or from any 
person who has received any 
consideration from another person for 
services related to the transaction: 
how^ever, compensation may be paid for 
the actual performance of services 
approved by the Commissioner, 

(4) Submission of a false, fraudulent 
or Incomplete report to HUD or the 
incurring of any indebtedness to HUD 
for whi^ no satisfactory repayment 
plan or agreement is in effect. 

(5) Failure to pay any amount owed to 
a holder of securities guaranteed by the 
Government National Mortgage 
Association (GNMA) and bathed by a 
coinsured loan. 

(6) Assigning a Coinsured Mortgage to 
an entity ^at is not a HUD-approved 
coinsuring lender. 

(7) Any other cause determined by the 
Commissioner or designee to be 
appropriate. 

(b) HUD may place a mortgagee on 
probation for a speciHed period of time 
for the purpose of evaluating the 
mortgagee’s compliance %vith the 
requirements of the coinsurance 
program. During the probation period 
the mortgagee may continue to issue 
commitments for insurance, subject to 
conditions required by HUD. Such 
conditions may include, but are not 
limited to. submission of the processing 
to HUD for its approval before issuance 
of the commitment. 

(c) Coinsuring lenders will be notified 
in writing by the Commissioner, or 
designee, when a probation, suspension 
or withdrawal action is taken. Tlie 
notice will specifically state the cause, 
effect, and duration of the action. 
Lenders must comply with the 
conditions of the notice immediately, 
but may request an informal hearing on 
the action within 10 working days of 
receipt of the notice. The hearing shall 
be held by the Commissioner or 
designee. The lender shall be given the 
opportunity to be heard within 10 days 
of receipt of the request and may be 
represented by counsel. The 
Commissioner or designee will notify 
the lender in writing of the results of the 
hearing within 10 working days of the 
hearing and receipt of any materials. A 
decision to withdraw, suspend, or 
continue probation following a hearing 
constitutes final agency action. 

(d) Probation, withdrawal or 
suspension of approval as a coinsuring 
lender will not affect any coinsurance or 
commitments in effect at the time of the 
probation, withdrawal or suspension of 
approval. 

(e) Serious misconduct or 
noncompliance with the requirements of 
the coinsurance program may also result 
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in action against coinsuring lenders in 
accordance with Part 24 of this title or 
by action of the Mortgagee Review 
Board in accordance with Part 25 of this 
title. 

{ 255.105 Delegation of servicing. 

(a) The lender must directly service all 
coinsured loans included in GNMA 
securities pools. In all other instances, 
the lender may choose to service its 
coinsured loans or arrange for another 
entity to service the Mortgages, 
provided the contract servicer is a liUD- 
approved lender under {{ 203.1 through 
203.4. 203.6, or $ 203.8(b) of this chapter, 
and the coinsuring lender retains its 
obligations under this part. 

(b) The lender must'inform HUD of 
any delegation of servicing on a form 
prescribed by the Commissioner. 

(c) If HUD considers the servicer’s 
performance to be unsatisfactory, HUD 
may, after giving the lender a 30-day 
written notice, require the lender to 
cancel the servicing arrangement. 

(The information collcctioo requirements 
contained in paragraph (b) were approved by 
the Office of Management and Bud^t under 
control number 2SQ2r<k273) 

9 255.106 Asa l gn n wwt ol Coinsured 
Mortgages. 

(a) A lender may assign a Coinsured 
Mortgage to another lender if the 
following requirements are satisfied: 

(1) The assignee is a HUD-approved 
coinsuring lender. 

(2) The lender shows good cause for 
the assignment; 

(3) The Commissioner finds that the 
assignment Is for good cause and that 
these will be no disadvantage to the 
Federal Housing Administration (FHA); 
and 

(4) The Commissioner gives prior 
written approval for the assignment and 
any risk allocation between the assignor 
and assignee. 

|b) The lender must inform HUD in a 
form prescribed by the Commissioner 
after the assignment of any Coinsured 
Mortgage. The lender will not be 
relieved of its obligation to pay 
Mortgage Insurance Premiums until 
HUD has received this notice. 

[c)(l) A partial interest in a Coinsured 
Mortgage may be transferred without 
obtaining the approval of the 
Commissioner under a participation 
agreement or arrangement, if the 
following conditions are met: 

(i) The Coinsured Mortgage shall be 
held by an approved coinsuring lender, 
which shall (for purpK»es of this 
paragraph) refer^ to as the 
‘^principal lender.** 

(ii) The principal lender shall at all 
times retain at least a ten percent 


beneficial interest in the Coinsured 
Mortgage up to the time of endorsement, 
and at least a five percent beneficial 
interest thereafter, 

(tii) A participation or portial interest 
in a Coinsured Mortgage shall be issued 
to and held by; (A) A lender approved 
by the Commissioner or (B) A pension or 
retirement fund or a profit-sharing plan 
maintained and administered by a 
corporation or by a governmental 
agency or by a trustee or trustees, which 
the principal lender determines has 
lawful authority to acquire a partial 
interest in a Coinsured Mortgage under 
the conditions set forth in this 
paragr^h; and 

(iv) The participation agreement or 
arrangement shall provide that the 
principal lender shall remain the lender 
of record under the Contract of 
Coinsurance and that the Commissioner 
shall have no obligation to recognize or 
do business with any other party except 
the lender of record with respect to the 
rights, benefits, and obligations of the 
lender under the Contract of 
Coinsurance. 

(2) No notice of any sale or transfer of 
a participating or partial interest is 
required unless the Coinsured Mortgage 
is transferred in its entirety to a new 
principal lender on the public records. 

(d) If the Mortgage is used to back 
securities guaranteed by the 
Government National Mortgage 
Association (GNMA). GNMA approval 
is also required for the assignment of the 
pooled Mortgage. 

(The information collection requirements 
contained in paragraph (b) were approved by 
the Office of Menagetnenl and Budget under 
control number 2535 - 0067 ) 

S 255.107 Reinsurance. 

(a) The lender may reinsure its 
potential loss with respect to a 
particular project. Reinsurance may be 
obtained for. 

(1) 50 percent of its risk; 

(2) 100 percent of its risk; 

(3) That percentage of its risk that 
equals the maximum amount the 
reinsurer is authorized by State law to 
reinsure; or 

(4) 10 percent of the amount of a 
Mortgage approved for coinsurance %vith 
respect to property to be rehabilitated 
with assistance under Part 511 or Part 
850 of this title. 

(b) The effect of reinsurance on the 
insurance beneHts payable by the 
Commissioner is covered in S 255.818. 

(c) Subject to the ceilings provided in 
S 255.823. any reinsurance policy must 
name the Commissioner as contingent 
beneficiary in the event that default by 
the lender compels the Commissioner to 
reimbures the Government National 


Mortgage Association for the amount 
that Association had to pay 
securities holders as a result of the 
lender's default. 

( 255.106 Pledging and oilier eecurity 
urangefTienU. 

A lender may pledge, subject to 
standards established by the 
Commissioner, the bencHcial interest is 
a Coinsured Mortgage as security under 
the terms of a reinsurance contract, trust 
indenture, third party guarantee 
agreement or similar financing 
arrangement directly related to the 
coinsurance transaction, subject to the 
following conditions: 

(a) The lender must retain legal title to 
the note and the Mortgage, subject to the 
security interest created, unless the title | 
is otherwise transferred in accordance 
with { 255.106. Legal title to the note and 
Mortgage may not, at any time, be held 
by o^er than a coinsuring lender 
approved by the Commissioner. 

(b) The Commissioner will have no 
obligation to recognize or deal with 
anyone other than the coinsuring lender 
of record or any approved successor to 
the lender’s title to the Mortgage with 
respect to the rights, benefits, and 
obligations of the coinsuring lender 

(c) The Mortgagor will have no 
obligation to recognize or deal with 
anyone other than the coinsuring lender 
or an approved coinsuring lender 
succeeding to title to the Mortgage, or 
with another person or entity servicing 
the Mortgage loan under { 255.105. 
except that the Mortgagor may be 
directed to make payments under the 
Mortgage to a successor lender or to oor 
or more custodial accounts. 

(d) A lender may not pledge the 
beneficial interest of Coninsured 
Mortgages backing Government 
National Mortgage Association (GNMA 
Project Loan Certificates except as 
authorized by GNMA. 

Subpart C—Program Requtraments 

9255.201 Cliglblt projsct 

(a) Existing housing projects (with 
such repairs and improvements as are 
determined by the lender to be 
necessary) arc eligible under this part. 
The property must not require 
Substantial Rehabilitation as defined to 
i 255.3. and three year must have 
elapsed from the date of completion of 
construction or Substantial 
Rehabilitation of the project, or from lh« 
beginning of occupancy, whichever If 
later, to the date of application for 
mortgage insurance. In addition, a 
project: 

(1) Must hove five or more units; 
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(2) may be detached, semi'detacbcd, 
row houses, or multifamily structures; 

(3) Must comply with aU applicable 
soning or deed restrictions, and 
applicable building and other 
governmental regulations; 

(4) Must be primarily for residential 
use, and may include only soch 
a>mnierical and community facilities as 
the lender determines will be adequate 
and iippropiiate to ser\'e the occupants. 
The net rentable commercial area must 
not exceed 20 p<?rcent of the total net 
lenlabte area, but this limitation may be 
waived, for good cause, by the 
Commissioner. 

(5) Must have attained sustaining 
occupancy (occupancy that would 
prodace rental income suffident to pey 
operating expenses, annual debt service 
ami reserve fund for replacement 
requirements) as determined by the 
lender, before endorsement of the 
protect for insurance: alternatively, the 
XioftKagor must provide an operating 
deftal fund at the time of endorsement 
for m.xurance« in an amount, and under 
an agreement, approved by the lender in 
accordance with standards established 
by the Commissioner. 

(b) No insurance will be made 
available under this part for any 
building located in an area identified by 
the Federal Emergency Management 
Agimcy (F'KMA) as having special flood 
hazar<b unless (t) the {urMiction in 
which the prelect is located is 
participating in the National Flood 
Iniurance lYograro and U subiect to 44 
CFR Parts 50-70: or (2) less than a year 
has passed since FEK^ notification 
regarding such hazards, and flood 
insurance is obtained in compliance 
with the Flood Disaster Protection Act 
of 1973 (42 U.S,C 4001). 

(c) No insurance will be made 
available under this part with respect a 
property within the CiMistal Barriers 
Resources System established by the 
Coastal Barriers Resources Act (16 

u s e. 3501). 

(d) Wherever applicable, projects 
insured under this part must comply 
with the National Historic Preservation 
Act (18 U.S.C. 470). 

(e) Involontnr)' displacement of 
tenants must be minimized under a plan 
devduped by the Mortgagor, In any case 
where it it anticipated that repairs and 
iniprovesDents will cause such 
«l‘5placemoit 

EHglbte Mortoagorm. 

MiirtgagDca approved by the lender in 
dt-cordancB with standards established 
hy the Commissioner are eligible under 
this pari. 


1255.203 lUxlmum Mortga^ ttmillabona. 

The maximum Mortgage coinsurable 
under this part is the lowest of the 
amounts detemiined under the following 
limits: 

(a) Statutory cost limits. Congress has 
established maximum per-unit dollar 
amounts for costs attributable to 
dwelling use. These limitations vary by 
number of bedrooms, structure type 
(elevator or non-elevator), Mortgagor 
type, and section of the National 

\ lousing Act. and are changed from time 
to time by statute. In addition, to 
compensate for geographic differences 
in construction costs, the Commissioner 
may establish, where appropriate, high- 
cost area factors. These arc |>ercentage 
increases over the otherwise applicable 
basic dollar limits. The factor for any 
geographic area may not exceed 175 
percent of the basic limit. The factor 
applicable to a particular project may be 
obtained from the appropriate HUD Held 
office. On an individual project basis in 
high cost areas, the Commissioner may 
approve the use of a factor of up to 240 
percent of the basic limit where costs 
justify it. except that for projects to be 
purchased by the Government National 
Mortgage Association under Section 305 
of the National Housing Act (Tandem 
programs), the Commissioner may not 
approve a factor of more than 190 
percent In the unusually high-cost areas 
of Alaska. Guam and Hawaii, the 
Commissioner may approve the use of a 
factor of up to 300 percent The 
Commissioner is also permitted to 
increase the otherwise applicable dollar 
limits by up to 20 percent to aocotmt for 
the installation in the project of a solar 
energy system (as defined in section 2(a) 
of the Act) or certain residential energy 
conserv'd don measiu^ (as defined in 
section 210(11) (AHG) and (I) of Pub. L 
95-819). The maximum coinsurable 
amount cannot exceed the sum of the 
project*! total calculated statutory cost 
limit plus the applicable percentage 
below of estimated cost not attrilimUible 
to dwelling use: 

(1) Cooperative project loans—00 
percent: 

(2) Project loans Insured under 
§ 207.32a(/)—90 percent: 

(3) All other project loans—85 peicent. 

(b) Value limit An amount not 
exceeding 85 percent (90 percent if the 
properly is a cooperative project or 
meets the eligibility requirements 
contained in { 207.32a(l) of this chapter) 
of the lender's estimate of value of the 
project- 

(1) The final estimate of value for the 
purpose of this section results from 
consideration of three Indicators of 
value: 


(1) The estimated market value of the 
project by capitalization. CapitalizaUon 
will use net income which results horn 
market rents estimated by comparison 
with unsubsidized projects, capitalized 
at rates extracted from market 
transactions involving comparable 
p^perties. Because of the presence of 
units with below-market rents in 
projects rehabilitated with assistance 
under Part 850, the Commissioner will ^ 
issue guidelines for the calcvilation of 
capitalization and market vahie under 
this paragraph where such properties 
are involved. 

(ii) The estimated market value by 
dij^ sales comparison. Market value 
by direct sales comparison will be 
estimated by comparison of the subject 
property with competing properties 
recently sold, using at least two other 
properties for the comparison. 

(Ui) The total cstiinated replacement 
cost of the project (without deducting 
depreciation). The total estimated 
re^acement cost of the project (before 
depreciation) provides only an upper 
limit The final estimate of value must 
be between that indicated by 
capitalization and that indicated by 
direct sales comparison, but may not 
exceed the total estimated replacement 
cost of the project 

(2) In the event the Mortgage is 
secured by a leasehold estate rather 
than a fee simple estate, the value of the 
property described in the Mortgage shall 
be the value of the leasehold estate (as 
determined by the lender) which shall in 
all cases be less than the value of the 
property in fee simple. 

(c) Debt service limits. The net 
projected project income available for 
peyment of debt service Is determined 
by reducing the estimated gross income 
of the project by a vacancy and 
collection loss factor and by the cost of 
all estimated operating expenses, 
including deposits to me reserve for 
replacements and taxes. In determining 
net projected project income for 
cooperative projects, a 3 percent 
operating reserve and a 2 percent 
vacancy reserve will be used in lieu of 
the vacancy and collection bss factor 
applicable to rental projects. The * 
maximum Coinsurable Mortgage cannot 
exceed the amount that could ^ 
amortized by 85 percent (90 percent for 
cooperatives or H the project meets the 
eligibility requirements contaioed in 

i 207.32a(1) of this chapter) of net 
prajeclod project income. 

(d) Property to be refinanced^ 
additional limit If the property is to be 
reflnanced by the Coinsur^ Mortgage 
(i.e^ without a change of ownership) or, 
if property is sold to a purchaser who 
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has an identity of interest (as defined by 
the Commissioner) with the seller and 
the purchase is to be financed with the 
Coinsured Mortgage, then the maximum 
Mortgage amount must not exceed: 

(1) In the case of a rental project, the 
greater of 

(1) 70 percent of the lender's estimate 
of value of the project, or 

(ii) The cost to refinance the existing 
fndebtcdnesa. which will consist of the 
following items, the eligibility and 
amounts of which must be determined 
by the lender. 

(A) The amount required to pay off 
the existing indebtedness; 

(B) The amount of the initial deposit 
for the reserve fund for replacements: 

(C) Reasonable and customary legal, 
organizational, title, and recording 
expenses, including lender fees under 
(255.208; 

(D) The estimated repair costs, if any; 

(E) Architect's and engineer's fees, 
municipal inspection fees, and any other 
required professional or inspection fees. 

(2) In the case of a cooperative 
project, the cost to refinance the existing 
indebtedness as defined in paragraph 

(d)(1)(B) of this section. 

(e) Property to be acquired^ 
additional limit If the project is to be 
acquired by the Mortgagor and the 
purchase price is to be financed with the 
coinsured Mortgage, the maximum 
amount must not exceed 85 percent (90 
percent if the project is a cooperative 
project or meets the eligibility 
requirements contained in S 207.32a(l) of 
this chapter) of the cost of acquisition as 
determined by the lender. The cost of 
acquisition shall consist of the following 
items, to the extent that each item 
(except for item numbered (1)) is paid by 
the purchaser separately from the 
puri^ase price. The eligibility and 
amounts of those items must be 
determined by the lender in accordance 
with standards established by the 
Commissioner 

(1) Purchase price as indicated in the 
purchase agreement' 

12) An amount for the initial deposit to 
the reserve fund for replacements: 

(3) Reasonable and customary legal, 
organizational title, and recording 
expenses, including lender fees under 
( 555.206; 

(4) The estimated repair cost if any, as 
defined by the Commissioner, in the 
project; 

(5) Architect's and engineer's fees, 
municipal inspection fees, and any other 
required professional or inspection fees. 

( 255.204 Maximum Interest rate. 

The interest rate in a commitment to 
coinsure will be at the rate agreed upon 
by the Mortgagor and the coinsuring 


lender at the time the commitment is 
issued. The interest rate may be 
increased or decreased only after 
reprocessing and issuance of an 
amended commitment. 

9 25S.20S Term of the Mortgage. 

The mortgage must have a maturity 
satisfactory to the lender, which is not 
less than 10 years, nor more than the 
lesser of 35 years (40 years if the project 
meets the eligibility requirements 
contained in i 207.32a(i) of this chapter) 
or 75 percent of the estimated remaining 
economic life of the physical 
improvements (100 percent if the project 
meets the eligibility requirements 
contained in { 207.32a(l) of this chapter). 
The term of the mortgage will begin on 
the first day of the second month 
following the date of endorsement of the 
mortgage for coinsurance. 

1255.206 Lender's fees and premium. 

(a) The lender may collect from the 
Mortgagor, and include in the Mortgage, 
and application fee. financing fee. 
permanent placement fee. and, If 
applicable, inspection fee. lliese fees 
may not exceed maximums approved by . 
the Commissioner. In addition, the 
lender may collect other reasonable fees 
approved by the Commissioner that are 
paid from sources other than Mortgage 
proceeds and are disclosed at 
endorsement. In no event will the fees 
allowed under this paragraph be 
permitted to exceed comparable fees 
allowed in the full insurance program 
under { 207.32a of this chapter. 

(b) The coinsuring lender may collect 
a lender's premium of up to .25 percent 
(0.10 percent in the case of a Mortgage 
approved for coinsurance benefits under 
9 255.821) per year of the average 
outstanding principal balance of the 
Mortgage (without regard to delinquent 
payments or prepayments), beginning 
not earlier than 12 months after the date 
of the first payment to principal. 

9 255.207 Colnsuraoca of Mortgages In 
landar*s poftfolto. 

(a) Coinsurance under this part is 
available for Mortgages that the lender 
(or a related entity) already holds in its 
own portfolio only if: 

(1) The loan is current and has not 
been in default, modification, or 
forbearance at any time during the two 
years preceding submission of the 
application to the lender. 

(2) Refinancing of portfolio loans 
makes up no more than one-fourth of the 
total number of loans the lender 
presents for endorsement for 
coinsurance during any 12-month period 
(except that the Commissioner may 
permit lenders to exceed this limit if the 


additional refinancing relates to projects 
that meet the eligibility requirements of 
9 207.32a(l) of this this section: and 

(3) The entire loan transaction is 
reviewed and approved by the 
Commissioner (in his or her discretion) 
before any commitment is issued. 

(b) The following loans will not be 
subject to the one-fourth limitation in 
paragraph (a)(2).of this section: 

(1) Mortgages insured by HUD under 
its full insurance programs: and 

(2) Mortgages in which the lender's 
sole involvement is servicing. 

9 255.208 Nondiscrimination in housing 
and smploymonL 

The Mortgagor must certify to the 
lender and to the Commissioner that so 
long as the mortgage is coinsured under 
this part it will: 

(a) Not use tenant selection 
procedures that discriminate against 
families with children: 

(b) Not discriminate against any 
family because of the sex of the head of 
the household: 

(c) Comply with title Vlll of the Civil 
Rights Act of 1968 as amended and 
implementing regulations and 
administrative procedures that prohibit 
discrimination because of race, color, 
religion, sex. or national origin: 
administer the project and related 
activities in an affirmative manner to 
further fair housing, and comply with 
State and local fair housing laws; 

(d) Comply with Executive Order 
11063 and implementing regulations and 
administrative procedures that prohibit 
discrimination because of race, color, 
religion (creed), sex or national origin in 
housing and related facilities provided 
with Federal assistance; 

(c) Not discriminate because of race, 
color, religion, sex, or national origin 
against any employee or applicant for 
employment. Provisions to this effect, 
and. in addition, the provisions of 
Executive Order 11246 and 41 CFR 
Chapter 60. where appropriate, will 
apply to any contract or subcontract for 
project repairs and improvements; 

(f) Not rent, permit the rental or 
permit the offering for rental of the 
housing, or any part thereof, covered by 
the Mortgage, for transient or hotel 
purposes. The term "rental for transient 
or hotel purposes" means (1) rental for 
any period less than 30 days, or (2) any 
rental, if the occupants of the housing 
accommodations are provided 
customary hotel sevices. such as room 
service for food and beverages, maid 
service, furnishing and laundering of 
linens, and bellhop service: and 

(g) Not sell the project as long as ihc 
Mortgage is coinsured under this pari. 
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I — 

unless the purcliaser agrees to comply 
«vith the requirements of this section 
and with applicable transfer of physical 
mets requiremeots. 

{2S5.209 Labor standards ar>tf prevaMIng 
wtga requirements 

The requirements of i 207.19ld) apply 
to \fuilMgc coinsured under this part 
where me property is to be rehabilitated 
under Part 511 or Part 850 of this Title 
and the cost of repairs, replacements 
and improvement exceeds $8,500 per 
dwelling unit (adjusted for any high*C08t 
area factor under S 255.203(a)). 

Subpart D—Processing and 
Commitment 

flSiSOt Processing rssponsibllltlas. 

(a) Unless otherwise specified, the 
land«*r is responsible for the 
performance of all functiona under this 
part including acceptance and review of 
applications, issuance of commitments, 
inapections, and closings, except those 
fanctiuns apecifled in paragraphs (b). 

(d), and (e) of this section. 

(b) Certain functions are retained by 
the Commissioner. The lender must 
lubmlt any information required by the 
Commissioner to permit detemiinationa 
of compliance with requJrcmenls 
concerning: 

(1) Prevfoua partidpution of the 
I ^lindpels of the Mortgage, the general 
contractor, if any, and the management 
agenL in accordance with the Pievlous 
Participation and Clearance Review 
Procedures of i§ 200.210 through 200.218 
of this chapter. 

|2) Equal opportunity considerations 
in the development and operation of the 
proposed project. 

(3) The intergovernmental review 
procedures of 24 CFR Part 52, These 
procedures appl> In cases Involving 200 
or more units in urbanized areas, or 50 
or more units in non-urlmnized areas; 
and 

(4) The National ftistoric Preservation 
AcL 18 U.S.C. 470. where applicable. 

1^ Environmental impact under 
anvironmenNrelatcd laws and 
authorities set forth in 24 CFR Part 5a 
I |c) The lender must also submit any 
information required by the 
Cornmissioner for tracking or monitoring 
purposes. 

I Id) The Commissioner'a authorized 
I departmental representative must 
endorse the Mortgage for coinsurance. 

(c) The Commissioner is responsible 
for the enforcement of ony labor 
standards and prevailing wage 
rrquirementa applicable to a project 
J^der I 255.200 and will preform all 
functiona required under S 255.208. 


(Informs tioa coUedion requirf^ments 
contained In paragraph fb] and (c) were 
approved by the Office of Management and 
Budget under control number 2502-0272) 

S 255.302 Processing and com m i tm ent. 

(a) After acceptance of an application 
for a commitments to coinsure, the 
lender will determine the moxlmuin 
coinsurable Mortgage, review airy list of 
repairs for compliance with MUD 
standards, determine the acceptability 
of the proposed management agent, and 
make other determinations necessary to 
assure acceptability of the proposed 
project. The lender must make these 
delerrahiations in the manner prescribed 
by the Commissioner. 

(b) The lender may issue a firm 
commitment to coinsure after 
completion of its review and after 
receipt of written evidence from HUD of 
(1) the acceptability of the project in the 
areas of responsibility retained by the 
Commissioner under i 255301(b); (2) a 
waiver, where needed, of the approved 
highcost factor under I 255203(d): dnei 
(3) completion of any case re\dcw 
requirements of the Commissioner that 
are part of the lender approval process. 

(c) Subject to standards established 
by the Commissioner, the tender is 
responsible for extending commitments, 
assuring that commitments are updated 
when appropriate and amending 
commitments. The lender may also 
reopen commitmenta within 90 days of 
the expiration of an earlier commitment, 
reconsider previously rejected 
applications, and may chaige a 
reopenine or reexamination fee 
acceptable to the Commissioner. 

(d) An application may be made for a 
commitment that provides for the 
coinsurance of the mortgage after 
completion of repairs and improvementa 
or for a commitment that provides, in 
accordance with standards established 
by the Commissioner, for the completion 
of specified repairs and improvements 
after endorsement. 

(e) With respect to mortgages to cover 
properties rehabilitated with assistance 
under Part $11 of Pari 850 of this title, 
the lender must obtain the approval of 
the Commissioner before Issuance of 
any commitment under this part. The 
Commissioner will grant such approval 
only where the lender demonstrates to 
the Commi8sioner*8 satisfaction that no 
other feasible financing alternatives are 
available for the proposed project. 

Subpart E^oat Certification and 
Endoraament by the Commiaaloner 

S 255.401 AgraamenI to certify cost 
raqulremantm. 

Before the start of repairs and 
endorsement of the loan, the lender 


must enter into an Agreement and 
Certification with the Mortgagor in a 
form ond content satisfactory to the 
Commisstonef for the purpose of 
precluding any excess of Mortgage 
proceeds over statutory and regulatory 
limitations. Under this AgreemenL the 
Mortgoge must agree; 

(a) To execute a certificate of actual 
costs, upon completion of all physical 
improvements on the mortgaged 
property. In accordance with f 255.402. 

(b) To accept the mortgage loan, 
reduced by the amount (if any] required 
under S 2SS.404. 

(c) In caaea where speciliod repaira 
are to be made after endorsement as 
provided in (255302(d), the lender must 
(1) establish escrows at endorsement as 
required by the Commissioner. (2) 
disburse mortgage proceeds attribulable 
to repairs in accordance with standards 
and procedures established by the 
Commissioner and only upon 
satisfactory completion and inspection 
of the repairs; and (3) whenever 
applicable, reduce the mortgage by the 
amount by which estimated costs of 
repairs exceed actual costa os certified 
under (255.402. 

( 2SS.402 Cerllflcatt of actual coala^ 
contanta In gtoersl 

(a) Submiaaion of cortidcata. The 
Mortgagor's certificate of actual cosL in 
a form approved by the Commissioner, 
must be submitted to the lender upon 
completion of the Improvementa to the 
satisfaction of the lender. In the case of 
a transaction where the commitment 
provides for the completion of specified 
repairs after endorsement as provided in 
{ 255.302(d). a supplemental certificate 
of actual cost must be submitted 
covering such repairs. Cost certification 
is not required in those refinancing 
transactions where 70 percent of value 
is the controlling Mortgage limitation. 

(b) The certificate must show the 
actual cost to the Mortgagor of acquiring 
the property or refinancing property that 
secures an existing indebtedness. Items 
that may be included if paid by the 
Mortgagor in acquiring property are 
listed in { 25S303(e). Items that may be 
included If peld by the Mortgagor in 
refinancing property are listed In 

5 255303(d). 

(The informsUon coHectioo rsqui.-eiiMmls 
contained In paragraph (aj were approved by 
the Office of Management and Buifgel under 
control ntimbcf 2502^-0272) 

( 255403 Effect of cectHIcetton of actual 
coats. 

Any certification required by f 255.402 
must state specifically that it has been 
made, presented, and delivered for the 
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purpose of influencing an ofricial action 
of the Commissioner and may be relied 
upon by the Commissioner and the 
lender as a true statement of the facts 
contained therein. Upon the lender's 
approval of the Mortgagor's 
certification, the certificalion will be 
final and incontestable* except for fraud 
or material misrepresentation on the 
part of the Mortgagor. 

f 2S5.404 Lender’s review of mortgage 
amount. 

When the cost certifications 
submitted under $ 2S5.4C3 are reviewed 
and approved by the lender, the lender 
must determine, in accordance with 
standards set by the Commissioner, 
whether a mortgage reduction is 
necessary. 

§ 2SS.40S Endorsoment by the 
Commlsslonef. 

Under the terms of its commitment, 
the lender will hold a closing and submit 
required documentation to the 
Commissioner or to the Commissioner's 
authorized departmental representative 
for coinsurance of the Mortgage by 
endorsement of the Mortgage note. The 
note must Identify the section of the Act 
and the regulations under which the 
Mortgage is coinsured, the percentage of 
risk assumed by the lender and the 
Commissioner, and the date of 
coinsurance, />.. the date of IIUD 
endorsement of the project Mortgage. 
The lender's submission must include a 
certification that it has obtained written 
ffUD approval of compliance with the 
requirements referred to in § 255.301(b| 
and any additional documents and 
information required by the 
Commissioner's administrative 
procedures. 

Subpart F—Mortgage and Closing 
Re<|ulrement8 

} 255.501 Morlgage requirements—rest 
estate. 

(a) To be eligible for insurance, the 
Mortgage must cover property located in 
a State, Puerto Rico, the District of 
Columbia, Guam, the Trust Territor>' of 
the Pacific Islands. American Samoa, or 
the Virgin Islands. The Mortgage must 
be on real estate held: 

(1) In fee simple: 

(2| Under a renewable lease for not 
less than 99 years: 

(3) Under a lease running at least 75 
years from the date the Mortgage Is 
executed; or 

(4) Under a lease executed by a 
governmental agency, or other lessor 
approved by the Commissioner, for up to 
the maximum term the agency or lessor 
may enter into, but not less than 50 


years from the date the Mortgage is 
executed. 

(b) The property must be held by an 
eligible Mortgagor and must, at the time 
the mortgage is coinsured, be free and 
clear of other liens except those 
approved by the lender in accordance 
with : 255.504. 

(c) The Mortgage must cover the^ 
entire property included in the housing 
project. 

(d) No Mortgage may be accepted for 
insurance unless the lender finds that 
the property or project with respect to 
which the mortgage is executed is 
economically sound, except that as to 
mortgages covering property located in 
Alaska, or in Guam, or in Hawaii, no 
mortgage may be accepted for insurance 
unless the lender. %wth prior notice to* 
the Commissioner. Rnds that the 
property or project is an acceptable risk 
giving consideration to the acute 
housing shortage in Alaska, or in Guam, 
or in Hawaii. 

§255.502 Title. 

(a) Eligibility of title. Title to the 
mortgaged property must be vested in 
the Mortgagor on the date the Mortgage 
is filed for record. 

(b) Title evidence. Before coinsurance 
of the Mortgage, the Mortgagor must 
furnish the lender with a survey, 
satisfactory to the lender, of the 
mortgaged property and a title insurance 
policy covering the property. If. for 
reasons that are satisfactory to the 
lender, title insurance cannot be 
furnished, the Mortgagor must furnish 
evidence of title in accordance with 
paragraph (b)(2) of this section. The type 
of title evidence are: 

(1) A title Insurance policy issued by a 
company, and in a form, satisfactory to 
the lender. The policy must name the 
lender and the (^mmissioner as the 
insured, as their interests may appear. 
The policy must also provide that, upon 
acquisition of title by the lender, it will 
become an owner's policy running to the 
lender. 

(2) An abstract of title satisfactory to 
the lender, prepared by an abstract 
company or individual engaged in the 
business of preparing abstracts of title, 
accompanied by a legal opinion 
satisfactory to the lender as to the 
quality of the title, signed by an attorney 
experienced in the examination of titles. 

§ 255.503 Mortgage and note provlatons. 

(a) The Mortgage and note must be 
executed on a form approved by the 
Commissioner for use in the jurisdiction 
in which the property is located. The 
form must not be changed without the 
prior written approval of the 
Commissioner. 


(b) The Mortgage must be e.xccuted by 
an eligible Mortgagor. 

(c) The Mortgage must be a first lien 
on property that conforms with property 
standards prescribed by the 
Commissioner. 

(d) The note must provide for equol 
monthly payments on interest and 
principal due on the first day of each 
month in accordance with a level 
annuity amortization plan agreed to by 
the Mortgagor and lender and 
acceptable to the Commissioner, 

(c) Commencement of amortization 
shall be on the first day of the second 
month following the date of 
endorsement of the Mortgage for 
coinsurance. 

(f) (1) The Mortgage must provide that 
all amounts due monthly from the 
Mortgagor of the lender be added 
together into a single payment to be 
made by the Mortgagor on each monthly 
payment date. The lender must apply 
payments received from the Morigatur 
or for the account of the Mortgagor to 
the following items in the order listed 

(1) MIP under the Contract of 
Coinsurance; 

(ii) Ground rents, taxes, special 
assessments, and fire and other hazard 
insurance premiums; 

(iii) Interest on the Mortgage; and 

(ivj Principal on the Mortgage. 

(2) Any deficiency in the amount of 
the aggregate monthly payment required 
under paragraph (f)(1) of this section 
will constitute a fiscal default. The 
Mortgage will further provide for a grace 
period of 30 days within which time the 
default must be made good. 

(g) The Mortgage must provide for 
payments by the Mortgagor to the 
lender, on each monthly payment date, 
of an amount sufBcient to accumulate 
the next annual MIP one payment period 
before the MIP is due. These payments 
will continue only as long as the 
Contract of Coinsurance is in effect. 

(h) The Mortgage must provide for 
equal monthly payments sufficient to 
pay any ground rents, estimated taxes, 
water charges, special assessments, and 
fire and other hazard insurance 
premiums, within a period ending one 
month before these items become due. 
The Mortgage must also make provision 
for adjustments in case the estimated 
amount of any of these items differs 
from amounts actually payable by the 
Mortgagor, 

(i) (l) With respect to a Mortgage 
secured by rental housing, the note must 
provide that prepayment of the 
indebtedness is prohibited (except as 
required by the Commissioner) for a 
period of five years from the date of 
endorsement of the Mortgage (or for a 
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period of twenty years where the 
mortgage was purchased by GNMA 
oRder Chapter II of Subtitle B of Title 24) 
except where, at the time of 
prepayment: 

(1) llie Mortgagor has entered into an 
agrcomenl with the Commissioner to 
maintain the property as rental housing 
for the remainder of the specified five- 
year (or twenty-year) period; 

(ii) The Commissioner has determined 
that the conversion of the property to 
cooperative or condominium ownership 
ts sponsored by a bona fide tenants' 
organisation representing a majority of 
the households In the project: 

(iii) The Commissioner has 
dotermioed that continuation of the 
property as rental housing is 
unnecessary to assure adequate rental 
housing opportunities for low- and 
noderate-income people in the 
community: or 

(iv) The Commissioner has 
determined that continuation of the 
property as rental housing would have 
an undersirable and deleterious effect 
on the surrounding neighborhood. 

(2) Subject to the requirements of 
paragraph (1) of this section, partial of 
full prepayment of the Mortgage is 
permitted except that: 

(A) Mortgages which cover projects in 
which units arc subsidized under section 
8 of the United States Housing Act of 
1937 or other Federal law; or Mortgages 
which may be purchased, assigned, or 
otherwise transferred to the 
Government National Mortgage 
Association (GNMA) may be subject to 
prepayment standards and restrictions 
established by the Commissioner and 

(0) Mortgages given to secure a loan 
made by a lender that has obtained the 
funds for the loan by the issuance and 
sale of bonds or bond anticipatory 
notes, or both, may contain a 
prepayment penalty charge acceptable 
to the Commissioner as to term, amount 
and conditions. 

Ii) The note may provide for the 
collection by the lender of a late charge 
not to exceed four percent of each 
payment to interest and principal that is 
nwre than 15 days late, or such other 
^arges os may be agreed to by the 
wider and the Commissioner, to cover 
the extra expense of handling 
^Iinquent payments. Late charges must 
w separately charged to and collected 
(he Mortgagor and may not be 
deducted from any total monthly 
payment. 

(k) The Mortgage must contain a 
convenant prohibiting the use of 
property for any purpose other than the 
residential purpose intended on the day 
the Mortgage was executed. 


(I) The Mortgage must contain a 
convenant. acceptable to the 
Commissioner, that binds the Mortgagor 
to keep the property insured by one or 
more standard policies for fire or other 
hazards stipulated by the Commissioner 
or the lender. The amount must comply 
with any coinsurance clause in the 
policy applicable to the location and 
character of the property, but may not 
be less than 00 percent of the actual 
cash value of the insurable 
improvements and equipment of the 
roject. The initial coverage must be 
ased on the amount of insurable 
improvements estimated by the lendi^r 
after completion of the project. A 
standard Mortgagee clause making 
losses payable to the lender and the 
Commissioner as their interests may 
appear must be included in the 
Mortgage. The lender is responsible for 
assuring that insurance is maintained in 
force and in the amount required by this 
paragraph and by the Mortgage. If the 
Mortgagor does jiot obtain the required 
insurance, the lender must do so and 
assess the Mortgage for such costs. 
These insurance requirements apply as 
long as the Coinsurance Contract is in 
force. 

f 255.504 Mof ( 909 # Ken and other 
obligationt. 

A Mortgagor shall certify at 
endorsement of the loan for insurance, 
and the lender shall determine that: 

(a) The property covered by the 
Mortgage is free and clear of all liens 
other than the coinsured Mortgage and 
such other liens as may be approved by 
the lender, in accordance with 
standards established by the 
Commissioner. The lender may approve 
subordinated liens securing up to the full 
amount of mortgage Hnancing provided 
by State or local governments (or 
agencies thereoO in connection with the 
rehabilitation of a property assisted 
under Part 511 or Part 850 of this title, in 
accordance with standards established 
by the Commissioner. Liens other than 
the insured Mortgage that may be 
approved (other than liens of taxes and 
assessments of the State or subdivisions 
of the State not yet due and payable, or 
ground rents) may not have, under 
applicable law, a priority equal or 
superior to the insured Mortgage. 

(b) There do not exist outstanding 
unpaid obligations contracted for in 
connection with the Mortgage 
transaction, the purchase of the 
Mortgage property, or the repairs and 
improvements to the project, except 
obligations approved by the lender in 
accordance with standards established 
by the Commissioner. Obligations of the 
Mortgagor may be approvf^ by the 


lender under this section only if such 
obligations are determined by the lender 
to be of a leaser priority for payment 
than the obligation of the insured 
Mortgage. 

(c) Except were otherwise provided in 
paragraph (e) of this section, when a 
loan it made to finance the purchase of 
an existing multifomily housing project, 
the Mortgagor m^ not have any 
additional obligations in connection 
with the transaction that exceed the 
lesser of: 

( 1 ) Seven and one-half percent of the 
lenders estimate of value as defined in 
§255.203[b]. or 

( 2 ) Seven and one-half percent of the 
cost of acquisition as defined in 

S 255.203(e). 

(d) Except where otherwise provided 
in paragraph (e) of this section, when a 
loan is made to refinance an existing 
multifamily housing project, the 
Mortgagor may not have any additional 
obligations in connection with the 
transaction that exceed the lesser of: 

( 1 ) Seven and one-half percent of the 
lender's estimate of value as defined in 
{ 255.203(b), or 

(2) Fifty percent of the difference 
between the cost to refinance as defined 
in i 255.203(d) and the maximum 
mortgage amount as determined by the 
lender. 

(e) ( 1 ) For projects that meet the 
eligibility requirements of $ 207.32a(a)(l) 
of this chapter, the provisions of 

S 207.32a(i)(4) shall apply. 

( 2 ) For projects to be rehabilitated 
with assistance under Part 511 or Part 
850 of this title, the provisions of 
S 207.32a(|)(S) shall apply. 

(f) The additional obligations 
provided for in paragraphs (c), (d) or 
(e)( 2 ) of this section shall be represented 
by promissory notes on forms approved 
by the Commissioner. These notes shall 
not be due and payable until the 
maturity date of the Mortgage to be 
coinsured under this part, but may be 
prepaid from Surplus Cash and in 
accordance with the conditions 
prescribed in the regulatory agreement 
between the lender and the Mortgagor. 

S 255.505 Requlatofy agraamant 

The lender and the Mortgagor must 
execute a regulatory agreement in a 
form acceptable to the Commissioner. 
The regulatory agreement must require 
the Mortgagor to comply with the 
requirements of Subparts G and H and 
other applicable provisions of this part 
for as long as the Commissioner and the 
lender are coinsurers of the Mortgage. In 
the regulatory agreement, the lender 
may regulate the Mortgagor on other 
matters if the Commissioner determines 
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that the additional lender controls or 
requirements do not conflict with the 
requirements of this part or 
requirements contained in the 
administrative instructions issued under 
this part. 

i 2S5.506 Ottier dosloQ docunients. 

The lender will require execution of 
such other closing documents as the 
Commissioner may require. 

Subpart G—Requirements relating to 
structure of Mortgagor Entity and 
Transfers of Ownership Interest 

§265.601 RequIremenU appttcsbte to aN 
prefects. 

(a) The Mortgagor may issue shares of 
capital stock, partnership participations 
or beneficial certifleates of interest, as 
applicable, only in the number and form 
approved by the lender. 

(b) The Mortgagor must comply with 
the Commissioner’s administrative 
procedures for previous participation 
clearance and Transfer of Physical 
Assets before conveying, assigning or 
transferring any ownership interest in 
the project or any beneficial interest in 
any trust holding title to the project 

(c) The Mortgagor must obtain the 
Commissioner’s and the lender*s written 
approval before: 

(1) Conveying, assigning, transferring, 
encumbering or disposing of any legal 
interest in the project induding rents 
and security deposits; 

(2) Engaging, except for natural 
persons, in any business or activity, 
including the operation of any other 
project, or meurring any liability or 
obligation not in connection with the 
project 

(d) The Mortgagor may not abandon 
the project until the lender has approved 
a substitute Mortgagor. 

Subpaii H—Program Requiramenta 
relating to Project Operation 

§ 25S.701 Oeotrai 

In order to be eligible for the benefit 
of insured financing under this part the 
Mortgagor must agree to be regulated 
and restricted by the lender with respect 
to the ongoing operation of the project 
as set forth in this subpart 

§ 265.702 Reserve for repiacementy and 
general operating reserve. 

(a) The Mortgagor must establish and 
maintain a reserve for replacements 
which will be held and administered by 
the lender. The Mortgagor must 
accumulate, maintain and use this 
reseive. and the lender must administer 
this reserve, only as provided in the 
regulatory agreement and the 
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Commissioner's administrative 
instructions. 

(b) In addition to the reserve for 
replacements required by paragraph (a) 
of this section, a Cooperative Mortgagor 
must establish with the lender a general 
operating reserve in an amount required 
by the Commissioner's administrative 
procedures. The Cooperative Mortgagor 
must accumulate, maintain and use this 
reserve only as provided in the 
regulatory agreement and the 
Commissioner's administrative 
Instructions. 

(c) To the extent consistent with the 
project's liquidity needs, money placed 
in a reserve for replacements (and. in 
the case of Cooperatives, in a general 
operating reserve) must be invested in 
United States Treasury securities, 
securities issued by a Federal agency, 
deposits that are insured by an agency 
of the Federal government, or other 
forms of Investment at may be allowed 
in the Commissioner's administrative 
procedures. 

§ 255.703 Rents and charges. 

No charge shall be made by the 
Mortgagor for the accommodations, 
facilities, or services offered by a project 
in excess of those approved by the 
lender. In approving such charges and in 
passing upon application for changes, 
the lender shall be subject to standards 
established by the Commissioner, which 
standards shall give consideration to the 
following and similar factors: 

(a) Rental income necessary to 
maintain the economic soundness of the 
project. 

(b) Rental income necessar>’ to 
provide a reasonable return on the 
investment, consistent with providing 
reasonable rentals to tenants. 

§256.704 Us# of prolacf funds. 

(a) The Mortgagor must deposit, in the 
name of the project, all rents and other 
receipts of the project in accounts that 
are fully insured as to principal by an 
agency of the Federal government. 
Project funds in excess of those needed 
to meet short-term project operating 
expensf^ may be invested in 
accordance with the administrative 
instructions of the Commissioner. 

(b) The Mortgagor may expend project 
funds only for: 

(1) Payment of Mortgage obligations: 

(2) Payment of reasonable expenses 
necessary to the proper operation and 
maintenance of the project; 

(3) Deposits to the reserve for 
replacements and other required 
reserves; 

(4) Distributions of Surplus Cash 
permlt!t?d under § 255.705: 


/ Rules and RegulaUons 


(5) Repayment of Mortgagor advanr ei 
authorized by the Commissioner's 
administrative procedures. 

(c) The Mortgagor may not use proji^cl 
funds to liquidate liabilities relatt^ to 
the project other than the Coinsured 
Mortgage, unless the lender authorizi fi 
this use in accordance with the 
Commissioner's administrative 
procedures. 

(d) The Mortgagor must deposit and 
maintain residents* security deposits in 
a trust account separate and apart from 
all other funds of the project. * 1^11 trust 
account must be held in the name of the 
project and the balance in the accouni 
must at all times equal or exceed the 
project's liability for residents* security 
deposits. The owner must comply with 
any State of local laws regarding 
investment of security deposits and the 
distribution of interest or other income 
earned thereon. Any earnings received 
from the investment of security deposiu 
must accrue to the benefit of the project 
or the projc^ct residents. 

§ 255.705 Otstributlons and rtskfuai 
receipts. 

(a) The Mortgagor may make, receive 
or retain Distributions only as provided 
In this section. The Mortgagor must 
compute Surplus Cash and Distributions 
in accordance with the Commissioner s 
administrative requirements. 

(1) Distributions may be paid only 
from Surplus Cash that exists as of the 
end of a semi-annual or annual fiscal 
period. 

(2) Initial Distributions may be paid 
only after repairs and improvements 
hav^ been completed and the .MoHgni^ 
has submitted the cost GertificaHons 
required by § 255.402. 

(3) No Distribution may be paid from 
borrowed funds, or when payments due 
under the note. Mortgage, or regulatory 
agreement have not been made. 

(b) If any of the conditions listed 
below applies, the Mortgagor may 
distribute Surplus Cash only after 
obtaining the lender's written approval 
to do so: 

(1) The Mortgagor has not 
satisfactorily responded to any lender 
on HUD on-site review report, annual 
financial statement correspondence or 
any other correspondence that requires 
the Mortgagor to implement corrective 
action, and that was received at least 30 
days before the end of the fiscal period 
for which the Surplus Cash computation 
is made; 

(2) The lender determines and gives 
the owner written notification that the 
project has significant uncorrected 
physical deficiences; or 
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(3) there is a covenant default (as 
defined in { 255.8U6(b)) under the 
provisions of the Mortgage or the 
regulatory agreement. 

|c) The Mortgagor must limit 
Distributions in any one fiscal period to 
the amount specified in this paragraph 
(cj. and must calculate Distributions in 
accordance with the administrative 
requirements of the Commissioner. 

(1) Cooperative projects not receiving 
assistance under Part 886 of this title. 
Section 0 Housing Assistance Payments 
rn>>inim— Spedal Allocations, may 
distribute all Surplus Cash to members. 
CoDpf?nitives receiving assistance under 
Part 8^ nuiy distribute only the portion 
of Surplus Cash attributable to • 
unsubsidixed units. Surplus cash must 
be prorated to siibsidixed and 
unsub8idi7.ed units in accordance with 
the Commissioners administrative 
procedures. 

(2) No Distributions are permitted on 
nonprofit rental projects. 

(3) On projects owned by Limited 
Distribution Mortgagors, Distributions 
may not exceed the lesser of Surplus 
Cash on the amount allowable by the 
lender os of the end of the period 
covered by the Surplus Cash 
computation. Distributions are 
cumulative. If the project receives 
subsidy payments for HUD. 

Distributions will be earned at a rate 
prescribed in the regulations and 
Administrative procedures applicable to 
that subsidy program. If the project does 
not receive subsidy payments from 
HUD, Distributions will be earned 
innuully or semiannually at a rate 
prescril^d by the lender consistent with 
Slate or local law. 

(4) On projects owned by General 
Mortgagors, all Surplus Cash generated 
during the fiscal period covered by the 
Surplus Cash computation may be 
distributed to the Mortgagor. 

(d) Nonprofit and Cooperative 
Mortgagors must deposit Residual 
Receipts with the lender within 60 days 
after the end of each fiscal year in which 
Surplus Cash is generated. Limited 
Distribution Mortgagors must deposit 
Residual Receipts with the lender within 
fiO days after the end of each annual or 
semiannual fiscal period in which 
Surplus Cash Is generated. 

(e| Residual Receipts must at all times 
^ain under the control of the lender. 
The lender must administer the Residual 
Receipts account in accordance with the 
Commissioner's administrative 
f^quirementi. 

(1) If the project contains units that 
are occupied by assisted tenants and 
are subject to a Section 0 Housing 
^sistance Payments Contract under 
Part 880. Part 881, Part 883 or Part 888, 


the lender may release Residual 
Receipts only after obtaining the 
Commissioner's written approval and 
only in accordance with the 
Commissioner's administrative 
requirements. 

(2) The Mortgagor may use Residual 
Receipts only for such puq>oses as the 
Commissioner or the lender authorize. 

(f) Hie lender must invest Residual 
Receipts in accordance with the 
administrative reouirements of the 
Commissioner. All earnings on these 
investments must be added to the 
Residual Receipts account unless other 
disposition of such earnings has been 
approved by the Commissioner, or by 
the lender in accordance with the 
Commissioner's administrative 
requirements. 

(g) When the contract of coinsurance 
is terminated any funds remaining in the 
Residual Receipts account must 
distributed in accordance with the 
Commissioner's administrative 
requirements. 

§ 2S5.706 Project manag«fn«fit 

The Mortgagor must: 

(a) Provide for management 
satisfactory to the lender and the 
Commissioner, execute a management 
contract that meets the requirements of 
the Commissioner, and deliver to the 
lender such certifications and 
information regarding project 
management as the Commissioner and 
lender may require. 

(b) Maintain the project in good repair 
and condition and promptly complete 
necessary repairs and maintenance as 
required by the lender. 

(c) Assure that all project expenses 
are reasonable in amount and necessary 
to the operation of the project. 

(d) Obtain the lender's and the 
Commissioner's written approval before 
undertaking self management, 
contracting for management services, or 
paying (or incurring any obligations to 
pay) fees for management services. 

(e) Establish and maintain the 
project's books, accounts and records in 
accordance with the Commissioner's 
and lender's administrative 
requirements. Books and accounts must 
be maintained for such periods of time 
as the Commissioner may prescribe. 

(f) Permit the lender, the 
Commissioner, the HUD Inspector 
General, the Comptroller General of the 
United States, or their authorized agents 
to inspect the project's property, 
equipment, buildings, plans, offices, 
apparatus, devices, books, accounting 
records, contracts, and documents 
during reasonable business hours. This 
right to inspect extends to the records of 
the Mortgagor, as well as to the records 


of any companies with which the 
Mortgagor has an identity of interest, as 
defined in the regulatory agreement. 

(g) Furnish the lender and the 
Commissioner with a financial report on 
the project's operations within 60 days 
following the end of each fiscal year, 
unless the lender authorizes the 
Mortgagor to submit the report on a later 
date. Unless the Commissioner agrees to 
accept an unaudited report, the report 
must be made by an independent 
certified public accountant or by an 
independent public accountant licensed 
by a State or other political subdivision 
on or before December 31,1970. 

(h) Upon request, furnish the lender 
with operating budgets; occupancy, 
accounting and other reports, properly 
certified copies of minutes of meetings 
of the directors, officers, shareholders, 
or beneficiaries of the Mortgagor entity, 
and specific answers to questions raised 
from time to time by the lender relative 
to income, assets, liabilities, expenses, 
operation, and condition of the project. 
The Mortgagor must furnish a response 
to the lender's or HUD’s on-site review 
reports and written inquiries regarding 
annual or monthly flnandal statements 
no later than 30 days after receipt of the 
lender's report or Inquiries. 

(i) In renting units, adhere to the dvil 
rights and equal opportunity 
requirements set forth in } 255.208. 

(J) Permit occupancy of: 

(1) Unsubaidized units only under a 
lease or occupancy agreement that 
meets the requirements of this part and 
any requirements established by the 
lender, and 

(2) Subsidized units only under a lease 
or occupancy agreement approved by 
the Commissioner. 

(k) Adhere to the Commissioner's 
occupancy requirements for any units 
assisted under a project-based Section 8 
Housing Assistance Payments Contract 

(l) Not permit any part of the project 
to be rented for transient or hotel 
purposes. The term "rental for transient 
or hotel purposes" means (1) rental for 
any period less than 30 days or (2) any 
rental, if the occupants of the housing 
accommodation are provided customary 
hotel services, such as room service for 
food and beverages, maid service, 
furnishing and laundering of linens, and 
bellhop service. 

(The information collection requirements 
contained in paragraphs (g) and (h) of this 
section were approved by the Office of 
Management and Budget under control 
numbers 2502-0314 and 2502-0108. 
respectively) 
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Subpart I—Contract Rights and 
Obtigationa 

Mortgage Insurance Premiums 

i 2S$.aoi Payment of MIP by Mortgagor 
and lender. 

(a) Amomt of MIP io be collected 
from the Mortgagor. (1) Before 
endorsement of the Mortgage for 
coinsurance, the lender must collect 
from the Mortgagor an initial MIP which 
shall not exceed the sum of one percent 
per year of the average outstanding 
principal balance of the Coinsured 
Mortgage, calculated from the date of 
endorsement for Coinsurance to one 
year after the due date of the first 
payment to principal 

(2) For each year thereafter, the lender 
must collect from the Mortgagor and 
place in escrow monthly MIP sufficient 
to accumulate 05 percent of the average 
principal balance outstanding during the 
upcoming year. No adjustments may be 
made for delinquent pa>inents or 
prepayments, on the Mortgage, except 
as provided in S 255.803. 

(b) Payment of MIP by the lender, fl] 
At endorsement, the lender must pay to 
the Commissioner an initial MIP equal 
to 0.65 percent of the face amount of the 
Mortgage. Following isndorscment. the 
Commissioner will adjust the initial MIP 
so that it equals 065 percent per year of 
the average outstanding balance of the 
Mortgage from the date of endorsement 
to one year after the due date of the first 
payment to principal If this adjusted 
amount is more than the amount paid by 
the lender at endorsement, the 
Commissioner will bill the lender for the 
difference. If the adjusted amount is 
low^er than the amount paid by the 
lender at endorsement, the 
Commissioner will refund the excess 
amount to the lender for application to 
the Mortgagor's account 

(2) Beginning on the anniversary of 
the date on which the first principal 
payment was due and continuing 
annually thereafter until the 
Coinsurance Contract ia terminated, the 
lender must pay to the Commissioner a 
MIP equal to 0.4 percent of the average 
outstanding principal balance for the 12 
months following the date the premium 
becomes available. The average 
outstanding principal balance ia 
computed using the projeers 
amortization schedule. No adjustments 
may be made for delinquent payments 
or Mortgage prepayments, except as 
provided in { 255.803. 


$255,602 Duration and mettiod of 
payment of MiP. 

(a) MIP payments must continue 
annually until one of the following 
occurs: 

(1) The Mortgage is paii^ in full; 

(2) A de€>d to the lender is filed fur 
record: or 

(3) The Contract of Coinsurance Is 
otherwise terminated with the consent 
of the Commissioner. 

(b) The lender may pay any MIP 
required under this part in cash or 
debentures. 

$ 25S.a03 Pro rata rsfund of annual MIP. 

If the Coinsurance Contract ia 
terminated by prepayment in full or by 
termination with the consent of the 
Commissioner after the due date of the 
first annual MIP, the Commissioner will 
refund any MIP paid for the period after 
the effective date of the termination of 
insurance. The refund will be mailed to 
the lender for credit to the Mortgagor's 
account. In computing the pro rata 
portion of the annual MIP, the date of 
termination of coinsurance will be the 
last day of the month In which the 
Mortgage is prepaid or the 
Commissioner receives a termination 
request No refund will be made if 
insurance was terminated because of a 
default or if termination occurs before 
the date the first annual MIP is due. 

$ 25S.S04 Late chargee—MIP. 

(a) If the Commissioner receives an 
MIP payment more than 15 days after 
the later of the billing dale or due date, 
the lender must pay a late cha^e of four 
percent of the amount due. 

(b) If the Commissioner receives an 
MIP payment more than 30 days after 
the latm* of the billing date or due date, 
the lender must pay both the four 
percent lata charge and interest. Interest 
will be charged from the later of the 
billing date or the due date at a rate set 
in comformity with the Treasury Fiscal 
Requirements Manual 

Delinquency and Default Under the 
Mortgage 

$ 2S5J05 Notice of ifeHoQuency. 

If the lender has not received the 
Mortgagor's monthly Mortgage payment 
by the 16th day of the month in which 
the payment Is due. the lender must give 
the Commissioner wrritten notice of the 
delinquency. This notice must include 
the information required by the 
Commissioner's administrative 
procedures. The Lender must mall this 
notice in time for it to be received by the 
Commissioner by the 20th day of that 
month. 


I’fhc information collection requiremenH 
contained in this section were approved b>' 
the Office of Management and Budget undet 
control number 2502-0(Ml) 

$ 2S5.S06 Definition of dafaidt 

(a) A monetary default exists when 
the Mortgagor fails to make any 
payment due under the Mortgage. 

(b) A covenant default exists when 
the Mortgagor falls to perform any other 
covenant under the provisions of the 
Mortgage or the regulatory agreement, 
which is incorporated in the Mortgagi 
A lender becomes eligible for insurance 
benefits on the basis of a covenant 
default only after the lender has 
accelerated the debt and the owner has 
failed to pay the full amount due, thu9 
converting a convenant default into a 
monetary default. 

$255,607 Dais of default 

For purposes of this subpart, the date 
of default is: 

(a) The dale of the first uncorrected 
failure to perform a Mortgage covenant 
or obligation: or 

(b) The date of the first failure to 
make a monthly payment that is not 
covered by subsequent pa>Tneat8. when 
such subsequent payments are applied 
to the overdue monMy payments in the 
order in w hich they were due. 

$255,606 Notice Of default 

If a default (as defined in $ 255.806] 
continues for a period of 30 days, the 
lender must notify the Commissioner 
within 30 days thereafter, unless the 
default is cured. Unless waived by the 
Commissioner, the lender must submit 
this notice monthly on a form prescribed 
by the Commissioner until the default 
has been cured, the lender has acquin'd 
title to the property, or the coinsurance 
contract has been terminated. 

(The infonnatioo coOection requiremenU 
contained in this section were approved by 
the Office of MAnagcment and Budget undrr 
control number 25GZ-0(M1) 

$255,609 Flnanctal rsNof to cure a dafaulL 

(a] To reinstate a defaulted Mortgag^^ 
the lender may use one or more of the 
forms of financial relief described In this 
section. The lender's efforts to cure a 
default will not result in a curtailment of 
interest as provided by $ 255.819(b) In 
any subsequent claim for insurance 
benefits, if the lender complies with the 
conditions set forth in this section and 
the notice requirements set forth in 
SS 255.606 and 255.813. The lender must 
service delinquent loans in accordance 
with the Commissioner’s administrative 
requirements. 

(1) Temporao* adjustment of Mortgit^f 
payments. Without obtaining the 
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Commiationer's approval the lender 
pay agree to hold the Mortgage in 
default and temporarily adjust 
payments. If a temporary payment plan 
neets the conditiems listed Mow, The 
lender may approve a payment plan that 
does not meet all of these conditions 
only after obtaining the Commissioner*! 
written approval 

(1) The temporary payment plan will 
last no longer than 18 months. 

(ii) Payments will be set at less than 
the debt service and escrows required 
by the Mortgage for no more than six 
nonths, 

(ui) The plan requires the Mortgagor 
to pay a specific dollar amount each 
month toward the Mortgage 
delinquency, but also gives U»e lender 
the right (subie€:t to the Commissioner*! 
administrative requirements) to require 
that the Mortgagor also apply any net 
operating income to the M^tgage 
dettnqncocy. 

(iv) The Ptan requires the Mortgagor 

to furnish the lend^ moiilhly accounting 
reports until the Mortgage is reinstated. 

(v) The Mortgagor agrees thal even if 
the project is current under the terms of 
s temporary payment plan, no 
distnbutiofis will be paid until the 
Mortgage itself has been brought current 
and the Mortgagor has complied with all 
terms of the temporary payment plan 
and any broader reiiisfatemeol plan, 
including the completion of any 
rndintenaact work or management 
initiatives. 

(2) Withdrawal from the reserve for 
feplacemonts. If the Mortgage is more 
than 25 days delinquent, the lender may 
withdraw reserve funds without prior 
Commissioner approval to pay up to one 
month’s debt service sod Mortgage 
escrows. The lender must obtain the 
ComniissioQet*B written approval for 
withdrawals that, individu^ly or 
cumulatively over a 12-manth period. 
Would exceed one month's Mortgage 
payment 

(3) Suspensioci of deposits to the 
reserve for replacemeuls. The lender 
way suspend up to six months reserve 
deposits during any 36-month period. 

The lencier must obtain the 
Conunissiofies^s written approval for 
’urpenskms in excess of six months 
during any 36-inonth period. 

H) Rt>casting the Mortgage, The lender 
jrwy recast delinquent principal and 
m^erest over the remaining Mortgage 
80 long as the sum of the 
^Utanding principal balance of the 
Mortgage aid the dehnquency being 
recast does not exceed the original 
Mortgage amount, and the lender 
®ht^ins the Commissioner's written 
'•pproval before executing an agreement 


permanently modifying the terms of the 
Mortgage. 

(b) For any project comprising a 
GNMA pool the lender issuer must 
continue to pay the securities holders 
the fun amount of scheduled payments 
due under the securities, even if (he 
lender docs not collect the full amount 
from the Mortgagor. 

(The information ooUection requinsBcnU 
contained in penigrsph (s)(iv) of this sectiim 
were approved by the Offi^ of Maoegefnaoi 
and Bud^t under control number 2302-0106). 

f2SS.S10 Rein sta teme n t ol a defstilted 
mortosge. 

If the Mortgagor cures the default 
before the completion of any foreclosure 
proceedings, the insurance will confinim 
08 if a dehult had not occurred. The 
Mortgagor must pay all reasonable 
expenses that the lender incurs in 
connection with the foreclosure 
proceedings. The lender must give 
written notice of reinstatement to the 
Commisstoner. 

Termination 

I255J1I Tatinlnatton of Cdnsurance 
Contract 

(a) The Contract of Coinsurance will 
terminate If any of (he following occurs: 

U) The Mortgage is paid in full; 

(2) The lender acquires the Mortgaged 
property and notifies the Commissioner 
that ft will not make a claim for 
insurance benefits; 

(3) The Mortgagor redeems the 
properly alter foreclosure; 

(4) A party other than the lender 
acquires the property at a foreclosure 
sale; 

(5) The Mortgagor and lender jointly 
request termination and the 
Commissioner grants approval: or 

(6) The lender or its successors or 
assigns commit fraud or make a material 
misrepresentation to the Commissioner 
with respect to the Contract of 
Coinsurance on the Mortgage: 

(b) The Contract of Coinsurance may, 
at the option of the Commissions, be 
terminated in the event of the 
assignment or transfer of interest of a 
Coinsured Mortgage that does not meet 
the requirements of i 255.1(Xk 

(c) Wlmn the Coinsurance Contract is 
terminated, all of the rights and 
obligations of the Mortgagor and the 
lender, including the obligation to pay 
MiP. will terminate. 

S 2554112 Notice and date of terminstion 
by Commissioner, 

The Commissioner will notify the 
lender that the Contract of Coinsurance 
on a Mortgage has been terminated and 
wilt esUblish the effective date of the 
termination. The termination dale will 


be the last day of the month in w^hich 
any one of the events specified in 
S 255.811 occurs. 

Claim Procedure end Payment of 
Insurance Benefits 

( 255813 Notice of elect i on to acquire 
Pf operty and fPe e ciaim. 

Unless the Commissioner has given 
the lender a written extension, the 
lender must notify the Commissioner of 
its election to acquire the property and 
its intention to file a claim for insurance 
benefits within 75 days of the date of 
default. The Commissioner will approve 
an extension of the 75-day deadline if 
the Commissioner determines that (a) 
the lender and the Mortgagor are 
diligently pursuing reinstatement of the 
Mortgage, and (b] reinsUtement of (he 
Mortgage and resolution of the problems 
that led to the default ore feasible. 

(The informetion coliecUon requireosents 
contained in this fectioa were eppro v d by 
the OfHce of MoxuigeixHSit end Budget under 
control number 2502rO(Ml) 

i 255,814 Acquisitiofi of pfoperty. 

Unless the Commissioner has given 
the lender a written extension, within 30 
days after submitting the notice required 
by 1 255.813. the lender must start action 
either to foreclose the Mortgage or 
acquire title to the Mortgaged property 
through deed-in-lieu of foreclosure. The 
lender must exercise reasonable 
diligence in pursuing this action, and 
must promptly report to the 
Commissioner any developments that 
might delay the completion of 
acquisition. During the period that (he 
lender controls the property, it must 
adhere to the Commissioner's 
requirements for project management 
as set forth in the regulatory agreement 
and the Commissioner's administrative 
procedures. 

SSSSlSIS 0Md4n-isu of foradosurs. 

In lieu of starting or completing a 
foreclosure, the lender may acquire the 
property by voluntary conveyance from 
the Mortgagor. The lender may accept a 
deed-in-lieu of foreclosure if: 

(a) The Mortgage is in default at the 
time the deed is executed and delivered; 

(b) The credit instrument is cancelled 
and surrendered to the Mortgagor. 

(c) The Mortgage of record is satisfied 
as a part of the consideration for the 
conveyance; and 

(d) The deed from the Mortgagor 
conveys marketable title and contains a 
covenant that warrants against the acts 
of the grantor and all claims by. through, 
or under the grantor. 
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} 255.816 Disposition of property and 
sppUcatlon for Insurance benefits. 

(a) After acquisition of marketable 
title to the property, the lender must 
obtain two appraisals of the property 
performed by independent appraisers. 

The lender must select the appraisers 
from a panel approved by the 
Commissioner. The appraisals must 
estimate the market value of the 
property, as of the date of acquisition, 
for its highest and best use. The higher 
of the two appraised values shall be 
deemed the appraised value for 
purposes of this subpart. 

(b) After the lender sells the property, 
or at the end of 12 months from the date 
of acquisition of title, whichever occurs 
first, the lender may file a claim for any 
insurance benefits to which it is entitled 
under S 255.818. The lender must file the 
claim no later than 15 days after the 
sale, or expiration of the 12-month 
period (whichever is applicable), or 
Mortgage interest will be curtailed in 
acco^ance with § 255819(b). 

(c) The lender must file the claim on a 
form approved by the Commissioner and 
must state the sale price and the income 
and expenses incurred in connection 
with the acquisition, repair, operation, 
and sale of the property. The lender 
must also submit evidence In support of 
the claim, as prescribed by the 
Commissioner, including the appraisals 
required by paragraph (a) of this section, 
and ledger records and documentation 
for all accounts relating to the Mortgage 
transaction. 

(d) If the property has not been 
disposed of when tbe lender requests 
payment, the lender must use the higher 
of the two appraised values of the 
property secured in accordance with 
paragraph (a) of this section in its 
notification to the Commissioner, in lieu 
of the sales prices. 

(The information collection requirements 
contained in paragraph (c) of this section 
were approved by the Office of Management 
and Budget under control number 2535~0074) 

S 255.817 Method of payment. 

The Commissioner will pay insurance 
benefits in cash, unless the lender files a 
written request for payment in 
debentures. If the lender requests 
debentures, all of the provisions of 24 
CFR 207.259(e) will apply. 

§ 255.818 Amount of payment 

(a) Except as otherwise provided In 
i 255.821. the basis for the computation 
of insurance benefits will be: 

(1) The principal balance of the 
Mortgage unpaid as of the date of the 
institution of foreclosure proceedings or 
the date of acquisition of the property 
by deed-in-lieu of foreclosure; 


(2) Plus all items set forth in § 255.819; 

(3) Less all items set forth In i 255.820. 

(b) The Commissioner will pay 
insurance benefits equal to 85 percent of 
the amount computed under paragraph 

(a) of this section if the lender (1) has 
obtained no insurance of its coinsurance 
risk. (2) has insured 50 percent of its 
coinsurance risk or (3) is a State 
Housing Agency eligible as a lender 
under § 203.8(b) of this chapter that 
obtained insurance from an authorized 
public Mortgage insurer for any portion 
or all of its coinsurance risk, where the 
Commissioner finds an identity of 
Interest exists between the State 
Housing Agency and the public 
Mortgage insurer. 

(c) The Commissioner will pay 
insurance benefits equal to 72.25 percent 
of the amount computed under 
paragraph (a) of this section if the lender 
has obtain^ insurance for either 100 
percent of its coinsurance risk or for that 
portion of its coinsurance risk that 
equals the maximum amount that the 
insurer is authorized to insure. 

(d) This paragraph sets forth the 
amount of coinsurance benefits to be 
paid when the amount of reinsurance 
obtained by the lender changes. If 
reinsurance is increased after 
endorsement. HUD’s insurance benefits 
will be reduced accordingly. HUD’s 
insurance benefits will not be increased 
if reinsurance is reduced or cancelled 
after final endorsement. 

§ 255.819 Uems Included In payment. 

In computing insurance benefits, the 
following items will be added to the 
amount described in S 255.818(a)(1): 

(a) The amount of all payments that 
the lender made from Its own funds and . 
not from project income for. 

(1) Taxes, special assessments, and 
water bills that are liens before the 
Mortgage; 

(2) Fire and hazard insurance on the 
property; and 

(3) Any Mortgage insurance premiums 
paid after the date of default. 

However. HUD will not reimburse the 
lender for any interest, late charge or 
other penalties imposed because of the 
lender's failure to make the required 
payments when due. 

(b) An amount equivalent to Mortgage 
interest on the unpaid principal balance 
of the Mortgage on the dale the lender 
initiated foreclosure proceedings or on 
the dale the lender acquired title to the 
property through deed-in-Ileu of 
foreclosure. This Interest will be 
payable from the date of default to the 
date of payment of the insurance 
benefits. However, if the lender falls to 
meet any of the requirements of 


§§ 255.808. 255.813, 255.814. 255.816(b) 
or 255.821(b) within the specified time 
(including any permissible extension of 
lime), the accrual of interest allowance 
on the cash payment will be curtailed b)* 
the number of days by which the 
required action was late. 

(c) An amount not in excess of two 

thirds of the costs of acquiring the 
property actually paid by the lender and 
approved by the Commissioner. These 
costs may not include loss or damage 
resulting from the invalidity or ' 

unenforceability of the Mortgage Hen or 
the unmarketability of the Mortgagor s 
title. 

(d) Reasonable payments that the ^ 
lender made from its own funds and not 
from project income for 

(1) Preservation, operation and 
maintenance of the property; 

(2) Repairs necessary to meet the 
objectives of the HUD minimum 
property standards, those required by 
local law. and additional repairs that 
IfUD specifically approved in advance; 
and 

(3) Expenses in connection with the 
sale of the property. 

8 255.820 Items deducted from peymenl 
In computing Insurance benefits, the 
following items will be deducted from 
the amount described In 8 255.818(a)(1); 

(a) An amount equal to five percent of 
the outstanding principal balance of the 
Mortgage on the date the lender 
instituted foreclosure proceedings or 
acquired title to the property through 
deed-tn-lieu of foreclosure. 

(b) All amounts received by the lender 
on account of the mortgage after the 
institution of foreclosure proceedings or 
after acquisition of the property through 
deod-in-licu of foreclosure after default, 
and any other reimbursement to the 
lender, other than under the 
Coinsurance Contract. 

(c) All cash or funds related to the 
Mortgaged property that the lender 
holds (or to which it is entitled), 
including deposits and escrows made 
for the account of the Mortgagor, 
However, for any Mortgage comprising i 
GNMA pool, this deduction must 
exclude any funds in the lender-issuer s 
custodial accounts and collateral which 
fund a GNMA Deposit Agreement 
relating to the lender-issuer’s loss 
exposure during the GNMA Indemnity 
Period. 

(d) The amount of any undrawn 
balance under a letter of credit that the 
lender accepted in lieu of a cash deposit 
for an escrow agreement; 

(e) Any net income from the 
Mortgaged property that the lender 
received after the dale of default*. 
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|f| The proceeds from the sslo of the 
or the appraised value of the 
project as provided in S 2S5^6, as 

[otows: 

)1) If the lender disposes of the pro|ect 
a negotiated sale, the amount 
deducted will be the higher of the sates 
price or the appraised value 

(2) M tha lender disposes of the pmjeef 
(iirough a competitive bid procedure 
ipproved by the Commissioner, the 
mount deducted will be the aala price, 
even if it is lower than the appraised 
viltie. 

(3) If the lender has not disposed of 
ihe project within 12 months from the 
date of acquisition, the amount deducted 
will be the appraised value. 

(g) Any and all claims that the lender 
has acquired in connection with the 
toquisition and sate of the property. 
Qaims include, but are not limited to. 
letumcd premiums from cancelled 
insurance poUcies. interest on 
investments of reserve for replacement 
funds, tax refunds, refunds of deposits 
left with utility companies, and amounts 
received as proceeds of a receivership. 

|f2$5.821 Amount of payment fof cartaki 
iiaongagaa covaring prof^y rahabUltatad 
«Hh Msistanca under 24 CFB Part St I or 
PirtlaO. 

(a) The provisions of this section 
apply to Mortgages covering properties 
r^abilitated with assistance un^r Part 
$11 or Part 850 of this title which the 
Commissioaer has coinsured under this 
port. 

(b) Insurance benefits under this 
lection shall be payable on the date of 
ioqoisitioQ of marketable title to the 
property securing a defaulted Mortgage, 
in aLcu^ance with i 255.814. The 
benefits shall equal the sum of (1) 90 
percent of the unpaid principal balance 
of the Mortgage on the date of the 
institution of forecloaure proceedings or 
on the date of acquisition of the property 
through deed'indieu of foreclosure and 
(2) 90 percent of the interest arrears 

I under the Mortgage on the dale 
Insurance bendBts under this section are 
paid. The lender must file with the 
Commissioner a claim for benefits under 
this section no later than 15 days after 
w^ui.sitioii of title, or mortgage fnferesI 
ndll be curtailed in accordance with 
Section 255.819(b). 

(c) Upon acquisition of title, the lender 
®tt8t obtain two appraisals of the 
property, as provided in f 255Jn6(a). 

Id) Within 30 days after the earlier of 
ihe ^te of sale of the property or the 
f^piraiioo of 12 months from the date of 
•cquisilion of title, the lender shall remit 
Jo the Commissioner for the credit of the 
w>«ral Insurance Fund: 
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(1) go percent of the net proceeds of 
the property determined in accordance 
withihis paragraph after the lender sells 
the property or after the expiration of 12 
months from the date of acquisition of 
title, whichever comes first. For 
purposes of this paragraph, the net 
proceeds of the property will be 
determined by adding the items referred 
to in (255.820 except that (A) the item 
referred to in { 255.820(a) will not be 
added, and (B) references in {*255.420(0 
to amounts to be deducted and 
appraisals under { 255.816(a) will mean 
amounts to be added and afq^raisals 
under paragraph (c) of this sectioa and 
by subtracting the item referred to in 

{ 2S5.B19 (except that the full amount of 
the costa of acquiring the property, 
instead of two>thirda as specified in 
S 255.819(c), will be subtracted). The 
lender must furnish information with 
respect to the net proceeds of the 
property under this paragraph on a form 
approved by the Commi^oner, and 

(2) Interest on the amount required to 
be remitted under paragraph (d)(1) of 
this section, calculated for the period 
fiom the date of payment of insurance 
benefits under th^ section to the date of 
remittance, at a rate that is two 
percentage points above the rate of the 
current value of funds to the United 
States Treasury (set in conformity* with 
the Treasury Fiscal Requirements 
Manual). 

(e) Any remittance required under this 
section that is paid to the Commisaioner 
more than 30 days after tlie earlier of the 
date of the sale of the property or the 
expiration of 12 montha from the date of 
acquisition of title; (1) Must include a 
late charge of four perxxnt of the amount 
of the remittance due: and 

(2) will be aubiect to interest born the 
appropriate due date at a rate that la 
two percentage points above the rale of 
the current value of funds to the United 
States Treasury (set In conformity with 
the Treasury Fisc:al Requirements 
Manual). 

(The informatioo coUcciioo requimmenU 
contained in paregrapb (dHl) of ihis soctiou 
were approved by the Offi» of Management 
and Bucket under control number 2S3S-0074) 

§265822 IRaaarvad) 

Remedies for Default by a Lender-Iaauer 
Under the Government National 
Mortgage Assodotion (GNMA) 
Mortgage*Backed Saci^tiea Rrogram 

(255.023 mdsmnmcadonoIGNIIA. 

(a) If. after the Commitsioner pays a 
coinsurance claim, the lender-isaoer 
fails to pay the full amount owed to a 
holder ^ securities guaranteed by 
GNMA and becked by a Coinsur^ 
Mortgage, the Commisaioner will 


reimburse CNMA for the amounts 
GNMA must pay securities holders os a 
result of the lender’s default in payment. 

(bj This amount nill not exceed 15 
percent or 27.75 percent (whichever is 
appropriate) of the amount computed 
under { 255 818^ plus the amount 
computed under ( 2S5il20(a). except 
that, in the case of mortgages for which 
insurance benefits are payable under 
{ 255.821. the amount will not exceed 10 
percent of the unpaid principal balaiuie 
and 10 percent of the interest arrears 
under the mortgage determined under 
S 25S.821(b). Tl^ Commissioner will 
make payment in cash. After payment 
by the Commissioner, the lender-issuet 
will have no claim against the 
Ckmunissioner for any such funds. 

( 255824 Wmidrswal of lander approval 

If the Commissioner la required to 
make payments to GNMA because of 
the lendi^'issuer's failure to pay any 
amount owed to a holder of GNMA 
securities backed by a Coinsured 
Mortgage, the Commissioner may 
request that the Mortgagee Review 
Board withdraw approval of the lender- 
issuer as a HUD-approved mortgagee, 
under the provisions of Part 25 of this 
Utle. 

{ 255825 HUO recourse agakiat lendar- 
Issuer. 

If the Commissioner is required to 
make payments to GNMA because of 
the lender-issuer's failure to pay any 
amount owed to a holder of GhMA 
securities backed by a Cobiaured 
Mortgage, the lender-issuer will be 
liable for reimbursing the Commissioner 
for the pa>anents. 

(25S826 GNMA right to aaalgnmanL 

If the lender-issuer defaults on its 
obligations under the CNMA Mortgage- 
Backed Securities (MBS) Program, 
CNM.A will have the right, 
notwithstanding the requirements of 
i 255.106, to cause all Coinsured 
Mortgages held in GNMA pools by (he 
defaulting coinsuring lender-issuer to be 
assigned to another GNMA-approved 
coinsuring lender-issuer or to itself. 

(a)(1) For any Coinsured Mortgage 
that is not in default and is held by a 
defaulting lender-issuer, GNMA will 
first attempt to have the Mortgage 
assigned to another eligible coinsuring 
lender by aolidting offers to assume the 
defaulting lender-issuer's rights and 
obligations under the Mortgage from 
those eligible coinsuring lenders that are 
indicated on a periodically updated 
listing furnished to GNMA by the 
Commissioner ond that are also GNMA 
issuers. 
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(2) If GP^A rejects all offers or no 
offers are received. GNMA will have the 
right to perfect an assignment of the 
Mortgage to itself. 

(b) P'or any Coinsured Mortgage that 
is in default and held by a defaulting 
lender-issuer, GNMA will hove the right 
to perfect an assignment of the 
Coinsured Mortgage directly to itself 
before extinguishing the Mortgage by 
completion of foreclosure action or 
acquisition of title by dced-in-lleu of 
foreclosure. 

(c) GNMA, as assignee, will give the 
Commissioner written notice within 30 
days after taking a Mortgage by 
assignment in accordance with this 
section, in order to allow an appropriate 
endorsement end necessary changes in 
the CommissioneKa records. 

(d) The Commissioner will endorse 
any Mortgage assigned to GNMA as 
provided by this section for full 
insurance effective as of the date of 
assignment in accordance with the 
appropriate provisions of 24 CFR Part 
207. Any future insurance claim by 
GN.MA or any assignment of the fully 
insured Mortgage will be governed by 
the appropriate provisions of 24 CFR 
Part 207. except that any payment will 

be made in cash instead of debentures. 

• 

9 25S.827 GNMA rtgtn to dalm 
coinsurance benefits after lender-issuer^a 
acquisition of title. 

(a) If. as a result of a default by a 
Icndcr-issurer on its obligations under 
the GNMA Mortgage-Ba^ed Securities 
(MBS) program. GNMA must pay any 
amount owed to a securities holder, 
GNMA, as substitute lender-issuer, shall 
be entitled to file a claim for. and to 
receive, coinsurance benefits in 
accordance with this subpart. GNMA 
may file a claim with the Commissioner 
immediately upon its declaration of the 
lender-issuer's default under the GNMA 
MBS program, if (1) the defaulting 
lender-issuer has acquired legal title to 
property previously covered by a 
Coinsured Mortgage f*coinsured 
property"), but has not received 
coinsurance benefits under this subpart, 
and (2) the defaulting lender-issuer 
cannot or will not convey legal title to 
the coinsured property to GNMA. 

G.NMA may file such a claim, 
notwithstanding the requirements of 
S 255.815(b) that claims be submitted 
after the sale of the coinsured property 
or the expiration of 12 months from the 
acquisition of title. The claim shall be 
based upon property appraisals 
obtained by the lender-issuer at the time 
of acquisition of title or, in the absence 
of such appraisals, upon appraisals 
obtained by GNMA after default of the 
lender-issuer. The lender-issuer will 


have no claim against the Commissioner 
for any payment made under this 
section. 

(b) If, as a result of the lender-issuer's 
default, the full amount paid by GNMA 
to one or more securities holders 
exceeds the amount of coinsurance 
benefits paid by the Commissioner to 
GNMA under paragraph (a) with respect 
to the Coinsur^ Mortgage that backed 
the securities, the Commissioner shall 
reimburse GNMA for such additional 
amount in accordance with { 2S5.823(b). 

(c) For any Coinsured Mortgage that is 
to be included in a GNMA MBS pool. 
GNMA shall obtain an assignment by 
contract of any future right of the lender- 
issuer to collect coinsurance benefits on 
the Coinsured Mortgage following the 
lender-issuer's acquisition of legid title 
to the underlying coinsured property on 
behalf of securities holders and GNMA. 
Such assigment shall become effective 
upon default by any lender-issuer dfter 
its acquisition of legal title to the 
coinsured property. 

(d) If the lender-issuer is unable or 
unwilling to transfer legal title to the 
coinsured property promptly to GNMA. 
GNMA shall take all necessary and 
appropriate action to obtain legal title to 
the property. Upon receipt of legal title. 
GNMA shall convey the coinsured 
property to the Commissioner. In the 
event GNMA cannot acquire legal title, 
GNMA shall transfer to the 
Commissioner any other rights or 
interests it possesses in the coinsured 
property. 

(e) GNMA shall reimburse the 
Commissioner, in an amount not to 
exceed the amount of any payment by 
the Commissioner to GN\^ under 
paragraph (a), if the Commissioner is 
required to pay coinsurance proceeds 
under this subpart to any part other than 
GNMA with respect to the Coinsured 
Mortgage. 

PART 207—MULTIFAMILY HOUSING 
MORTGAGE INSURANCE 

2. The authority citation for Part 207 
continues to read as follows: 

Authority: Secs. 207.211, of the National 
Housing Act (12 U.SG. 1713.1715b); sec. 7(d), 
Department of Housing and Urban 
Development Act (42 U.SC. 3535 Id)). 

3. The introductory text of 8 207J^7 (a) 
is revised to read as follows: 

8 207.27 Certificates of actual coat 

(a) The mortgagor's certificate of 
actual cost in a form prescribed by the 
Commissioner, shall be submitted upon 
completion of the physical 
improvements to the satisfaction of the 
Commissioner and before final 
endorsement, except that in the case of 


a transaction under 8 207.32a. where the 
commitment provides for completion of 
specified repairs after endorsement as 
provided in 8 207.32a(o). a supplementsl 
certificate of actual cost will be 
submitted covering any such repairs 
The certiHcate shall show the actual 
cost to the mortgagor, after deduction of 
any kickbacks, rebates, trade discounts, 
or other similar payments to the 
mortgagor, or to any of its officers, 
directors, stockholders, or partners, of: 

• • • • • 

4. Section 207.32a Is amended by 
revising paragraphs (a)(1). (b)(1). (c), (g). 
and (h). and by adding a new paragrapli 
(m). to read as follows (b) introductoiy, 
text is set out for the purpose ofclarity: 

8 207.32a EliqttMHty of moflgaqes on 
•xistiog pfo)ecta. 

• • • • • 

(a) Application, commitment, 
inspection and required fees — 

(1) Application. An application for a 
conditional or firm commitment for 
insurance of a mortgage on a project 
shall be submitted by the sponsor and 
an approved mortgagee. Such 
application shall be submitted to the 
local HUD office on an FHA approved 
form. No application shall be considered 
unless accompanied by the exhibits 
required by the form. An application 
may, at the option of the applicant, be 
submitted for a firm commitment 
omitting the conditional commitment 
stage. An application may be made for a 
commitment which provides for the 
insurance of the mortgage upon 
completion of the improvements or for a 
commitment which provides, in 
accordance with standards established 
by the Commissioner, for the completion 
of specified repairs and improvements 
after endorsement. 

• • • • • 

(b) Maximum mortgage amounts— 
general. In addition to the limitations In 
paragraphs (c) and (d) of this section, a 
mortgage may not involve a prinicipal 
obligation in excess of the lesser of the 
following: 

(1) 85 percent of the Commissioner's 
estimate of the value of the project, 
except that (i) with respect to a 
cooperative project, a mortgage may not 
involve a principal obligation in excess 
of 90 percent of the Commissioner's 
appraised value of the project for 
continued use as a cooperative and (ii) 
with respect to a project that meets the 
eligibility requirements of paragraph (k) 
or paragraph (1) of this section, a 
mortgage may not involve a principal 
obligation in excess of 90 percent of the 
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Commissioner’s estimate of the value of 
the project: 

• • • • • 

* [c] Moximum mortgage amounts — 
ftoperiy to be acquired If the project is 
to he acquired by the mortgagor and the 
purchase price is to be financed with the 
insured mortgaget the maximum 
nortgage amount shall not exceed 85 
percent (90 percent for a cooperative 
project or a project that meets the 
eligibility requirements contained in 
paragraph (k) or paragraph (1) of this 
Nction) of the cost of acquisition as 
determined by the Commissioner. The 
cost of acquisition shall consist of the 
following items, the eligibility and 
amounts of which must be determined 
by the Commissioner 

(1) Purchase price as indicated in the 
purt^ase agreement; 

(2) An amount for the initial deposit to 
the Reserve Fund for Replacements; 

(3) Reasonable and customary legal, 
organization, title and recording 
expenses, cooperative marketing fees, 
and allowable fees including discounts 
dtsigcd by the mortgagee: 

(4) The estimated repair cost, if any; 
and 

(5) Architect's, municipal inspection 
tod engineering fees. 

» • • • • 

(g) Eligible property in older declining 
urban areag and cooperative projects. In 
addition to meeting the requirement in 
paragraph (f)(5) and other applicable 
requirements of this section, the 
maximum mortgage amount for an 
existing project to be purchased or 
refinanced in an older, declining urban 
area, or for a cooperative project, shall 
be bmited by the lowest of paragraphs 
n’Klk [b)(2). (c) or (d)(2) of this section. 

(h) Occupancy requirements. (1) The 
requirements contained in } 207.20(a) 
shall not apply to a mortgage insured 
pursuant to a commitment issued in 
accordance with this section if the 
Oirnmissioner determines that the 
project is intended primarily for 
occupancy by the elderly or 
handicapped and is not compatible with 
occupancy by families with children. 

(2) With respect to a cooperative 
project, at least 70 percent of the total 
units in the project must be subscribed 
to on a cooperative basis before 
endorsement of the mortgage for 
Inturance by the Commissioner. 

• ♦ • • • 

(oi) Additional eligibility 
^uirements for cooperati ve projects. 
ror those projects in which the 
mortgagor is a nonprofit cooperative 
ownership housing corporation or 
J^profit cooperative ownership 
bousing trust, where permanent 


occupancy of the dwellings is restricted 
to members of such corporation or to 
beneficiaries of such trust: (1) The 
mortgagor must be regulated or 
supervised under State laws or by a 
political subdivision of a State, or 
agencies thereof: (2) a General 
Operating Reserve must be established 
and maintained, in accordance with 
standards establishd by the 
Commissioner, throughout the period 
that the mortgage insurance is in force; 
and (3) the mortgage will be accepted 
for insurance only where the 
Commissioner determines that: 

(i) The conversion of the property to 
cooperative ownership is sponsored by 
a bona fide tenants* organization 
representing a majority of the 
households in the project: 

(ii) Continuation of the property as 
rental housing is unnecessary to assure 
adequate rental housing opportunities 
for low and moderate income people in 
the community; or 

(iii) Ck)ntinuatjon of the property as 
rental housing would have an 
underairable and deleterious effect on 
the surrounding neighborhood. 

Dated: June 14.1885. 

Janet Hala. 

Acting General Deputy Ausistant Secretary 
for Housing^Deputy Federal Housing 
Commissioner. 

(FR Doc. 85-15016 Filed 6-21-B5; 8:45 am| 
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Office of the Assistant Secretary for 
Community Planning and 
Development 

24 CFR Part 590 

IDocket No. R-S5-1177; FR 1S24J 

Urban Homesteading Program; 
Deregulation and Implementation of 
1983 Statutory Amendments 

agency: Office of the Assistant 
Secretary for Community Planning and 
Development. fiUD. 

ACTION: Final rule. 

SUMMARY: This rule revises procedures 
governing the Urban Homesteading 
Program to: (1) Eliminate or reduce 
burdensome requirements: (2) 
strengthen controls on fraud, waste and 
mismanagement; and (3) implement 
amendments required by the Housing 
and Urban-Rural Recovery Act of 1983, 
Pub. L 98-181 (the 1983 Act). 

EFFECTIVE DATE: August 2.1985. 

FOR FURTHER INFORMATION CONTACT: 
Richard Burk. Director. Urban 
Homesteading Program. Department of 
Housing and Urban Development. Room 


7168,451 Seventh Street SW., 
Washington. D.C 20410, (202) 755-S324. 
(This is not a toll-free number.) 
SUPPLEMENTARY INFORMATION: 

Background 

Section 810 of the Housing and 
Community Development Act of 1974 
authorizes HUD to reimburse the 
appropriate agency's housing loan fund 
for properties acquired from HUD^. 

VA*s or FmHA's inventory of single 
family housing for use by States or units 
of general local government in the 
Urban Homesteading Program. On July 
5.1984, HUD published in the Federal 
Register (49 FR 27572) a Notice of 
Proposed Rulemaking to amend 24 CFR 
Part 590. Urban Homesteading, to: (1) 
Eliminate or reduce burdensome 
requirements; (2) strengthen controls on 
fraud, waste and mismanagement: and 
(3) implement amendments required by 
the 19^ Act. (This part is not applicable 
to cither the Multifamily Urban 
Homesteading Demonstration or the 
Local Property Urban Homesteading 
Demonstration.) 

As a result of public comment and 
HUD's own review of the proposed rule, 
this final rule makes two substantive 
modifications to the proposed rule that 
are intended further to simplify program 
administration. This preamble also 
includes some HUD suggestions aimed 
at reducing the administrative burden of 
several new provisions required by the 
1983 Act The specific changes and 
suggestions are discussed in the 
Discussion of Comments section. 

The Proposed Rule 

The proposed rule suggested 
simplifying the process of designating an 
urban homesteading neighborhood and 
provided for streamlined applications 
featuring certifications of compliance 
with certain responsibilities, rather than 
excessive paperwork submissions and 
time-consuming HUD front-end reviews. 
These and numerous technical changes 
eliminated duplicative and burdensome 
requirements. 

Tlie rule also proposed stronger HUD 
monitoring and compliance efforts to 
enable the Department quickly to detect 
and correct instances of fraud, waste 
and mismanagement. 

As required by the Housing and 
Urban-Rural Recovery Act of 1983. the 
proposed rule provided for a priority in 
favor of those prospective 
homesteaders: (1) Whose current 
housing fails to meet applicable local 
health and safety standards, including 
overcrowding; (2) who currently pay in 
excess of 30 percent of adjusted income 
(as determined by application of 
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standards employed In the section H 
program at 24 CFR Part 813) for rent 
including reasonable utilities as 
reflected in the schedule of utility 
allowances for the Section 8 Existing 
I lousing Program: and (3) who have 
little prospect of obtaining improved 
housing within the foreseeable future 
through means other than homesteading. 
The proposed rule also included the 
implementation of 1983 amendments 
that preclude current homeowners from 
being prospective homesteaders and 
extend from 18 months to three years 
the time permitted for homesteaders to 
make all repairs necessary for the 
property to meet all applicable local 
standards for decent safe, and sanitary 
housing. In addition, the proposed rule 
raised the waivable limitation on the 
value of properties transferable with 
section 810 reimbursement from $15X100 
per single family property to $20X100. 

Discussion of Comments 

HUD received seven comments: Five 
from cities, one from a county, and one 
from a HUD Field Office. The principal 
issues raised are summarized below, 
together with HUD*s response. 

A. Special Priority (§ 590.7{b)(2Hiii)) 

Four of the commenters stated that 
implementation of the special priority 
would dramatically increase the 
administrative burden of the program. 
One commenter staled that staff time to 
conduct the homesteader selection 
process has more than doubled since the 
city implemented priority' screening. 

The special pHority is a new feature 
of the Urban Homesteading Program 
added by the 1983 Act. In the following 
discussion of specific points raisini in 
various comments, the Department has 
tried to suggest methods of reducing the 
administrative burden. 

1. Ixitteries 

One commenter stated that the 
pnarity provisions could present a 
problem for Local Urban Homesteading 
Agencies (LUHAs) that hold btteries to 
select homesteaders. Under this 
commenter*s lottery sy stem, 
prescreening can be kept to a minimum 
until a number of polenlial 
homesteaders are drawn; then ui-depth 
eligibility screening is required only fur 
those selected. 

Although special priority is required 
by section 810(bH7KA) of the 
authorizing legisUtion. the statute does 
nut require LUHAs to use lotteries in 
their equitable procedures for 
homesteader selection. For LUliAs that 
use lotteries, the Department notes that 
a lottery need not be limited to 
candidates who are finally determined 


to meet all eligibility and special priority 
criteria. A LUHA could, for example, 
devise a prescreening checklist to 
eliminate candidates that clearly do not 
meet the priority, hold o lottery in which 
the names of a number of potentiat 
homesteaders are drawn in order, and 
then do an in-depth review of the 
w inners* qualifications (following the 
order of the lottery drawing) untile 
sufficient number of priority candidates 
for the properties available is obtained. 

Z Substandard Housing 

Two cummenlers staled that the 
priority criterion concerning whether 
prospective homesteaders are occupying 
substandard housing imposes an 
enormous administrative burden on 
local resources. One local agency said 
that the rule would require pre- 
qualifying inspections for dozens of 
dwellings, when present staff is barely 
sunicient for a limited *^od complaipl 
only** program of inspection. 

llie Department suggests LUHA's 
may want to develop a questionnaire for 
use by prospective homesteaders who 
believe they meet the priority. The 
questionnaire could contain a checkoff 
list of defects that would have to exist 
before a determination could be made 
that the housing is substandard. By 
developing this prescreening device. 
LUHAs may be able to avoid an 
excessive number of actual inspections, 
and only inspect those properties the 
checklist indicates may qualify, 

3. Income 

Two commenters opposed the priority 
revision's exclusion of prospective 
omestcaders who are receiving section 
6 assistance, based on the fact that they 
are paying 30 percent of income for 
shelter—but not more— and thus fall 
just outside of the statute's requirement 
that the prospective homesteader pay in 
excess of 30 percent of adiusted income 
for shelter. Both commenters expressed 
the concern that the inability of these 
families to participate locks them into 
subsidized housing, rather than allowing 
them the opportunity to break out of the 
welfare cycle and enter the economic 
mainstream. 

The Department acdcnowledges that 
the statutory priority makes it difficult 
for section 8 redpients to become 
homesteaders. However, establishment 
of the priority does not totally exclude * 
section 8 applicants. While anyone 
entitled to tl^ priority must be given the 
option to homestead before other 
prospective homesteaders, there may be 
times when a locality does not receive 
an application from a prospective 
homesteader who qualifies for the 
priority, or when prospective 
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homesteaders Te|ect properties currrntly | 
in the inventory. While this situation 
may be rare. In the absence of a 
qualified priority candiate for a 
particular property, the Stale or locality 
could award the property to an eitgibir 
section 8 assisted prospective 
homesteader. (Under section 8 
requirements, a section 8 homesteader 
would then lose his or her section 8 
benefits.) 

One commenfer suggested that 
prospective homesteaders meeting all 
three elements of the priority could not 
meet undersvnting standards for the 
necessary rehabilitation loans. One city 
stated that the number of prospective 
homesteaders disqualified at the 
underwriting stage was twice as grr.it« 
the number that usually had been 
disqualified before the priority was 
adopted. It was alleged in the comment 
that ninety percent of all prospective 
homesteaders who did not meet the 
three priority qualifications had incomn 
below 80 percent of median and had 
never been homeowmers. Many of these 
were from two of the commenting dt)**! 
target groups—female heads of 
households and minorities. To eliinin«)te 
these families from participation in the 
program, the city argued, is to eHmln.ite 
groups that are often targeted for other 
sodal welfare programs—programs that 
do not go nearly so far as the Urt>an 
Homesteading Program in lipprovin,? the 
sodal and economic status of lower 
income persons. 

Since a priority candidate should he 
needier than one who does not qualify 
for the priority (even though an 
individual who does not qualify ma) 
still be needy), the priority assures that 
scarce resources go to the neediest firsl. 
As indicated earlier, if there is no 
eligible priority candidate, the State or 
locality may award the property to 
another, non-priority candidate. 

4. Prospects for Housing Within the 
Foreseeable Future 

One commenter suggested considering 
such personal factors as the proapect vp 
homesteader's past income history, 
future income potential and family sirs 
in deterroming his or her chances of 
obtaining standard housing in the 
foreseeable future without 
homesteading. The commenter 
advocated use of thesc,factors in lieu of 
factors that affect everyone equally, 
such as vacancy rates, rent rates, or the 
prevalence of substandard housing in 
the local housing market. 

HUD agrees that long-term factors 
specific to the particular individual or 
family, such as the one suggested by the 
commenter, are appropriate for 
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consideration in determining a 
prospective homesteader's ability to 
obtain standard housing within the 
foreseeable future without 
homesteading. Howev er, this 
determination must be made in relation 
to the housing market in the particular 
locality, and therefore factors such as 
vacancy rates, availability of standard 
bousing of a size suitable for the 
individual or family, and area rent levels 
are also indispensable elements of this 
determination* 

5. Combined Effect of the Three Priority 
Dements 

One r.ommenter suggested that the 
statutory language leaves open the 
possible interpretation that a 
prospective homesteader need only 
Bsect any one of the three criteria, 
limiting the program to prospective 
homesteaders whose incomes do not 
exceed 80 percent of median, it was 
suggested, would be a more expedient 
and fairer guideline for targeting the 
Urban Homesteading Program than is 
the proposed special priority, 
rurtbi’rmora# another commenter 
Gomplained that the difficulty of finding 
an eligible priority candidate was 
compounded by the interaction of the 
*income requirement" with the 
requirement that the prospective 
homesteader be living in substandard 
housing. The commenter claimed that if 
a prospective homesteader was paying 
in excess of 30 percent of income for 
housing, the housing tended to be 
standard, at least in the commenter's 
area. 

The Department believes the correct 
interpretation of the statute is that the 
conditions are to be read together, even 
though this may result in difficulties for 
some communities. We note that in the 
rare case where there is no available 
priority candidate for a particular 
properly, the Department encourages 
States and localities to use one or more 
of the priority standards in selecting the 
homesteader. 

B, $20,000 Maximum on As-Is Value of 
(§ 590.17(b)f4)(i)) 

Four commentcrs believed the 
proposed rule's guidebne of $20,000 on 
the as'is fair market value of single-unit 
properties transferred with section 010 
funds is inadequate. This was seen as 
wpecialiy true when considering 
properties for large families. 

The Department raised the as-is fair 
Btsrket value guideline for properties 
from $15,000 to $20,000 in the proposed 
rule. HUD's own review of current 
housing stock shows a significant 
uumber of properties in its inventory 
that fall within this guideline. Where 


suitable properties for large families 
exist that exceed this limit, the Field 
Office Manager may make a 
determination that the limit should be 
waived. The Department, therefore, 
believes the rule has enough flexibility 
to address the commenters* concern and 
is not changing the rule further. (The 
final rule does, however, technically 
conform the waiver language regarding 
VA and FmHA properties to track the 
language regarding HUD's own 
properties.) 

C. Sweat Equity (§ $90.7lb)(2)(ii)) 

One commenter complained about the 
increased administrative cost of 
monitoring, for timeliness and quality, 
the work performed as "sweat equity." 
This commenter also felt that providing 
a "priority" in favor of sweat equity is 
inequitable to single-parent households 
and to families working in excess of 40 
hours a week. Another commenter 
believed this provision to be unfair to 
the aged, infirm, and handicapped, who 
cannot contribute a "substantial amount 
of labor to the rehabilitation process." 

There is no priority given to 
prospective homsteaders wishing to 
contribute resources through their own 
labor. The rule merely slates that the 
ability to provide labor must be taken 
into account in assessing the 
prospective homesteader's ability to 
make or cause to be made the necessary 
repairs. Thus, sweat equity is simply one 
of several options to be considered in 
assessing a homesteader's capacity to 
rehabilitate the property. The 1083 Act 
requires LUHAs to consider this factor 
in selecting homesteaders. 

D. Opening Program to Owners of Other 
Residential Property (§ 590.7(b)(2)(i)) 

One commenter felt that opening the 
program up to include residential 
property owners in hardship situations 
would increase dramatically the number 
of phone inquiries received, increase the 
number of applications to be processed, 
lengthen the time needed for processing, 
and require considerably more staff 
time. The commenter stated that it has 
never heard of an owner's hardship case 
that homestading would alleviate. 

In administering the statute's 
prohibition against current 
"homeowners", the Department 
intended to insure the the prohibition 
included those who owned other 
residential property in which they could 
live but chose not to live. However, the 
Department agrees that the exception 
may unduly increase the local 
administrative burden and has therefore 
decided to drop the exception and make 
all owners of residential property 
ineligible for the Program. 


£ Repairs (§590.7(bJ(5)(iiJ) 

One commenter suggested that the 
extension, from 18 months to three 
years, of the time limit to make repairs 
to meet applicable local standards for 
decent, safe, and sanitary housing may 
cause resentment in some communities 
that were willing to support the program 
as long as eyesores were quickly 
repaired. The same commenter asked if 
section 312 funds would be permitted to 
be used for a three-year rehabilitation 
program. Currently, a section 312 
borrower does not usually commence 
making payments on the loan until 
rehabilitation is completed. While there 
is no regulatory time period in which to 
complete such activity, the loan note 
usually specifies a period not to exceed 
six months. Time limits of GO to 90 days 
are the usual practice for loans on 1-4 
unit properties. This commenter also felt 
that monitoring homesteaders for three 
years to assure compliance with this 
requirement was administratively 
burdensome. 

First, the extension of time from 18 
months to three years is required by 
statute. States and localities have 
substantial discretion with reference to 
determining what poses a substantial 
danger to health and safety, both to the 
prospective homesteader and to the 
community. Any defect that poses such 
a hazard must he repaired within one 
year. Second, no amendments or 
changes in administration are proposed 
for the section 312 program. Anyone 
undertaking repairs financed under that 
program must comply with its terms. 

F. Miscellaneous 

One commenter supported the 
extension from three to five years of 
homesteader occupancy before 
conveyance of title. (S 590.7(b)(5)(iii)) 

One commenter was confused by a 
reference to closing costs in 
( 590.17(b)(3). Would a LUHA’s property 
taxes which accrued after conveyance 
of the property from HUD to the LUKA 
be a cost chargeable against the section 
810 fund? 

Under the laws of the various States, 
real property taxes arc the responsibility 
of the o%imer of the property, and under 
the National Housing Act. HUD's 
Federal Housing Administration pays 
State and local ad valorem taxes on real 
property it owns. After the date of 
conveyance of a property to a LUHA. 
the FHA is no longer legally responsible 
for. and has no authority to pay, such 
taxes on the conveyed property. Section 
610(k) authorizes appropriations for the 
Urban Homesteading Program "to 
reimburse the housing loan funds for 
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pro|>enties transferred pursuant to this 
section. . . Since the FHA murtgiigc 
insurance fund is not responsible for 
property taxes on property it no longer 
owns, section 810 funds may not be used 
to reimburse the fund for sudi taxiss. In 
effect there is nothing to reimburse. 
Although HUD believes it would not be 
feasible further to define the term 
**closing costs** in S 59ai7(b)(3) (and 
elsewhere in Part 590), we have added 
the words ‘*as approved by HUD** 
following the words '^closing costs*' in 
S 590Ll7(b)(3). to make dear that the 
nature of the dosing costs reimbursable 
by HUD is a decision within HUD s 
discretion. In addition, we have added 
the words **plus approved dosing costs** 
in the introduction to ( 590.16 to signal 
the fact that In the case of VA or FmliA 
properties, the dosing costs 
reimbursable from section 81U funds 
must be acceptable to HUD and VA or 
FmllA. 

One commenter praised the 
Department*8 relaxation of the criteria 
for selecting homesteading 
neighborhoods (§ 590.7{a]). Another 
commenter felt that HUD’s evaluation of 
the Urban Homesteading Program 
showed that the program was meeting 
its obfectives and therefore, that the 
1983 Act amendments were not needed. 

The Department on its own initiative 
has amended the abbreviated 
application process for current 
participants to darify that such 
provision does not b^ome effective 
until the time for Fiscal Year 1987 
applications. 

Other Matters 

A Finding of No Significant Impact 
with respect to the environment has 
been made in accordance with HUD 
regulations in 24 CFR Part 50. A copy of 
this finding is available for pubbe 
inspection during business hours in (he 
Ofiice of the Rules Docket Clerk, Office 
of General Counsel Room 10278. 
Department of Housing and Urban 
Di*velopment. 4S1 Seventh Street S.W., 
Washington. D.C 20410. 

This rule does not constitute a "major 
rule** as that term is defined in section 
(b) of Executive Order 12291 on Federal 
Regulation issued on February 17,1981. 
Analysis of the rule indicated that it 
does not: (1) Have an annual effect on 
the economy of $100 million or more; (2) 
cause a major increase In costs or prices 
for consumers, individual industries. 
Federal. State, or local government 
agencies, or geographic regions; or (3) 
have a signiRcant adverse effect on 
competition, employment, invcstnwnt. 
productivity, innovation, or on the 
ability of (he United States-based 
enterprises to compete with foreign- 


based enterprises in domestic or export 
markets. 

Under the Regulatory Flexibility Act. 5 
U.S.C. 805{b), the Undersigned hereby 
certiftes that this rule does not have a 
significant economic impact on a 
s^stantlal number of small entities 
because changes made to previous 
procedures by this rule will not affect a 
substantial number of smaQ enUties. 

This rule, except such p>ortions as 
relate to the requirements of OMB 
Circular A-123 (fraud, waste and 
mismanagement), is listed at item 
number 185 (Agenda No. CPD-41^1) in 
the Department*s Semiannual Agenda of 
Regulations pubUshed on April 29.1965 
(50 FR ITSaa 17328), under Executive 
Order 12291 and the Regulatory 
Flexibility AcL The portions of this rule 
pertaining to the fraud, waste and 
mismanagement conoems contained In 
OMB Circular A-123 were not listed in 
the Semiannual Agenda. 

The Catalog of Federal Domestic 
Assistance program number and title is 
14.222—Urban Homesteading. 

In accordance with the Paperwork 
Reduction Act of 196a 44 U.S.C. 4321- 
4347, the reporting provisions in this 
regulation have been approved by the 
Office of Management and Budget 
(ONfB). They have been assign^ OMB 
control number 2506-0(M2. The record 
keeping requirements of 59ail(d)(9) 
and 590.25 were not included in the 
pre\ious OMB submission. The initial 
request for review U being amended to 
indude these elements. 

List of Subjects in 24 CFR Part 590 

Government property. Homesteading. 
Housing, Intergovernmental relations. 

Accordingly. HUD revises 24 CFR Part 
590 to read as follows: 

PART 590—URBAN HOMESTEADING 

S«c. 

590.1 Scope and purpose of regulaticm. 

590.3 Waiver authority. 

59a5 Oeflnilinns. 

590.7 Program requirements. 

5909 listing of HUD-owned. VA-c wned. 

and FinHA-owned pro p erties. 

590.11 Applicsikini. 

590.13 Standards for HUO review and 
approval of a local urban homisMding 
pntgracn. 

590.15 Urban homesteading ngrgeausnt 
590.17 Transfer of HUD-ovmed property. 
59010 RritnbnrsemeTTl to FmHA srid VA 
58019 Use of section BIO funds. 

590.21 Reservation and reduction >>f funds. 
59023 Pro gram dose-out 
500.25 Retention of records. 

50027 Audit 

500.29 HUO review of LUliA perfonnaaoa. 
500.31 Corrective and remedial actions. 

Aulbority: Section 810 of the Housiig and 
Community Development Act of 1974 (12 


U.S.C. 1706e): section 7td) of the DepaitinMii 
of Hnusing and Urban Dcrvelopment Act (42 
U.S.C 3535(d)) 

$590.1 Scops and purposa of rtgulatioa 

(a) Scape. This part applies to the 
Urban H^esteading Program 
authorized under section 810(b) of the 
Housing and Community Developmoni 
Act of 1974. 

(b) Purpose, The purpose of the Urban 
Homesteading Program is to use existing 
housing stock to provide 
homeownerahip. thereby encouraging 
public and private investment in 
selected neighborhoods and assistinj^ ia 
their preservation and revitalization. 
The program provides for the transfer 
without payment to a local urban 
homesteading agency (LUliA) of 
federally-owned properties requested by 
the LUHA for use In a HUX>-approvcd 
local urban homesteading program 

$590.3 Waiver auttioilty. 

HUD may waive any requirement of 
this part not required by law whene\er 
it determines that undue hardship would 
result from applying the requirement, or 
vdiere applying the requirement svould 
adversely affect achievement of the 
purposes of the program. 

$590.5 DetifiHtont. 

**Acr means section 810 of the 
Housing and Community Development 
Act of 1974. 

''Applicant** means any State or unit 
of general local government that appliai 
for HUD approval of a local urban 
homesteading program under these 
regulations. 

"Federally owned property** means 
any real property to which the Secretsr)’ 
of HUD. the Secretary of Agriculture or 
the Administrator of Veterans Affairs 
holds title and which is: 

(1) Improved with a one- to four- 
family residenor. 

(2) Unrepaired and not the subject of 
an outstanding repair or sales contrart; 
and 

(3) Not occupied by an individual or 
family under a lease. (Property of this 
nature is also referred to as "HUD* 
owned property", **FmHA-owned 
property**, or "VA-owned property" 
when the context requires identification 
of the particular agency.) 

“FmHA" means the Farmers Home 
Administration, an agency within the 
U.S. Department of >^iculture. 

"Homesteader** means an individual 
or family that participates in a local 
urban homesteading program by 
agreeing to rehabilitate and occupy s 
property in accordance with 
$ 590.7(b)(5). 
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'liUO** means the U.S. Department of 
(lousing and Urban Development. 

*'Local urban homesteading agency** 
(UJHA) means a State, a unit of general 
local ^ovomment or a public agency 
dtfignated by a ^ate or a unit of 
general local government. The LUf lA 
oust have legal authority tu carry out a 
local urban homesteading program as 
desenbed in this part. 

**LocaI urban homesteading program** 
means the operating procedures and 
requirements developed by a LUI iA. in 
accordance with this part for selecting 
ind conveying Federally owned 
properties to qualified tomesteaders. 

“Locally owned property** means any 
one- to four-famfly property located in 
in orban homesteading neighborhood, 
which was not obtained from ITUD, VA, 
or PmHA end to which the LUHA holds 
title. 

“Section 810 furtds** moans funds 
available to reimburse ffUD, FmllA. or 
VA (as applicable) for federally owned 
property transferred to LlTHAs In 
accordance with this part. 

“Stale** means any State of the United 
States, any instrumentality of a Stale 
approved by the Governor, and the 
Communweshh of Puerto Rico. 

“Unit of general local government** 
means any city, county, town, township, 
parish. viUage* or other general purpose 
political suMivision of a State: Guam, 
the Virgin Lblanda, or American Samoa, 
or any general purpose political 
subdivision thereof; the District of 
Columbia; the Trust Territory of the 
Pacific Islafids; and Indiuo tribes, bands, 
groups, and nations of the Unllc*d States, 
including Alaska indians, Aleuts, and 
Eskimos. 

“Urban homesteading neighborhood** 
means any geographic area approved by 
UUD for the conduct of a local urban 
homesteading program that meets the 
requirements of this part. 

“VA** means the Veterans 
Administration. 

I $90.7 Rrogram raq u lr a mants. 

(a) Designation of urban 
Monies leading neighborhood: 
coordinated oppriach toward 
neighborhood improrements. The 
applicant shall designate the 
oaighborhood or neighborhoods for 
ttrrying out urban homesteading, and 
^11 develop a plan that provides for 
the improveniefit of these neighborhoods 
through the homesteading program and 
the upgrading of community services 
•ml fadlitlat, in combination with any 
other public or private revitalization 
o^®crtng the neighborhood. 

W\ Development of hcai urban 
n^^nesteading program. *rhe applicant 
•hafl develop, in compliance with this 


part, a local urban homesteading 
program containing the following mafor 
elements: 

(1) Selection and management of 
properties. The program ^all provide 
prcKxdures for selecting federally owned 
properties suitable for homesteading, 
and for managing the properties before 
conditkmal conveyance to 
homesteaders. The program shall also 
provide that, by accepting title to a 
property under this part, the LUMA 
assumes liability for fnjur>' or damage to 
persons or property by reason of e 
defect in the dwelling. Its equipment or 
appurtenances, or for any other reason 
related to ownership of the property. 

(2) Homeste€jder selection. The 
program shall provide equitable 
procedures for homesteader selection 
which: 

(i) Exclude prospective homesteaders 
who own other residential property; 

(ii) Take into account a prospective 
homesteader's capacity to make or 
cause to be made the repairs and 
improvemonts required under the 
homesteader agreement including the 
capacity to contribute a substantial 
amount of labor to the rehabilitation 
process, or to obtain assistance from 
private sources: community 
organizations, or other sources; and 

(iii) Provide that before offering 
properties to others who are eligible, 
properties will be offered to th<^ 
otherwise eligible who apply for a 
property and meet all of tlw following 
criteria: 

(A) Prospective homesteaders whose 
current housing fails to meet applicable 
local health and safety standards, 
including overcrowding; 

(B) Prospective homesteaders who 
currently pay in excess of 30 percent of 
adjusted income (as determined by 
standards applicable to the Section 8 
program at CFR Part 613) for rent, 
including amounts paid for reasonable 
utilities as reflected in the schedule of 
utility allowances for the Section 6 
Existing Mousing Program: and 

(C) Prospective homesteaders who 
have little prospect of obtaining 
improved housing within the foreseeable 
future through moans other than 
homesteading. 

(3) Conditional conveyance. The 
progaro shall provide for the conditional 
conveyance of federally owned property 
to homesteaders without any substantial 
consideration. 

(4) Financing, The program shall 
provide procedures for the LUHA to 
undertake, or to assist the homesteader 
In arranging, financing for the 
rehabililation required under the 
homesteader agreement. 


(5) Homesteader Agreement, The 
program shall provide for the execution, 
concurrent with or as a part of the 
conditional conveyance, of a 
homesteader agreement between the 
LUMA and the homesteader which shall 
require the homesteader: 

(i) To repair, within one year from the 
date of conditional conveyance of the 
property to the homesteader, and 
defects that pose a substantial danger to 
health and safety: 

(ii) To make or cause to be made 
additional repairs and improvements 
necessary to meet the applicable local 
standards for decent safe, and sanitary 
housing within three yenn from the date 
of con^tional conveyance of the 
property to the homesteader, and to 
comply with any energy conservation 
measures designated by the LUHA as 
part of the repiiirs; 

(iii) To occupy the property as his or 
her principal residence for not less than 
fiv^e consecutive years from the dale of 
initial occupancy, expect as otherwise 
approved in writing by HUD on a case- 
by-case basis when emergency 
conditions make compliance with this 
requiiement infeasible; 

(iv) To peimlt reasonable inspections 
at reasonable times by employees or 
designated agents of the LUHA to 
determine compliance with the 
agreement: and 

(v) To surrender possession of, and 
any interest in, the property upon 
material breach of the homesteader 
agreement (including default on any 
rehabilitation financing secured by the 
property), as determined by the LUHA 
in accordance with this part. 

(6) Monitoring and selecting successor 
homesteaders, program shall 
provide that the LUHA will monitor the 
homesteader's compliance with the 
homesteader agreement, will revoke the 
conditional conveyance and 
homesteader agreement upon iny 
material breach by the homesteader, 
and, to the extent necessary and 
practicable, will select one or more 
surxessor homesteaders for the 
property. If the LUHA selects a 
successor homesteader, it shall execute 

a new homesteader agreement and 
conditional con\*eyance with the 
successor homesteader in compliance 
with this part, including the requirement 
for occupancy of the property by the 
successor homesteader for at least five 
consecutive years. 

(7) Fee simple title. The program shall 
provide for the conveyance of fee simple 
title to the property from the LUHA to 
the homesteader, without consideration, 
upon compliance with the terms of the 
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homesteader agreement and conditional 
conveyance. 

(c) Homesteading infeasible: 
alternative use. If completion of 
homesteading proves. In the judgment of 
HUD, to be irifeasible for any reason 
after a LUHA has accepted title to a 
federally owned property, the LUHA 
shall not demolish, dispose of. rent or 
otherwise convert the property to Its 
own use until HUD Approves an 
alternative use consistent with the 
coordinated approach to neighborhood 
improvement. 

{590.9 Usting of HUD-ownad, VA-owned, 
and FmHA-owned properties. 

In order to facilitate planning for local 
urban homesteading programs. HUD, 
FmHA. and VA. upon request by a 
LUHA. each shall provide the LUHA 
with a listing of all residential properties 
in the LUHA's jurisdiction to which they 
hold title and which are not subject to 
executed repair or sale contracts or 
leases. The LUHA shall give the public 
access to the list during ordinary 
business hours at the offices of the 
LUHA. 

{590.11 AppUcstions. 

(a) Initial application requirements. 
Applicants may submit an initial 
application under this part to the 
responsible HUD Field Office at any 
time during the year. Applications shall 
consist of: 

(1) Standard Form-424, prescribed by 
OJifB Circular A-102; 

(2) A map of each proposed urban 
homesteading neighterhood with 
geographic boundaries indicated and 
census tracts shown: 

(3) A statement of the local goals for 
the homesteading program for each 
neighborhood selected; 

(4) An estimate of the amount of 
section 810 funds to be used during the 
current Federal fiscal year and a 
statement concerning the basis for the 
estimate: 

(5) Identification of the entity that will 
administer the Urban Homesteading 
Program for the applicant: 

(6) The certifications required by 
paragraph (d) of this section; and 

(7) Any additional documentation 
HUD requests. 

(b) Annual Request for Program 
Participation. For fiscal year 1988 or 
thereafter, an applicant previously 
approved by HUD to participate in the 
Urban Homesteading Program shall 
notify the HUD Field Office in writing 
on or before August 1 of each 
succeeding year if it wishes to continue 
in the program. At the same time, the 
applicant shall notify HUD of its 
estimote of the section 810 funds to be 


used during the upcoming Federal fiscal 
year, along with an explanation of the 
basis for the estimate. 

(c) Amendments. If the applicant 
wishes to change any element of its 
local urban homesteading program that 
is specifically described in the HUD- 
approved application (such as the 
identification of urban homosteading 
neighborhoods or the designation of the 
public agency to carry out the program), 
the applicant shall submit its proposal to 
the HUD Field Office for approval 
before making any such change. The 
proposal shall identify specificaliy the 
elements to be changed, and shall set 
forth the proposed amendment. 

Proposed amendments may be 
submitted with an annual request for 
program participation or at any other 
time during the program year. 

(d) Certification. As part of its 
application, the applicant shall certify 
that: 

(1) Except for States, the applicant's 
governing body has duly adopted or 
passed an official act, resolution, 
motion, or similar action authorizing the 
filing of the application, including all 
understandings and assurances 
contained in these certifications. 

(2) The applicant or its designated 
public agency possesses the legal 
authority to carry out the local urban 
homesteading program described in its 
application in accordance with this part 
including the specific program 
requirements describe in { 590.7(b). 

(3) The applicant or its designated 
public agency has: 

(t) An adequate administrative 
organization capable of carrying out the 
program in a timely and cost effective 
manner, 

(ii) Procedures for selecting and 
accepting property suitable for 
homesteading and rehabilitation as 
required by { 590.7(b)(1); 

(iii) Equitable procedures for selecting 
homesteaders as required by 

{ 590.7(b)(2): 

(iv) A form for conditional 
conveyance as required by { 590.7(b)(3): 

(v) A homesteader agreement as 
required by ( 5907.(b)(5); 

(vi) Procedures for monitoring the 
homesteader agreement and for 
revoking a conditional conveyance upon 
material breach of the agreement, as 
required by { 590.7(b)(5): and 

(vii) Procedures for conveying fee 
simple title to the residential property 
received from HUD. FmHA or VA 
without substantial consideration to the 
homesteader upon his or her full 
compliance with the agreement required 
in i 590.7(b)(5). 


(4) The applicant or its designated j 
public agency has. before submission of 
its application: 

(1) Developed a plan for a coordinated 
approach toward neighborhood 
improvement as required by { 590.7(i); 
and 

(ii) Provided citizens an adequate 
opportunity to express preferences 
about the propos^ location of the urbaa 
homestea^ng neighborhood or 
neighborhood, and to comment on the 
plan for a coordinated approach toward 
neighborhood improvement. 

(5) The applicant and Its designated 
public agency will: 

(1) Comply with the requirements of 
Title VI of the Qvil Rights Act of 1964, 
Executive Order 11063; Title VUl of the 
Civil Rights Act of 1968; section 504 of 
the Rehabilitation Act of 1973; and the 
Age Discrimination Aot of 1975. which 
prohibit discrimination on the basis of 
sex. race, creed, religion, color, national 
origin, handicap, or age in any program 
or activity under this part; and 

(ii) Employ affirmative marketing 
procedures in the advertising of 
homesteading properties. 

(6) The applicant or its desimated 
public agency will comply with the lead- 
based paint procedures set forth in 24 
CFR Part 35, agreeding to: 

(i) Assure the elimination of 
immediate lead-based paint hazards in 
federally owned property transferred 
under this part; and 

(ii) Notify potential homesteaders of 
the hazards of lead-based paint 
poisoning in residential units 
constructed before 1650. 

(7) The applicant and its designated 
pubhc agency will submit any 
information HUD requests for the 
purpose of meeting HUD's 
responsibilities under the National 
Environmental Policy Act of 1969: 
Executive Order 11988 on Flood Plain 
Management; Executive Order 11990 on 
Protection of Wetlands; the Flood 
Disaster Protection Act of 1973. the 
National Historic Preservation Act of 
1960; and the Preservation of Historic 
and Archaeological Data Act of 1974. 
including the procedures prescribed by 
the Advisory Council on Historic 
Preservation in 38 CFR Part 800. and 
Executive Order 11593 on Protection and 
Enhancement of the Cultural 
Environment. 

(8) The applicant and its designated 
public agency will give HUD and the 
Comptroller General, through their 
authorized representatives, access to 
and the right to examine all records, 
books, papers, or documents related to 
the local urban homesteading program. 
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(9) The applicant or its designated 
public agency will maintain in writing 
and on file a description of its approved 
local urban homesteading program for 
public information and review. 

(ID) The applicant or its designated 
pul^c agency will assist in Brranging.br 
irill i;self undertake, rehabilitation 
boandqg for residential property 
conveyed to bcunesteaders. 

) 990.13 Standards for HUO review and 
approval of a k>cal urban homesteading 
program. 

(a) AppUcathtm. The appropriate 
HUD Field Office will review an 
applicant's initial application and the 
Office Manager will approve the 
proposed local url^n homesteading 
program, unless the Field Office 
XUnager determines that the program 
does not comply with the requirements 
of the Act, this part or other applicable 
laws and regulations, or that it is plainly 
lAippropriate or plainly inconsistent 
with available facts and data. If the 
program Is disapproved. HUD shall 
ootif>' the applicant in writing of the 
specific reasons. 

|b) Annual requests for program 
participation and program amendments. 
The UUD Field Office will review any 
proposed application amendments and 
in applicant's annual request far 
program participation and will approve 
the applicant's aubmiasion unless the 
Field Ofllcg Manager determines that 
the proposal is plainly inappropriate or 
plainly inconsistent with available facts 
and data, or that the applicants past 
performance does not mcetThe 
standards of S 590.291a). HUD will notify 
the LUHA In writing of the specific 
reasons for any disapproval. Program 
amendments will be considered 
approved as of the date of HUD’s 
WTiften notification of approval to the 
applicant. Annual requests for program 
paridpation will be considered 
approved as of the dale of HUD’s 
written notification to the applicant of a 
fund reservation, or notice of 
ftatisfocHoa of any approval conditions, 
^whichever is later. 

I S90.1S Urban homaateading agretmant 

Upon approval of an application. 

HUD. the Stale or unit of general local 
government, and the designated public 
■gency, if any. will execute an urtian 
huntesileading agreement in the form 
prescribed by IfUD, and HUD will 
reserve section 810 funds for the LUHA 
for the remainder of the Federal fiscal 
yrar in which the agreement is 
wreuted. The agreement authorizes the 
WHA to request HUD. VA, and FmllA 
io tninster properties to the LUHA. to 
ihe extent that the funds reserved are 


sufficient to reimburse the Federal 
agency for the properties. The 
agreement also obligates the LUHA to 
use the properties in accordance with 
the Act, this part, and other applicable 
lows and regulations. However, neither 
a fund reservation nor the agreement 
obligates HUD, FmHA or VA to transfer 
a specific number of properties or 
particular properties identified in a 
program application, an annual request 
for program participation, or a program 
amendment. The agreement shall 
specify procedures for its amendment or 
termination. 

9 590.17 Transler of HUO-owrwd property. 

(a) Property disposition assistance. 
HUD's property disposition acbvily 
shall supp^ the urban homesteading 
program as follows: 

(1) After execution of its initial urban 
homesteading agreement, but before the 
initial selection of any HUD-owned 
property, a LUHA may request HUD to 
suspend its routine property disposition 
activity for up to 45 days for HIJD> 
o%vned properties listed under t 590.9 
and identified by the LUHA as located 
in a HUD>approved urban homesteading 
neighborhood. Based upon this request. 
HUD shall state in writing the starting 
and closing dates of the suspension of 
property disposition activity for all such 
identified HUD-owned properties. 

(2) With respect to properties coming 
into HUD's inventory later, the HliD 
Field Offices shall develop and 
implement property disposition plans for 
HUD-owned properties located in HUD- 
approved urban homesteading 
neighborhoods. These plans shall 
include the follnwing procedures; 

(i) As soon as feasible, but In no event 
later than ten days after HUD receives a 
notice of property transfer and 
application for insurance benefits for a 
HUD-owmed property located in a HUD- 
approved urban homesteading 
neighborhood, the HUD Field Office 
shall notify the LUHA in wTiting of the 
potential availability of the property for 
homesteading; 

(ii) The HUD Field Office shall not 
approve a property disposition program 
for a property until the LUHA has 
informed the Field Office, in writing, 
whether or not it intends to use the 
property in the local urban 
homesteading program, or until 30 days 
from the date of HUD's notice, 
whichever comes first. The Field Office 
Manager may extend the 30-day 
deadline if the Field Office Manager 
makes a w^iitten determination that 
notification by the LUHA within 30 days 
is impracticable. 

(b) Conditions for transferring HlfD- 
owned properties. Except as provided In 


paragraph (c) of this section. HUD shall 
offer to transfer the title of a HUD- 
owned property to a LUHA. Kvilhout 
payment, if: 

(1) The property is located in a HUD- 
approved urban homesteading 
neighborhood: 

(2) The LUHA has notified the HUD 
Field Office, within the applicable 
period specified in paragraph (aMl) or 
ia)(2)(ii), that it intends to use the 
property in the local homesteading 
program: 

(3) The LUHA’s approved reservation 
of section 810 funds is sufficient to 
reimburse HUD t applicable housing 
loan or mortgage insurance accounts for 
the estimated as-is fair market value of 
the property plus closing costs as 
approved by HUD; and 

(4) The HUD Field Office determines 
that the requested property is suitable 
for the approved local urban 
homesteading program, as follows: 

(1) The estimated as-is fair market 
value of the property does not exceed 
$20,000 (excluding closing costs) for a 
one-unit single family residence and an 
additional $5,000 for each additional 
unit of two- to four-family residencer. or 

(ii) The Field Office Manager 
authorizes, cmi a property-by-property or 
program-by-program basis. Urn transfer 
of HUD-owned property where the 
estimated fair market value exceeds the 
preceding limitations if the benefit to the 
community expected from the expedited 
occupancy of the property, and the 
expe<ried reduction of difficulties and 
delays (such as vandalism to the 
property) that HUD typically encounters 
in the cllsposition and sale of property, 
warrant the additional cost to the 
Federal government 

|c) Exceptions. (1) If a LUI lA fails to 
accept title within 30 days of HUD's 
offer of a property for a specific price in 
accordance with paragraphs (bHl)-44) of 
this section. HUD may appro\ e on 
alternative disposition plan for the 
property. The HUD Field Office 
Manager may extend, for a reasonable 
period of time, this 30-day deadline if 
the MUD Field Office Manager makes a 
written detennination that acceptance 
of title by the LUHA within 30 days of 
property selection is impracticable. 

(2) A properly otherwise eligible for 
transfer to a LUHA may be to meet 
higher priority needs if the Field Office 
Manager makes a determination in 
writing that the property is essential to 
meet an existing legal c^ligalion such 
as: 

(i) Settlefnent of a sales %rarTanty 
claim; 

(ii) Settlement of a claim under 
section 518 of the National Housing Act 
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for critical structural defects in certain 
one- to four-family dwellings: 

(ili) Emergency housing needs 
(disaster housing and urgent public 
housing needs); 

(iv) Reconveyance for noncompliance 
with 24 CFR 203.363: 

(v) Reconveyance pursuant to a Civil 
Frauds Act settlement; 

(vi) Reconveyance where the 
mortgage was never insured: and 

(vii) Other legal obligations as 
determined by HUD. 

S S90.1$ Reimbursement to FmHA and VA. 

The Secretary shall reimburse FmHA 
or VA from a LUHA*s section 810 funds 
in an amount agreed to between the 
LUHA and FmHA or VA for FmHA- or 
VA-owned property plus approved 
closing costs, under the following 
conditions: 

(a) Tlie property is located in a HUD- 
approved urban homesteading 
neighborhood: 

(b) The LUHA's approved reservation 
of section 810 funds is sufficient to 
support the agreed reimbursement, 
induding closing costs: 

(c) The reimbursement (excluding 
closing costs) does not exceed the lesser 
of the amounts specified in paragraphs 

(1) or (2), below: 

(1) (i) $20,000 for a one-unit single 
family residence, plus $5,000 for each 
additional unit of a two- to four-family 
residence: or 

(ii) An amount greater than the 
amount in paragraph (c)(l)(i). above, if 
authorized by the HUD Field Office 
Manager on a propcrty-by-property or 
program-by-program basis, where the 
benefit to the community expected from 
the expedited occupancy of the 
property, and the expected reduction of 
difficulties and delays (such as 
vandalism to the property) that HUD 
t)i}ically encounters in the disposition 
and sale of similar property, warrant the 
additional cost to the Federal 
government; or 

(2) The amount certified by FmHA or 
VA to be a fair value for the property 
based on the lesser of the market value 
or the amount of FmHA's or VA's claim 
plus the expenses connected with 
Federal oivnership: and 

(d) The property has been conveyed to 
a LUHA for use in a HUD-approved 
local urban homesteading program. * 

S 590.19 Use of section 610 funds. 

Section 810 funds may be used to 
reimburse HUD, VA or FmHA for 
federally owned properties. Funds may 
not be used to reimburse LUHAs for 
administrative costs, nor may they be 
used to acquire property other than 


through reimbursement for federally 
owned property. 

§ 590.21 Rsssfvatlon and reduction of 
funds. 

Initially, HUD will reserve funds for 
LUHAs at the time of execution of the 
urban homesteading agreement 
Thereafter. HUD will reserve funds and 
notify the applicant of approval of the 
annual request for program 
participation. At any time during a fiscal 
year, HUD may reduce (including 
reductions to zero) the amount of any 
section 810 fund reservation, when in 
HUD’s judgment the LUHA’s 
performance does not meet the 
standards set out in { 590.29(a). 
Otherwise, fund reservations will 
remain outstanding until the end of the 
Federal fiscal year for which they are 
made. 

{ 590.23 Program cioss-cut 

(a) Initiation of cIose^uL This section 
prescribes procedures for program close¬ 
out when continuing a program is no 
longer feasible or where the beneficial 
results are not commensurate with the 
further expenditure of section 810 funds 
in a locality’s designated urban 
homesteading nei^borhoods. The 
LUHA will institute close-out 
procedures when one or more of the 
following occurs: 

(1) The LUHA determines that it does 
not have the capacity to continue 
administering the program in a timely 
and cost-effective manner, 

(2) The LUHA did no! transfer any 
property in the previous Federal fiscal 
year, or 

(3) HUD terminates the LUHA’s 
program because the LUHA’s 
performance does not meet the 
standards specified in § 590.29(a). 

(b) Audit When HUD notifies a 
LUHA to initiate close-out procedures, 
the LUHA will engage the services of an 
Independent public accountant to audit 
its local urban homesteading program in 
accordance with { 590.27. 

(c) Letter of Completion. Upon 
completion of the final audit or HUD 
review, as appropriate, HUD will send 
the LUHA a letter of completion, which 
HUD may condition. Conditions may 
reflect unmet obligations, deadlines to 
meet them, and a statement of any 
required interim reporting procedures. 

(d) Monitoring of cloaUd'Out programs. 
HUD shall monitor close-out programs 
to determine compliance with any 
conditions imposed under paragraph (c). 
the certifications under S 590.11(d). the 
Act, this part and other applicable 
Federal laws and regulations until the 
LUHA transfers fee simple title to all 
federally owned properties to the 


homesteaders, or until HUD approves sd 
alternative use and the LUHA 
implements it under $ 590.7(c). 

S 590.25 Retention of records. 

The LUHA shall maintain adequate 
financial records, property disposition 
documents, supporting documents, 
statistical records, and all other records 
pertinent to the local urban 
homesteading program until the period 
for HUD monitoring under $ 590.23(d] 
has expired. 

$590.27 Audit 

(a) Access to records. The Secretary, 
the Comptroller General of the United 
Stales, or any of their duly authorized 
representatives, shall have access to all 
bc^ks, accounts, records, reports, filet, 
and other papers or property of LUHAi 
pertaining to funds or property 
transferr^ under this part, for the 
purpose of making surveys, audits, 
examinations, excerpts, and transcript! 

(b) Audit The LUHA’s financial 
management system shall provide for 
audits in accordance with 24 CFR Part 
44. 

$590.29 HUD review of LUHA 
performance. 

(a) HUD shall review the perform.ince 
of each LUHA that has a homesteading 
agreement and section 810 fund 
reservation at least once each Federal 
fiscal year to determine whether, 

(1) The program complies with the 
homesteading agreement and 
certifications, the Act. this part, and 
other applicable Federal laws and 
regulations: 

(2) The LUHA is carrying out its 
program substantially as approved by 
HUD: 

(3) The federally owned properties tbi 
LUHA selects are suitable for 
homesteading and rehabilitation: 

(4) The LUHA is making reasonable 
progress in moving properties through 
the stages of the homesteading process, 
including acquisition, homesteader 
selection, conditional conveyance, 
rehabilitation, and final conveyance 
and is not making an unreasonable 
number of requests for extension of the 
time periods specified in 

$$ 590.17(a)(2)(ii) or (c)(1): 

(5) The improvements in 
neighborhood public facilities and 
services provided for in the coordinated 
approach toward neighborhood 
improvement are occurring on a timely 
basis: and 

(8) The LUHA has a continuing 
administrative and legal capacity to 
carry out the approved program in a 
cost-effective and timely manner. 
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(b) in reviewing a LUllA's 
performance. HUD will consider all 
iTailable evidence, which may include, 
but need not be limited to, the following: 

(1) Records maintained by the LUHA: 

(2) Results of HUD's monitoring of the 
uhiA’s performance; 

(3) Audit reports, whether conducted 
by the LUHA or by HUD auditors: 

(4) Records of comments and 
complaints by citizens and 
organizations: and 

(5) Litigation history. 

(c) l.UHAs shall supply data and 
make available records necessary for 
HUD's annual evaluation of the LUHA's 
local urban homesteading program. 

I $90.31 Corrective and remedial action. 

When HUD determines on the basis of 
its review that the LUHA't performance 
does not meet the standards specified in 
i S90.29(a), HUD shall take one or more 
^ the following corrective or remedial 
actions, as appropriate in the 
circumstances: 

(a) Issue a letter of warning that 
advises the LUHA of the deficiency and 
puts it on notice that HUD will take 
more serious corrective and remedial 
action if the LUHA does not correct the 
dcndency. or if it is repeated: 

(b) Advise the LUHA to suspend, 
discontinue or not Incur costs for 
klentined defective aspects of the local 
program: 

(c) Condition the approval of the 
annual request for program participation 
if there is substantial evidence of a lack 
of progress, noncompliance, or a lack of 
a continuing capacity. In such cases. 

HUD shall specify the reasons for the 
conditional approval and the actions 
necessary to remove the condition: 

(d) In cases of continued substantial 
noncompliance, terminate the urban 
homesteading agreement close out the 
program and advise the LUHA of the 
reasons for such action: or 

(e) Where a LUHA has converted a 
property received under this part to its 
own use contrary to { 590.7(b)(7), or has 
received excessive consideration for its 
conveyance, HUD shall direct the LUHA 
to repay to HUD either the amount of 
compensation HUD finds that the LUHA 
Has received for the property or the 
amount of section 810 funds expended 
for the property, as HUD determines 
appropriate. 

Dated: |uno 11.1985. 

^fred Moran. 

Secretary for Community, Planning 
^Development. 

H Doc. 85-15072 Filed 6-21-85: 8:45 um| 
•ujiio cooe 42io-»m 


24 CFR Parts 813 and 913 
[Docket No. R-85-1218: FR-2042] 

Revision to Definition of Income 
Resulting From Consultation With 
Farmers Home Administration 

agency: Offices of the Assistant 
Secretary for Housing-Federal Housing 
Commissioner and the Assistant 
Secretary for Public and Indian Housing. 
HUD. 

ACTION: Final rule. 

summary: Section 501 (b)(5) of the 
Housing Act of 1949, as amended by the 
Housing and Urban-Rural Recovery Act 
of 1983 (Pub. L 98-181. approved 
Novem^r 30.1983). require the 
Farmers Home Administration to use. 
for certain loan programs, the 
definitions of income and adjusted 
income that are prescribed by HUD 
under section 3 of the United States 
Housing Act of 1937, 42 U.S.C. 1437a. 
Section 3 was amended by the Housing 
and Community Development Technical 
Amendments Act of 1984 (Pub. L 98-479, 
approved October 17.1984), to require 
that the definition of income prescribed 
by the Secretary of HUD be made in 
consultation with the Secretary of 
Agriculture. 

The Issues raised in the Department's 
discussions with the Department of 
Agriculture have resulted in a 
determination by the Secretary of HUD 
that certain changes ore warranted in 
the rules published in May 1984 in the 
Federal Register, to be codified at 24 
CFR Part 813 (see 49 FR 19925. May la 
1984; 49 FR 26718, June 29.1964, and 49 
FR 37749. September 28.1984) and 24 
CFR Part 913 (see 49 FR 21475, May 21. 
1984: 49 FR 28719, June 29.1984; 49 FR 
28705. July 16.1984: and 50 FR 9269. 
March 7.1985). The changes are: (1) To 
permit in the determination of net 
income from a business, and allowance 
for straight line depreciation on 
depreciable property that is part of a 
business or profession (including a 
farming operation): and (2) to require 
that certain withdrawals of cash or 
assets from the operation of a business 
or profession be included in Income. 
EFFECTIVE DATE: AugUSl 2,1985. 

FOR FURTHER INFORMATION CONTACT: 
Margaret Milner, Office of Policy 
Development, Office of Housing, Room 
9220. Department of Housing and Urban 
Development. 451 Seventh Street. SW.. 
Washington. D.C. 20410. (202) 755-6454: 
or Edward Whipple, Rental and 
Occupancy Branch. Office of Public and 
Indian Housing. Room 4206, Department 
of Housing and Urban Development. 451 
Seventh St.. SW^ Washington. D.C. 


20410, (202) 426-0744. (These are not 
toll-free telephone numbers.) 

SUPPLEMENTARY INFORMATION: 

Consultation by the Secretary of HUD 
with the Secretary of Agriculture and 
with the component that operates that 
Department's rural housing programs, 
the Farmers Home Administration 
(FmHA), has revealed that several 
aspects of HUD's May 1984 definition of 
annual income would have a negative 
impact on approximately 29.580 rural 
housing loans on farm tracts. Under that 
loan program, fanners must have their 
incomes recertified each year, and their 
subsidies are recomputed based on 
current income. The HUD definition of 
income, when applied to these fanners, 
could reduce or eliminate their 
subsidies, which In most cases are 
necessary to avoid default. When 
applied to new applicants, the HUD 
defiiUtion would have made it extremely 
difficult to qualify for rural housing 
loans on farms. These problems with the 
May 1984 rules would also have a 
negative effect on owners of other 
businesses. Although HUD believes 
there are few business oivners 
(including farmers) participating in its 
programs, the Department believes these 
problems should be resolved 

The issues addressed in this rule are: 
(1) The applicability of the depreciation 
allowance to fanners and other business 
owners: (2) the treatment of withdrawal 
of cash or assets from operation of a 
business or profession: (3) clarification 
of the distinction between business 
assets and net family assets (on which 
income may be imputed); and (4) 
clarification that the provision on 
disposition of assets for less than fair 
market value applies to both business 
and family assets. 

FmHA indicated that allowances for 
depreciation have been permitted in its 
programs administered under sections 
501-504 of the Housing Act of 1949. In 
HUD's programs, the question of 
whether to permit an allowance for 
depreciation was not directly addressed 
until the May 1984 rules were published 
(see S: 813.106(b)(2) and 913.106(b)(2)). 
Previously, the sectio n 8 P rograms had 
been governed by 24 CFR Part 889, 
which included in income the net 
income from a business, excluded 
consideration of expenses for business 
expansion or amortization of capital 
indebtedness, and did not mention a 
depreciation allowance. (See former 
S 889.104(a)(2)). The Public and Indian 
Housing Programs had been governed 
by 24 era Part 960, which had a nearly 
indentical provision (see { 960.403(o)). 
Depreciation Is routinely shown in the 
operation of a business for accounting 
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purpos4!J 4U well«« Ibr lax purposes. 
Thurefore, it it possible lhat io tbe past 
under HUD programs, particularly ibe 
section 8 Programt. a depredation 
allowance has been used In determining 
net business income. 

The prohibition sgainsi a depredation 
oltovrance was furl embodied in HUD^s 
pollny in the M.iy 1984 rules, which have 
not yet been fully implcmimted. This 
prohibition was .adopted in response to 
isolated abases of depredation that had 
permitted HUD program tenants to pay 
neariy zero rents 

FmllA has Indicated that the failure to 
consider depredotton when calculating 
the Income of a farmer would ignore a 
fact of farm operation—the necessity of 
owning very expensive farm eouipmenf 
and depredaMe property whitm has a 
limited useful Kfe. in order to produce 
any furm product. This reasoning would 
apply as well to other business 
concefTHi. Biidi as fishermen who otvn 
expensive boats or long-haul truckers 
who own tractor-trailer trucks. 

HUD has determined that an 
iiltowanoe for depredation is (ustifted. 
so long at it does ool uiiduly dlstofl 
income. Therefore. HUD is placing two 
limits on this change in policy. First, the 
depreciatcon allowance permitted by the 
revised Si 818.tQ0(bN2) and 
91X108(bM2) in deterrohiing net business 
income for all businesses, mduding 
farms, is limited to an allowance based 
on the straight line method of 
di'preciation. as permitted for tax 
purposes under the Inlemol Revenue 
Code and Intcmai Revenue Service 
ntgulalions. lliis net business income is 
then added to other sour ces of tncocne to 
determine a famity's total aimnal 
income. SeconcL any caih or asset 
withdrawn from the operation of a 
btistnosB or profession wdl be counted 
as income except to the extent R ia a 
reimbursement of cash or assets 
invested in the operatioa by Ibe family. 
Similarly, such vdlhdrawals bom 
investments in real and personal 
property will be treated as dividends 
under revised f fi 813.108(bM3) and 
9lX1O0(bH3) and will be include in the 
family's Annual Income. 

HDD's rules published ki Xiay 19B4 
require that if net family assets exceed 
$5,000. the income generated by those 
assets must be compared with the 
amount lhat would have been generated 
if the assets had been invested at the 
current passbook savings rale. See 
is 813.10e(b)(3) and 013.106(b)(3|. 

FmliA evfdei^ed concern about 
whether farm assets would be dasaified 
as net family assets for this purpose. 

These imputation of income 
provisions were designed to require that 
participants in assisted housing 


programs pay rents that take into 
consideration the availability of 
substantidi assets. Since fandty assets 
can safely be invested to attain a rate of 
return at the standard passbook rate of 
interest, the Department decided to 
impute income on net family assets at 
that rate. The imputation of income 
provisions were never intended to he 
applied to business assets, which 
produce business income and are the 
subiect of different subsections. 
ii 813.106(bH2) and 913.106(b)(2). 
Accordingly, HUO does not classify 
business assets (uicloding farm assets) 
as net family assets that are subject to 
the imputatioa of income vinder 
ii 813.1Q6(bH3) and 913.1De(bK3|. 

The definition of net family assets in 
§ S 813.202 and 913.102 contains a 
pnrv'ision requiring the inclusion of the 
value ol assets disposed of within the 
previous two years for less than fair 
market value, io the extent that value 
exceeds the consideration received. This 
rule clarifies that the word "assets^ 
refers Io disposition of both family 
assets and business assets. Thus, if a 
business asset is disposed of for less 
than fair market value, the difierenoe 
between the fair market value and the 
considoretlon received for the asset will 
be considered as a net family asset, on 
which income may be imputed 

This rule is being published as a final 
rule for effect at the earliest date 
possible, because HUD has determined 
lhat notice and public procedure before 
its effecUveness it impracticable and 
contrary to the public interest. From 
HUD*8 perspective, the rule is not 
expect^ to have any significant impact 
since the Department believes there arc 
few farm or business owmers (Utcludiog 
farmers) who are participants In or 
cligiMe to participate in assisted 
housing programs. To the extent HUD 
program partidpents are affected, this 
change will unifonniy benefit them. For 
the Section 0 programs, immediate 
effectiveness will prevent the 
implementation of cotinicfing presvidons 
contained in the May 19M income 
definition rule, for which procedures 
have not yet been issued This 
coordinalion of implementation of 
HUD’S income definition rule is 
important since all changes m the way 
income is calcdated lhat ore mandal^ 
by Federal slatule or regulation ouist be 
conaidoed in the application of a ten 
percent per year cap on increases In 
(income-based] rent. (For the Public and 
Indian i lousing programs, for which 
implomcntatioo of the new incoiDe 
definitions started in October 1984, 
immedtate unplementation of this 
change will benefit affected parlidpanis 
at their next reexamuiation.) 


From FmHA's perspective, this rule 
will prevent hardship and preserve Use 
status quo. it will avoid disqualification 
of kNm recipients and the imposition of 
more stringent eligibility requirement« 
for applicants. 

Proceeding from a proposed rule 
published for comment, through « tiOdsy 
public comment period and then 
through development of a final rule, 
including delays required by 
congressional review, would postpono 
the effecUveness of this rule by several 
months. In the meantime. FmHA's 
programs would be governed by rules 
that would be detrimeotaJ, contrary to 
the intent of both FmliA and HUD. and 
contrary to the interest of farmers and 
business owners participating in 
FmHA's home loan program. To avoid 
this umnteational effect on FmHA 
programa. and Io oourdinaie 
imfdcunentatjon of the income definitioo 
rules for its own programs, HUD is 
omitting the publication of a propose<i 
rule for comment and is publishing this 
rule as a final rule. 

rindiegs and Certifications 

Findings of No Significant Impact with 
respect io the environment have been 
made in accordance with HUD 
regulations at 24 CFR Pari 50 that 
implement section 1Q2(2)(C) of the 
National Environ mental Policy Act of 
1909,42 U.S.C. 4332. The Findings of No 
Significant Impact are available for 
public inapecllon and copying durix>s 
regular business hours in the Office of 
the Rules Docket Cleric Room 10276.451 
Seventh Street. SW., Washington. D.C 
20410. 

This rule does not oonstilute a ^major 
rule" as lhat term is defined in Section 
1(b) of the Executive Order on Fedoral 
Regulation issued by the President oo 
February 17,1981. Analysis of the nils 
indicates that it does not: (1) Have an 
annual effect oo the economy of $100 
million or more; (2) cause a major 
increase in costs or prices for 
consumers, indhiduil industries. 
Federal. Stale or local government 
agencies or geographic regions; or (3) 
have a signfficant adverse eff^t on 
competition, employment investment, 
productivity, hmovation or on the ability 
of United Statas-based enterprises to 
compete wHh foreign-based enterpri.^«'« 
in domestic or e)q>ort markets. 

Under 5 U.S.C a05(b1 (the Regulat(»ry 
Flexibility Act), the un^rsigned hereby 
certifies that this ru)e does not have a 
significant economic impact oo a 
subslaotial number of small entities, 
because it essentially preserves the 
status quo for small taimeri and owners 
of rural businesses and is likely to havs 
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only a minimal (but beneficial) effect on 
participants in IIUD programs. 

This rule was listed as sequence 
number 104 under the Office of Housing 
in the MUD Semiannual Regulatory 
Aieendo published on April 29.1985 (50 
FR17285.17289) under Executive Older 
12291 and the Regulatory Flexibility Act. 

The Catalog of Domestic Assistance 
Number b 14.158. Lower Income Housing 
Asiistance Program (Public Housing and 
isction 8). 

list of Subjects 

i^CFRPart 813 

Grant programs—housing and 
community development. Rent 
subsidies. 

24 CFR Part 923 

Public housing. 

Accordingly, 24 CFR Parts 813 and 913 
are amended as follows: 

PART 813— OEFINtTION OF INCOME, 
INCOME LIMITS. RENT AND 
REEXAMINATION OF FAMILY INCOME 
FOR THE SECTION 8 HOUSING 
ASSISTANCE PAYMENTS PROGRAM 
AND RELATED PROGRAMS 

1. The authority citation for Part 813 
continues to read as follows: 

Authority: Secs. 3.5(b). 8. and 18. United 
States Housing Ad of 1937. (42 UAC 1437a. 
1437c. I437f, and 1437n); Sec. 7(d). 

OrpartmenI of Housing and Urban 
Dcvnlopment Act. (42 US.C 3535(d)). 

§813.102 (Amended) 

2. The definition of Net Family Assets 
in i 813.102 is amended by adding the 
phrase ''business or family*’ after the 
words "value of any.*^ 

3. Paragraphs (b)(2) and (b)(3] of 

§ 813.106 are revised to read as follows: 

§813.106 Annual income. 

♦ • • • • 

|b); • • 

(2) *rhe net income from operation of a 
business or profession. Expenditures for 
business expansion or amortization of 
capital indebtness shall not be used as 
deductions in determining net income. 

An allowance for depreciation of assets 
tt»ed In a business or profession may be 
deducted, based on strai^t line 
depreciation, as provided^in Inlema) 
Revenue Service regulations. Any 
^thdrawal of cash or assets from the 
operation of a business or profession 

be Included in income, except to the 
extent the withdrawal is reimbursement 
of cash or assets invested in the 
operation by the Family; 

(3) Interest dividends, and other net 
income of any kind from real or personal 
properly. Expenditures for amortization 


of capital indebtedness shall not be 
used as a deduction in determining net 
income. An allowance for depreciation 
is permitted only as authorized in 
paragraph (b)(2) of this section. Any 
withdrawal of cash or assets from an 
investment will be included in income, 
except to the extent the withdrawal is 
reimbursement of cash or assets 
invested by the Family. Where the 
Family has Net Family Assets in excess 
of $5,000, Annual Income shall include 
the greater of the actual income derived 
from all Net Family Assets or a 
percentage of the value of such Assets 
based on the current passbook savings 
rate, as determined by HUD; 

• • • • • 

PART 913—DEFINITION OF INCOME, 
INCOME LIMITS, RENT AND 
REEXAMINATION OF FAMILY INCOME, 
FOR THE PUBLIC HOUSING AND 
INDIAN HOUSING PROGRAMS 

4. The authority citation for Part 913 
continues to read as follows: 

Authority: Secs. 3.6. and 18. United States 
Housing Act of 1937. (42 US.C. 1437a. 1437d, 
and 1437n); Sec. 7(d), Department of Housing 
and Urban Development Act (42 U.S.C. 
3535(d)). 

{913.102 (AmendadJ 

5. The derinition of Net Family Assets 
in { 913.102 is amended by adding the 
phrase ’’business or family” after the 
words "value of any.” 

6. Paragraphs (b)(2) and (b)(3) of 

{ 913.106 are revis^ to read as follows: 

{ 913.106 Annual Incoma. 


(2) The net income from operation of a 
business or profession. Expenditures for 
business expansion or amortization of 
capital indebtedness shall not be used 
as deductions in determining net 
income. An allowance for depreciation 
of assets used in a business or 
profession may be deducted, based on 
straight line depreciation, as provided in 
Internal Revenue Service regulations. 
Any withdrawal of cash or assets from 
the operation of a business or profession 
will be included in income, except to the 
extent the withdrawal Is reimbursement 
of cash or assets invested in the 
operation by the Family: 

(3) Interest, dividends, and other net 
income of any kind from real or personal 
property. Expenditures for amortization 
of capital indebtness shall not be u.sed 
as deductions in detcrminii^ net 
Income. All allowance for depreciation 
is permitted only as authorized in 
paragraph (b)(2) of this section. Any 
withdrawal of cash or assets from an 
investment will be included in income. 


except to the extent the withdrawal is 
reimbursement of cash or assets 
invested by the Family. Where the 
Family has Net Family Assets in excess 
of excess of $5,000. Annual Income shall 
include the greater of the actual income 
derived from all Net Family Assets or a 
percentage of the value of such Assets 
based on the current passbook savings 
rate* as determined by HUD: 

• • • • • 

Dated: |une 14.1985. 

Samuel R. Pierce. )r.. 

Secretary. 

(FR Doc 85-15071 Filed 6-21-85; 8:45 am) 
BILLINQ COOC 47%0-t7-U 


Office of the Assistant Secretary for 
Public and Indian Housing 

24 CFR Part 990 

(Docket No. R-S5>1126; FR-17751 

Annual Contributions for Operating 
Subsidy-Performance Funding System; 
Determination of Operating Subsidy 

AGENCY: O^ce of the Assistant 
Secretary for Public and Indian Housing. 
HUD. 

action: Interim rule. 

SUMMARY: This interim rule establishes 
new conditions under which a Public 
Housing Agency (including an Indian 
Housing Authority) may use a Projected 
Occupancy Percentage of less than 97‘X 
in computing its per-unit Operating 
Income Level under the Performance 
Funding System. A PHA that is defined 
88 a low occupancy PHA is required to 
have a HUD-approved Comprehensive 
Occupancy Plan which sets out 
strategics for increasing its occupancy 
rate to 97%. The Plan includes yearly, 
PHA-wide occupancy goals. A low 
occupancy PHA with such a Plan may 
use its yearly, PHA-wide occupancy 
goal, rather than 97%. to compute its 
Operating Income Level. A PI lA with a 
high occupancy rate (equal to or greater 
than 97%) may use 95^ as its Projected 
Occupancy Percentage in computing its 
per-unit Operating Income Level. These 
changes enable a PHA to maximize its 
total Income by reducing its vacancies. 
They eliminate provisions In the existing 
rule that created disincentives for 
reducing vacancy rates. 

DATES: Effective date; August 2.1985. 

Comment due date: August 23.1985. 
ADDRESS: Interested persons arc invited 
to submit written comments regarding 
this rule on or before the due date to the 
Rules Docket Clerk, Office of General 
Counsel, Department of Housing and 
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Urban D^velopoHint Room 451 
Seventh Street. SW, Washingtoa DC 
20410. Corumunicttlioos should refer to 
the above docket number and title. A 
copy of oach communicaliofi submitted 
will be av'uibfble for public inspectioo 
and copying during regular business 
hours at the above address. 

FOn FUirrHCR INFORMAnON contact: 
John T. Comerford. Financial 
Management and Occupancy Division, 
Room 4212. Office of Public Housing. 
Department of 1 lousing and Urban 
Development. 451 Seventh Street SW,, 
Washington. D.C 20410. telephone (202) 
426-1872. (This is not a tolbfree 
numlier.) 

8UFPLEMEKTARY INFORMATION: 
Background 

On May 31,1964. the Deparlmeul 
published a proposed rule (49 FT^ 22663) 
which would have permitted the 
payment of full operating subsidies to 
IH |y\s only for occupied units and lo 
those vacant units that fell within an 
Allowable Vacancy Rate, as defined ki 
the proposed rule. The Department 
published that proposed ride because it 
was concerned that the existing 
Porfonnunce Funding System regulation 
provided tittle incentive to PtlAs lo 
minimize vacancies. 

After further consideration of the 
issues, including concerns raised by the 
pubKc comments received in response to 
the proposed rule, the Department has 
developed this intertin rule which it 
believes creates an incentive to reduce 
high vacancy rates while avoiding the 
problems In the proposed rule that have 
been Idcmtifiod by the public 
commonters. The Department would like 
to acknowledge the participation of 
many members of Congress and their 
stuffs in devclnping this interim rule, 
'fheir thorough aiiai)rsts of the proposed 
rule and recommendations of alternative 
strategies to resolve PI lA vacancy 
problems greatly assisted the 
Department. 

Tins Department Is publishing this rule 
as tm interim rule with a sixty-day 
comment period. Usual!)' when the 
Department publishes an interim rule, It 
does so based on a determination that 
good cause exists for making the rule 
effective without prior public comment 
because prior public comment is 
unnecessary, impracticable or contrary 
to the public interest In this instance 
there has been prior public comment 
that has been fully considered in 
developing the interim rule. While there 
are substantial changes in the interim 
rule from the proposed rule, the 
Department believes that the public has 
had a fair opportunity to comment on 


the major issues involved in this rule 
making and that the intrmni ruk is the 
logical outgrowth €tf that tKi4ine and 
comment While the Dctmrtcnent is 
legally entitled to pubh^ this rule as a 
final rule, it is publishing ao intertm rule 
because public comment focused oo the 
methodology that the Department has 
adopted will assist us in effecting 
further refuiements of the proce^tnss set 
out in this rule making. 

In order to aid the reader, this 
preamble first provides a ooraparisan of 
the relevant features oh (1) The extstog 
rule. (2) the proposed rule, and (3) this 
interim rule. For the soke of clarity this 
comparison It limited to salient 
differences. Other differences and a 
more detailed description of the rule 
changes are provided below fn the 
discussion of the public comments and 
In the sectioiHby-seclioii description of 
the changes effected by this Interim rule. 
(This section'by-soctioD description also 
includes a discussion of those sections 
that were proposed lo be revised by the 
proposed rule, but have not been revised 
in this interim rule). 

Existing Regulation 

Under the existing regulation, a Ft lA's 
operating subsidy is determined by 
taking the difference between the 
Allowable Expense Level plus the 
Utilities Expense Level and the 
Operating Income Level. Since these 
levels are pre-unit averages, this 
computation provides a per-unit 
operating tubaidy which Is then 
multiplied by the total Unit Months 
Available to obtain (he total operating 
subsidy for the project. (A unit is 
considered available for occupancy, 
under the current regulation, from the 
time the project reaches the end of the 
initiai occupancy period until the time It 
is approved by HUD for nondwelling 
use or is deprogrammed with HUO 
approval.) The project average per-unll 
monthly dwelling income, a major 
component of projected operating 
income, is computed, under the existing 
regulation, by multiplying the projected 
average monthly dwelling charge per 
unit by the average percentage of 
fxxmpuncy. 

The avergge percentage of occupancy 
may not be less than S7% unless IIUU 
approves a lower percentage based 
upon the number of units that cannot be 
expected to be occupied because of: (1) 
Lack of demand. (2) removid liofa the 
rent roll pending rehabiliUtioo, (3) 
uninbabtUbiUty because of lack of 
funds for rebabiliUilion. or (4) removal 
from the rent roll pending approv al for 
deprogramming. 

Under the existing regulnlioii. 
projected expenses are bd.sed upon all 


units, oocxipied as well as vacant. whtW 
operating inoome Is only based on 
occupied iinils. Since under the existing 
regulation Che operating subsidy is eqod 
lo the diffcomce between projerled 
expenses and projected operalcng 
income, any decrease in operating 
income resulting from a lower 
percentage of occupancy from width to 
compute the Opera ting iaixnne Level ti 
offset by a commensurate increase in 
operating subsidy. Therefore, there h no 
financial incentive to dei.rease 
vacancies. It is this problem that both 
the proposed and this interim rules 
to remedy. 


Proposed Rule 


Other than requiring the use of actual 
occupancy levels rather than an 
estimated percentage of oocupanry, the 
proposed nde would not have abrred 
the method for computing the par-unit 
Operating Income Level. The proposed 
rule addrassffd the vacancy probleni by 
altering the way In which the total 
operating subsidy is derived once the 
per-unit operating soltsidy has been 
determined. The major change set out in 
the proposed rule was (hat the per-unit 
operating subsidy would not be 
multiplied by the total Ucit Mmuitt 
Available to determine the amount of 
operating subsidy to be provided to the 
PHA. 

Under the proposed rule, the vacant 
Unit Months Available in excess of the 
Allowable Vacancy Hale (97%) would 
have been subtracted from the total Uali 
Months Available. A more limited 
operating subsidy for vacant units In 
excess of The Allowable Vacancy Rate 
then would have been computed 
separuUdy. The operating subsidy for 
vacant units, in excess of the Allowable 
Vacancy Rate, that have been approied 
for modernization would have been 
equal to the actual operating cost, but 
coaid not have exceeded Ihe total 
expense level (allowable expenses plus 
utihUes). Operaling subsidy fur this 
category of viicant units would have 
beoo provided for a liiaited number of 
years: (1| For projects approved for 
roodemizatiufi befure the effective date 
of a final rule, tbe shorter of five years 
from the approval of the latest award of 
modi^mization funds or iliree years irom 
the effective dale of the final rule; (2) for 
projects approved for modernizatioa 
after the effective date of a final nile for 
three years fruin the dale of approval of 
the final applkatiofi for modenrizatjun 
funds. After the appitcable period had 
expired, the operafing subsidy for any oi 
these ttntts remaining vacant would 
have been computed as descrihi'ji 
below. 
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Fur all vacant units (other than those 
approved for modernization) in excess 
of Ae Allowable Vacancy Rate, the 
spaiting subsidy would have been 

to only the anxiuni necessao to 
.^jr for essentia] utilities and si^rity 
costs. I lowever. the number of ibe units 
dipbte for this subsidy in the PflA's 
Facal Year 1%5 (the liase year) would 
hove been reduced each calendar >Tar 
ftsrtlng with calendar year 191)6 at 
Uiows: In 1986. 75% of the units; in 
1SS7.50% of the uniU; and In 19B8. 25% 
of the units, otherwif^ quHlifying for this 
fvdac4!€l subsidy, would be eligible. 

After 1988L units in excess of the 
Altowoble Vacancy Rate that were not 
hnded for modernization would not 
bve n‘c(iiviMl operating subsidy 

Interim Rule 

I This interim rule is doser in structure 
to the existing regulation than to the 
proposed rule. It uses the same 
methodology as the existing regulation 
to compute total operating sub^y. once 
thr per imH operating subsidy is 
determined. As in the existing 
-rrplation, total operating tubskly is 
"ccnipuled by multiplying the per-onil 
•periting subsidy by the total Unit 
Months Available. There is no sepnmte 
computation of operating subsidy for 
vacant units. 

The fundamental difference between 
tKr existing regulatkm and this interim 
niie is the nature of the conditions under 
which a PtlA can ttse an occupancy 
percentage of less than 97% to compute 
it* per-unit Operating Income Levet The 
grounds for using a lower percentage 
ondfr the existing regulation are static, 
while those in the interim rale are 
dynunic. Under the existing regulation, 
it is siiffideal to pistify using a lower 
percentage if the units foil ivithln a 
certain status, such as. lack of demanii 
or removal from the rent role for 
tebtibilitalioa. Nothing in the existing 
n^gtiatioQ creates an incentive to return 
these units to occupied status. Under 
this mterim rule, lower occupancy 
pvTcentuges may only be usH in 
'ontunclioo with a iUTDnippros'fxl 
Comprrheaalve Occupancy Plan to 
^^tsrn vacant units to occupancy or ui 
Cd*es wbera vacant units arc in profecU 
ih»i are on schedule in carrying out 
modernization. 

This Hiieriia rule establishes three 
Utegories of PIlAs for the purpose of 
wiarmining a PI lA*s Projected 
O^pancy Percentage. (Projecled 
O^pancy Percentage in this interim 
is analogous to average percentage 
of occupancy in the existing regulatioo; 

*1 is multiplied by the projected average 
®otithly dwelling chaige per unit to 
‘^iaia projected average per-unit 


monthly dwelling income.) The ihrtie 
categories are: 

/. CkxrupojicyPHAs 

PllAs that have an Actual Occupancy 
Pertcolege that is equal to or greater 
than 97%. 

Z fiHfh Occupancy PH As hat for On- 
schedule Modemnathn 

PHAs that have an Actual Occupancy 
Percentage that is less than 07% solely 
because of vacant units in projects 
undergoing modernization funded by 
f lUt) or by other sources, and that are 
on schedule In carrying out the 
modelnizatioiL Pf lAs that hove five or 
fewer vacant units, other than vacant 
units in projects undergoing 
modernization that is proceeding on a 
llUD-approvcd schedule, are also 
Included in (his category*. (This five-unit 
exception is aimed primarily at PllAs 
with a low number of total units, when' 
even a lew vacancies would make it 
difficult to reach the 97% standard.) 

9, Low Occupancy PHAs 

PllAs that have an Actual Occupancy 
Percentage that is less than 97% (and 
have more than five vacant units] for 
reasons other than those described in 
paragraph 2 above 

A nigh occupancy P! lA uses 97% as its 
Projected Occupancy Percentage in 
computing its per-unit Operating Income 
Level. Such a PHA may ose 97% for its 
Projecled Occupancy Percentage ex'cn 
though Its Actual Occupancy Percentagi* 
is greater than 97%». Thus even a PIIA 
with a high occupancy rate has ou 
incentive to reduce vacancies os much 
as possible since the PHA*s increase in 
rental income is not offset by a decrease 
in subsidy. 

A '*high occupancy PIIA but for on- 
schedule modernization*^ uses its Actual 
Occupancy Percentage os its Projected 
Occupancy Percentage in computing its 
per-unit Operating Income Level. Such a 
PIIA may use a Ptojected Oocupancy 
Percentage lower than 97% if the lower 
percentage is caused solely by vacant 
units that are expected to be occupied 
upon completion of the funded 
modernization, the PHA has a ocheduie 
acceptable to HUD. and the 
modernization work Is on schedule. 

A low occupancy PHA must use 97% 
as its Pfoject^ Occupancy Percentatge 
unless it has a HUD-approved 
Comprehensive Occupancy Plan. I'his 
Plan sets cnU both PHA-wide and 
projecl-specibc strategies to increase 
the PHA's occupancy percentage to 97% 
by returning to occupancy or 
deprogramming all vacant units. The 
Plan includes yearly. PHA-wkle 
occupancy goals aimed at achieving a 


97% occupancy percentage by the end of 
the Plan period. The Plan period may 
not exceed Five years for a PHA that is 
required to submit a plan with its budget 
submission for its fust Requested Budget 
Year beginning on or after July 1.1980 
and may not exceed two years for a 
PI lA required to submit a plan with it.s 
budget submissaoo for a Subsequent 
Requested Budget Year. Ibe Plan, 
including the yearly goals and term, 
must bo approved by HUD. A PHA with 
an approved Plan, in general uses ihr 
yearly. PHA-wide occupancy goal as its 
Proiected Occupancy Percentage in 
computing its per-unit Operating Income 
l.evel However. If a PHA exceeds its 
yearly goal, then it w*outd use its Actual 
Occupancy Percentage. For example, a 
PH.A that starts with an 82% occupancy* 
rale and with }*early. PHA-w*ide 
occupancy goals of 85. B8,91.94 and 
97%. respectively, would. In the third 
year of its Plan, .compute its Operating 
Income Level using a 91% Projected 
Occupancy Percentage even though its 
Actual Occupancy Percentage may have 
fallen short of its goal. However, if its 
Actual Occupancy Percentage, in the 
third year of its plan, were 93%. then it 
wonJd use 93% in the computation. Such 
a PHA has an incentiv’e to reduce 
vacancies, since meeting its yearly. 

PHA wide occupancy goal maximizes 
its total income (rental plus subsidy 
incewne). 

*nus interim rule does not prov*ide for 
Tv\mng the Comprehensive Occupancy 
Plan in subseqaent years. However, a 
PHA may reduce its yearly. PHA-wide 
occupancy goal to adfust for anils that 
are vacant for reasons beyond its 
control. Units arc considered vacant for 
reasons beyond the PHAs ctmtrol if: (1) 
The vacant units arc in projects for 
which the PHA has sought 
modernization but HUD cannot fund 
because of lack of funds, provided the 
vacant units are expected (taking into 
consideration the demand for such 
units) to be occupied after 
modernization: (2) the units are vacant, 
on schedule mbdamizatioii units as 
described in S 990.109(b)i3](v); ox (3) the 
units are vacant as a result of a natural 
disaster or as a result of litigation that 
precludes the units from being occupied. 
An adjustment to yearly. PHA-wide 
occupancy goals is made initially in the 
year that die percentage occupancy 
would have been affected by the 
reocouponcy or removal of the units. In 
order far m PHA to adjust ila occupancy 
goal one of the above-listed conditions 
must exist in the year in which the PliA 
is making the adjustment 
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Discussion of Public Comments 

The Department received 43 public 
comments in response to the proposed 
rule. All of these comments objected to 
the proposed revisions. Most of the 
commenters were Public Housing 
Agencies or associations representing 
PHAs. Other commenters included 
several legal assistance organizations 
representing public housing tenants. A 
summary of the comments and the 
Dcpiirtment*t response follows. 

Objections to any rulemaking that 
would alter the existing regulations's 
treatment of vacant units 

Many public commenters argued that 
the proposed rule contravened a 
commitment made by Office of 
Management and Budget Director David 
Stockman to Senator Jake Gam and 
Congressman Fernand St Germain to the 
effect that there would have been no 
major changes initiated in the 
Performance Funding System until 
Congress had the opportunity to draft a 
new authorization bill. 

A related objection was that the 
proposed rule constituted an attempted 
piecemeal revision to the Performance 
Funding System and that if any 
revisions were to be made, they should 
be made as part of a comprehensive 
revision of the entire System. One 
commenter stated that the rule should 
also address the following among other 
problems with the Performance Funding 
System: Retrospective adjustments due 
PHAs for previous years; inequities in 
the System identified in the HUD-funded 
study by Abt Associates; and the fact 
that funding for costs beyond a PHA's 
control has not been provided in most 
years under the System. 

Several commenters argued that the 
rule should be deferred pending 
completion of a study of the 
Comprehensive Improvement 
Assistance Program (CIAP). Other 
commenters stated that there should be 
joint study of the problem by HUD and 
PHAs. 

The commitment made by OMB 
Director Stockman in his November 16, 
1983 letters to Senator Cam and 
Representative St Germain was that the 
Administration **would seek authorizing 
legislation for any fundamental changes 
or structural program reforms*' sought in 
1985. This commitment has been 
honored. At the time the commitment 
was made, the Department had several 
such changes and reforms under 
consideration, including; A fair market 
rent operating subsidy proposal that had 
been in the President's 1984 Budget; 
eliminating separate funding for 
moderization and operations; providing 


vouchers to public housing tenants; and 
allocating public housing grants to local 
governments. The Department has not 
sought to make any fundamental 
changes or structural program reforms 
without authorizing legislation. The 
commitment was not intended to 
prevent administrative action, such as 
this mie making, that is designed to 
correct identified deficiencies in existing 
regulations. 

The Department does not believe that 
it is advisable to delay publication of 
this rule by broadening its scope to 
cover other areas of concern in the 
Performance Funding System or by 
waiting for completion of the pending 
CLAP study. The rule addresses a 
discrete problem that does not need to 
be merged with other issues. The 
Department believes that the public 
interest is best served by implementing 
this rule quickly. 

Many commenters objected to 
establishing penalties for vacancies in 
public housing projects, on the ground 
that certain HUD policies or statutory 
provisions were a major cause of the 
vacancy problems. The specific HUD 
polides referred to included the 
following; Permitting the overbuilding of 
section 8 and section 202 projects that 
compete with public housing projects; 
eliminating ceiling rents; failing to 
provide adequate CIAP funding and 
overemphasizing Special Purpose and 
Emergency Modernization at the 
expense of Comprehensive 
Modernization: increasing rent to 
income ratios: and the structure of the 
Performance Funding System, itself, 
which encourages deferred 
maintenance. 

Although vacandes result from a wide 
variety of factors which affect the 
quality and marketability of units, the 
Department expects that PHAs will take 
all actions wRhin their power to reduce 
vacancies, such as requesting HUD 
approval to expand their mai^et to 
include single non-elderly persons. 
efTident management of vacancies at 
turnover, expeditious implementation of 
approved comprehensive modernization, 
and elimination of non^viable projects. 
The rule is directed at remed>dng the 
vacancy problem and not at assessing 
blame. 

Disagreement With the Method for 
Solving the Vacancy Problem 

Many commenters recognized the 
existence of a vacancy problem and 
acknowledged the need to address that 
problem. However, they believed that 
methods, other than those proposed, 
should he used to address the problem. 
In particular, they recommended that 
the problem of high vacancies be dealt 


with on a PHA-by PHA basis not 
through rules that affect all PHAs. Other 
commenters agreed with limited subsidj 
for long-term vacant units or argued thsl 
operating subsidy for such vacant unite 
should he conditioned on a plan to bring 
the units back into occupied status. 
Others contended that instead of 
reducing operating subsidy, HUD should 
be taking actions to make vacant units 
marketable. 

These comments have been largely 
adopted in this Interim rule. The rule 
provides a mechanism for low 
occupancy PliAs to deal with their 
individual vacancy problems, namely, 
the Comprehensive Occupancy Plan thst 
will help both the PHA and HUD to 
focus on actions required to reduce^ 
vacandes. 

Disagreement With the Assumptions 
Underlying the Proposed Rule 

Commenters questioned HUD's 
contention that the existing regulation 
induces a PHA to keep a unit vacant 
Some stated that, contrary to HUD’s 
assertion, projects with large numbers of 
vacant units actually cost more to 
maintain than do fully-occupied projects 
because high vacancy projects tj^icaliy 
have severe management problems, 
require more security, and experience 
significant vandalism. 

While we recognize that there are 
instances in whi^ projects with 
substantial numbers of vacant units art 
more costly to maintain, we still believt 
that particularly in regard to empty 
buildings or structures, maintaining 
vacant units is less costly. As noted 
below, several commenters claimed that 
their base year costs underestimated 
true operating costs of a fiiUy-occupied 
project because they had hi^ vacancia 
when their Allowable Expense Levels 
were first determined. The thrust of 
these commenters* argument is that 
costs for a fully-occupied project unit 
would have been underestimated 
because vacant units are less costly. 

Other commenters questioned 
whether the loss of subsidy alone was 
an adequate Incentive to reduce 
vacancies—particularly for a PHA with 
poor management practices. The 
commenters argued that a reduction in 
operating subsidy would, itself, cause 
increased vacancies because the 
reduction in funds would make it more 
difficult for a PHA to take the actions 
needed to reduce the causes of 
vacandes. 

The Department believes that this 
interim rule addresses these concerns 
The rule focuses primarily on low 
occupancy PHAs. It requires these PHAl 
to develop their own Comprehensive 
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Occupancy Plans to describe the actions 
lu be tdken to reduce vacancies. Among 
oOier matters, such PHAs must specify 
the PI lA-wide management actions they 
m taking or plan to take to redtioe 
vicancies. The nile does not necessarily 
cause a reducikm In total inconse to any 
HiA A low occupancy PHA can avoid 
• reduction in income by developing an 
approved Comprehensive Occupancy 
Flan and by meeting its yearly. PfiA- 
wlde occupancy goal 

Several commenters questioned the 
issumptioa that Pt lAs with large 
ouitibcrs of vacant units are supporting 
occupied units with subsidy from vacant 
iniu. The commenters contended that 
(or many of these PHAs their Base Year 
colts jnderestisiiated the true costs of 
operating a fullyoccupied program 
because they had high vacancies when 
dteir Allowable Expense Levels were 
first (irtetmined. 

PHAs that claim that high vacancies 
in the Base Year underestimate the true 
costs of operating a fully-occupied 
project had an opportunity to appeal 
their Allowable Expense Level in the 
fint budget year under PFS. These 
comnienters are saying that vacant units 
have lower expenses in their case than 
occupied units. Under a system that 
limds vQcanf units at the same expense 
level as occupied units, any PHA that 
increases its vacancy rate after the base 
year and has a lower expense level for 
vacant units can use the excess funding 
to support occupied units. Other 
commenters state that in their case, 
txpenses for vacant units are higher 
than for occupied units. The 
admmistnithre burden of laaintaining 
actual expense data at the unit level 
was recognized by many commenters. In 
the absence of su^ data the 
Department has decided, in general nut 
la make any adjustments to expense 
levels to reflect vacancy rates. 

One commenter questioned the 
assumption on which the phase-out of 
opcraling subsidy for excessive vacant 
tmits was based, namely, that excessive 
vacancies Is a one-time-only problem 
that will disappear by 1989. Tliis 
commenter claimed that the proposed 
nile would not prewnt the recurrence of 
kigh vacancy rates caused by bad 
n^ariagement or physicol deterioration. 

interim rule is designed to 
•Wress vacancy problems that occur In 
^ future. Under this interim rule every 
JHA that is a low occupancy PHA 
on its Actual Occupancy 
Pwtentage as of September 30.1964 
submit a Comprehensive 
pecupancy Plan for HUD approval with 
budget submission for its first 
Requested Budget Year beginnii^ on or 
•Dpr luly 1.19ea Any PHA thiit 


becomes a low occupancy PHA based 
on its Actual Occupancy Peroentage as 
/}{ a date after September 30.1964 must 
submit a Comprehensive Occupancy 
Plan with its Imdget submission for its 
next Requested Budget Year. The rule 
provides a shorter maximum term for 
Comprehenshre Occupancy Plans for 
these PHAs ftwo years instead of five 
years], because dicir vacancy problems 
should not be as severe. 

Objections to Specific Provisions of the 
Proposed Rule 

1, Adequacy of 97% at the Standard for 
Deterwiniitg ^cessivd Vacancies 

Some commenters suggested using a 
94% standard which, they noted, as 
already used by HUD as a gross 
indicator for idtotifying operationally 
and financially troubled PHAs. One 
commenter noted that a 95% standard 
was the norm in the private market This 
commenter added, however, that 
developing a realistic standard would 
require examining vacancy data for 
PHAs baaed on size categories. Another 
commenter contended that a lower 
percentage should be used because the 
*‘aggregate^ method for calculating 
vacancies set out In the proposed rule 
over-emphaatzed vacancies caused by 
normal turnover. Other commenters 
suggested dealing with this problem by 
determining excesaH*e vacancies, in 
part by the duration of the vacancy* 

One commenter suggested that only 
units vacant for 60 da>^ or more be 
counted as excessive. Others suggested 
a 90-day standard 

In response to these comments this 
interim rule permits a PHA to reduce the 
97% standard by the number of vacant 
units in projects that have funded 
modernization if: (1) It is expected that 
the units will be occupied on completion 
of the modernization work. (2) the PHA 
has a schedule for comjHating the 
modomizatlon work ihet isittceptable 
to HUD. and (3] the %vork is on Schedule. 
The use. in this interim rule, of a "'snap 
shor method of determining vacancies 
existing on a date certain instead of the 
•^aggregate’* method should eliminate 
concerns about orer-emphasiziirg 
vacancies caused by normal turnover 
and the need for determining the length 
of the vacancy. 

The 97% standard w'as also criticized 
on the grounds that HUD.presented no 
data to establish Its reasonableness end 
that the standard did not distinguish 
between various types of vacant units. 
The commenters identified several 
categories of vacant units that they 
recommended not be considered 
excessive vacant units. These induded: 
Vacant units In projects being 


modernized under ClAP; vacant units in 
projects eligible for funding under ClAP 
but not funded by HUD because of a 
lack of funds: imits kept vacant for 
sound management reasons to 
permit transfer of tenants to more 
appropriate size units, for use by tenant 
groups or as offices, or to pnnide social 
scr\ ices). One commenter asked if units 
converted to nondwclling use with HUD 
approval were •‘deprogrammed’* units. 

This interim rule permits a low 
occupancy PHA to adjust its yearly 
PHA-wide occupancy goal to exclude 
units that are vacant for reasons beyond 
the PHA's control (5 990.11010)* These 
reasons Include several recommended 
by the commenters, namely, vacant 
units in projects being modernized (the 
modernization work must be on 
schedule and the units must be expected 
to be occupied on completion of 
work] and vacant units eligible for QAP 
funding but not funded by HUD because 
of lack of funds. The rule also permits 
exclusion of vacant units in a project 
that arc vacant because of litigation or 
natural disaster. There is no need for an 
exclusion in { 990.118(f] for units 
approved by HUD for noodwelling use. 
Tliese units arc not part of a PHA’s Unit 
Months Available as defined in 
S990.102(qJ and. therefore, do not affect 
a PHA’s occupancy percentagu. 

One commenter objected to the 
proposed removal of { 9Qai09(bM3), 
which permitted PHAs to establish a 
projected occupancy percentage lower 
than 97% for certain reasons. The 
commenter objected in particular to the 
removal of “lade of marketability” as a 
justification for reducing the projected 
occupancy percentage. 

As discussed In greater detail above, 
the proposed rule would have required 
the use of actual occupanc>' levels in 
determining the rental income 
component of the Operating IrKome 
Level The proposed rule would not have 
provided for adjustments to the 
iKxmpancy percentage to account for 
certain categories of vacant units, 
because operating subsidy (or excess 
vacant units %vould have been 
separately computed. This interim rule 
does adjust the projected occupancy 
percentage to account for vacant units. 

It does not howe\*er, permit a reduction 
of the percentage bas^ on the fact that 
units are unmarketable for lack of 
demand. HUD behaves that such units 
are most approprinte for inclusion in a 
PHA*s Comprehensive Occupancy Plan 

Z AdaunisiioUve Buixkui 

A major source of compbiinl with the 
proposed rale was the odministralive 
liorden that PHAs clatmed it imposed. 
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The Iwo primary areas of concern were 
the recordkeeping needed to compute 
the Allowable Vacancy Rate and to 
determine actujil expenses for excess 
vacant units approved for 
modernization. 

Under the proposed rule* PMAs would 
have been required to keep track of the 
number of days in a fiscal year that each 
unit was under lease* Many commenters 
simply objected to the recordkeeping 
burden this requirement would create. 
PHAs with very low vacancy rates, in 
particular, questioned the 
reasonableness of imposing such a 
burden on them. Other commenters 
pointed out that there was no reason to 
determine the vacancy rate with such 
precision. They noted that the data was 
only used to compute an aggregate 
Allowable Vacancy Rate which, itself, 
was used to make only a generalized 
determination of units in excess of the 
Allowable Vacancy Rate. One 
commenter noted that the daily data on 
vacancies might be helpful in managing 
a hotel, but served no purpose in 
managing a public housing project. A 
number of commenters suggested that 
the Allowable Vacancy Rate could be 
accurately calculated using monthly 
vacancy data. 

Commenters raised similar objections 
to having to keep data on the actual 
costs of maintaining vacant units. They 
noted that these costs would also have 
to be computed on a daily basis, since if 
a unit was occupied at som^oint it 
would receive full subsidy. They also 
contended that this direct cost approach 
would probably result in indirect costs 
that should be attributed to all units 
being disallowed for vacant units. 

The commenters noted that actual 
costs would vary depending on the size 
and type of the vacant units, but that the 
rule provided no guidance as to which 
particular vacant units were to be 
considered excessive vacant units and 
which were to be considered as falling 
within the 97% standard. Thus. PHAs 
would not know for which vacant units 
to maintain actual cost information. 

This interim rule substantially 
decreases the administrative burden. 
First, it eliminates the need to determine 
vacancies on a daily basis. Instead, a 
PI lA need only determine its Actual 
Occupancy Percentage once a year as of 
a specific date. Second, this interim rule 
eliminates the requirement for 
determining actual expenses for excess 
vacant units approved for 
modernization. Under this rule there la 
no administrative burden on PHAs that 
are categorized as high occupancy PFiAs 
or on PliAs that would have been high 
occupancy PHAs. but for vacant, on- 
schedule modernization units. Only low 


occupancy PHAs are required to 
develop and implement Comprehensive 
Occupancy Plans, and these should not 
impose any unreasonable burden. 

J. Overemphasis on Demolition and 
Disposal of Projects 

Section 990.108 of the proposed rule 
would have provided more operating 
subsidy for excess vacant units 
approved for modernization than for 
other vacant units in excess of the 
Allowable Vacancy Rate. Many 
commenters argued that the subsidy for 
other units in excess of the Allowable 
Vacancy Rate is so low that PHAs 
would have been forced to demolish or 
otherwise dispose of many of these 
units. They also pointed out that, since 
HUD controlled the availability of 
modernization funds. HUD would in 
effect have the discretion to determine 
what projects must be demolished of 
otherwise disposed of. 

The proposed phase-out of operating 
subsidy for vacant modernization units 
(in S 990.108(b)(1)) and for other vacant 
units in excess of the Allowable 
Vacancy Rate (in $ 990.108(b)(2)) was 
also criticized as forcing PHAs to 
demolish or otherwise ^spose of 
projects with units that should be 
maintained. The phase-out was also 
criticized as exacerbating tight fiscal 
problems for the few large PFlAs %vith 
high vacancy rates. One commenter that 
was opposed to any penalty for high 
vacancies argued that if a penalty were 
to be imposed, it should not be through a 
hase-out of subsidy but. rather, should 
e Imposed only when measurable 
progress was not being made to reduce 
vacancies. 

The proposed rule was not intended to 
overemphasize demolition and disposal 
of projects. The reduction in subsidy In 
the proposed rule was intended to 
induce PHAs to reduce vacancies not to 
eliminate projects. However, several 
changes in this interim rule should 
significantly reduce the concerns that 
these commenters expressed First, this 
interim rule requires a low occupancy 
PHA to develop a Comprehensive 
Occupancy Plan which should cause all 
practicable options to be considered in 
determining how to eliminate vacancies. 
Second the rule permits a low 
occupancy PHA to adjust its PHA-wide 
occupancy goals to exclude certain 
modernization-related vacant units, 
namely, units in projects with on- 
schedule modernization and units in 
projects for which modernization funds 
are unavailable if it is expected that the 
units would have been occupied, once 
modernized. This interim rule, however, 
established a cut off of subsidy for one 
category of vacant units, namely, for 


units in vacant buildings in any PHA 
Requested Budget Year starting on or 
after |uly 1,1991 if the project has bees 
determined by HUD, to be non-viablc. 
These units clearly are not providing 
housing, and will not be available for 
occupancy, to lower income families 
and should not be receiving subsidy 

PHAs with low vacancy rates also 
argued that proposed { 990.106 would 
force PHAs and HUD to give too much 
emphasis to vacancies in carrying out 
the Comprehensive Improvement 
Assistance Program (ClAP)—to the 
passible detriment of high occupancy 
projects with pressing modernization 
needs. 

This interim rule should not adverse!) 
affect the ability of PHAs with high 
occupancy rates to obtain CIAP funding 
This rule does not change the funding 
preferences for CIAP. These funding 
preferences are and have been to 
provide funding first for emergencies 
and second for BHAs with a significjnt 
number of vacant, uninhabitable units. 

I lowever, the revised CIAP Handbook 
(dated January 2,1985) strengthened the 
existing viability and cost effectiveness 
requirements and. as a result. CIAP wiD 
not fund modernization of non-viable 
projects. It is in the best interest of the 
Department to support and encourage 
low vacancy PHAs so that they will 
maintain and. if possible, increase their 
high occupancy rates and continue to 
provide housing for lower income 
families. 

4. Year-end Adjustment to the 
Allowable Vacancy Rate 

Proposed § 990.110(c) would have 
required PHAs to submit year-end 
adjustments of the projection of Unit 
Months Occupied, and noted that the 
adjustment might affect the compuiaiioa 
of the Allow able Vacancy Rate. Certain 
commenters characterized this 
adjustment to the vacancy rate as a 
back-door method, end of-year income 
adjustment. Several commenters 
claimed that if their income was to be 
adjusted, they should also be allowed to 
adjust their expenses. 

This year-end adjustment, the 
commenters claimed, would remove a 
major incentive to reduce vacancies 
below levels set out in budget 
projections since there would have been 
8 dollar-for-dollar reduction in subsidy 
for the additional rental income 
resulting from the lower-than-planned 
vacancy rate. PHAs with vacancy rates 
below 3% were especially concerned 
about the year-end adjustment for this 
reason. 

This interim rule does not adopt the 
concept of Allowable Vacancy Rate 
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flwl Ihcrefore. does not contain a year- 
end adjustment to the Allowable 
Vocancy Rate. This rule, however, 
contains a related adjustment feature. 
Under the current rule a PHA 
detprtninei its average projected 
occupancy for the requested budget 
)ear, taking into account events it 
expects to occur during the budget year. 
If Ac PI lA projected a lower occupancy 
than what actually occurred It would 
have additional income derived from the 
rental of units projected to be vacant. If 
the Pi lA's average projected occupancy 
were higher than what actually 
ocairred it would have less total 
htcomc than anticipated. The incentive 
these ( ommenters refer to only exists to 
the extent a PHA underestimates its 
avxrage percentage of occupancy. Under 
this interim rule (§ 990.117) a PMA 
deternunes its Actual Occupancy 
Percentage as of a date certain adjusted 
to reflect expected changes in 
occupancy because of modernization, 
nrw development* demolition, or 
(hspusition in order to rcHect the 
expected average occupancy rate 
throughout the year. However. § 990.117 
ilso provides that if there is a further 
change in the actual occupancy 
percentage, as adjusted, t^cause of 
nodemization. new development, 
demolition or disposition, the PHA shall 
wbmit a budget revision to reflect the 
additional change in occupancy due to 
these actions. 

4 Vtility Expense Level-Related 
Commenig 

One i.ommenler objected to the 
proposed revision in § 990.107 that 
would exclude projects that have one or 
more vacant buildings from the current 
calculation of o PHA*s Allowable Utility 
Expense Level. The commenter claimed 
that the proposed revision would have 
an immediate short-term impact on 
with high numbers of vacant 
buildings, but only a short-term impact 
wi reducing operating subsidies. 
Commenters also argued that certain 
Vacant buildings were already 
accounted for in the PFS rolling base 
[Cars, and that the rolling base must be 
^ly adjusted when a vacant building is 
[joctupied. Another commenter 
ejected to the application of the vacant 
milding exclusion to projects composed 

ilngle family scattered-site homes, 
j^use of the administrative burden in 
documenting actual utility costs for the 
Wivldual units. 

Became this Interim rule adjusts for 
Vacancies by adjusting Ihc computation 
w the per-unit Operating Income Level 
^ not by making a separate operating 
mbiidy computation for vacant units, 

Ihis nile does not implement the 


proposed revisions to the calculation of 
a PHA*s Allowable Utility Expense 
Level. 

SecUon-by-Section Summary of Changes 

llie technical revision to 
S 990.101(c)(4) in the proposed rule is not 
needed in this interim rule. The only 
change made to the existing paragraph 
is to replace '^estimated percentage of 
occupancy** with ^'Projected Occupancy 
Percentage’*. 

This Interim rule at S 990.102(q) 
adopts the proposed definition of **Unil 
Months Available**, which makes clear 
that a unit Is available for occupancy 
**untll the time it is approved by HUD for 
deprogramming and is vacated or is 
approved for nondwelling use/* This 
interim rule provides that, for PHA 
Requested Budget Years starting on or 
after )uly 1,1991. a unit in a vacant 
building that Is in a project determined 
by I fUD to be non-viable is not 
considered available for occupancy. 

Proposed i 990.102(w) would have 
added a cross reference to the section 
for computing the Utilities Expense 
Level for the rolling period to the 
definition of Allowable Utilities 
Consumption Ijevel (AUCL). This 
interim rule does not adopt this revision 
since the ftnol rule does not make the 
Utility Expense Level revisions set out 
in the proposed rule. 

This rule (§ 990.102(x)) adopts the 
proposed rule definition of "Unit 
approved for deprogramming.** 

Proposed 5 990.102(y), the definition of 
Allowable Vacancy Rate, is not adopted 
in this interim rule since there is no 
separate computation of operating 
subsidy for vacant units. 

Proposed { 990.102(z) also is not 
adopted in this interim rule since this 
rule provides a less burdensome method 
for determining occupancy than 
ascertaining Unit Months Occupied. 

Section 990.104 is unchanged from the 
current rule. The proposed rule would 
have added new paragraphs (c) and (d). 
These proposed revisions would have 
implemented provisions related to 
determining operating subsidy for 
vacant Unit Months Available that 
exceed the Allowable Vacancy Rate. 

Proposed revisions to 
( 990.107(c)(3](i). (f) and (g). which 
concern the computation of the 
Allowable Utilities Consumption Level, 
have not been adopted in this interim 
rule. 

The proposed rexisions to 
{ 990.106(b). which concern how to 
determine operatfng subsidy for excess 
vacant units approved for modernization 
and for all other vacont units in excess 
of the Allowable Vacancy Rate, 
including vacant units approved for 


deprogramming, have not been adopted 
in this interim rule. This interim rule 
amends S 990.108(b) to conform to the 
revised deflnition of **unit approved for 
deprogramming.** 

The proposed rule would have made 
conforming technical changes to 
S 990.109(a) and (b)(2) and would have 
removed § 990.109(b)(3) and (4). This 
interim rule inserts the term "Ftojected 
Occupancy Percentage** into 
S 990.109(a). No other change from the 
current rule is made to S 990.109(a) or 
(b)(2). Section 990.109(b)(3) is retained in 
this rule but Is revised, as discussed 
above, to set out how to determine the 
Projected Occupancy Percentage for. (1) 
High occupancy PHAs. (2) high 
occupancy PHAs but for on schedule 
modernization, and (3) low occupancy 
PHAs. A conforming change is made to 
S 990.109(b)(4| to insert the term 
"Projected Occupancy Percentage". 

This interim rule does not adopt the 
year-end adjustment of Unit Months 
Available revision that the proposed 
rule would have made to $ 990.110. 

This interim rule adds new SS 990.117 
and 990.118—not contained in the 
proposed rule. The former sets out the 
requirements for determining Actual 
Occupancy Percentage and the latter 
contains the Comprehensive Occupancy 
Plan Requirements. These changes are 
discussed above. 

Findings 

A Finding of No Significant impact 
with respect to the environment has 
been made in accordance with HUD 
regulations in 24 CFR Part 50. which 
implement section 102(2)(C) of the 
National Environmental Policy Act of 
1969. 42 U.S.(14332. The Finding of No 
Significant Impact is available for public 
inspection and copying during regular 
business hours in the Office of the Rules 
Docket Clerk, Room 10278.451 Seventh 
Street, SW., Washington. D.C. 20410. 

This rule docs not constitute a **major 
rule** as that term is defined in section 
1(b) of the Executive Order on Federal 
Regulation issued by the President on 
February 17,1981. Analysis of the rule 
indicates that it would noL (1) Have an 
annual eBect on the economy of $100 
million or more: (2) cause a major 
increase in costs or prices for 
consumers, individual industries. 
Federal, State and local government 
agencies, or geographic regions; or (3) 
have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 
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In accordance with the provisions of 5 
U.S.C nD5(b] (the Regulatory Flexibility 
Act), the Undersigned hereby certifies 
that this rule would not have a 
signincant economic impact on a 
substantial number of small entities, 
because a significant number of very 
small PllAs that have high vacancies 
arc currently usir^g a 97% Projeseted 
Occupancy Percentage to compute their 
Operating Expense l^vet. Accordingly, 
the funds avatinble to these PliAs 
should not be si^miRcanlly affected. 

This rule was listed as Sequmci* 
Number 95 in the Department’s 
Semiannual Agenda of Regulations 
published on ApHI 29.1985 (50 FR 17287 
at page 17311). under Executive Order 
12291 and the Regulatory Flexibility Act. 

The information collection 
nrqulreroents contained in this rule have 
been submitiod to the Office of 
Management nnd Budg<;t for review 
under the provisions of Paperwork 
Reduction Act of 1980 (44 U.S.C 3501- 
3520). No person may be subject to a 
penalty for failure to comply with these 
inrurmatlon ooilection requirements 
until they have been approved and 
assigned an OMB contr^ number. The 
OMO control number, when assigned, 
will be announced by separate notice in 
the Federal Register. 

The Catalog of Federal l>cirnestic 
AssUtanev prugrani nuinheri are I4.14ii and 
11.166. 

List of Subjects in 24 CFR Part 990 

Housing and ootniiuinity development. 
Lowerdneome housing. Public bousing. 

PART 990—{AMENDED] 

Accordingly, the Department amends 
24 CFR Part 990 as follows: 

1. The authority citation for Part 990 is 
revised to read as follows: 

Authonfy: Sec. n, United States Housing 
Act of 1937, 42 U.SjC 17S7g; Sec. 7(d). 
nepartment of HUD Act. 42 USjC 3S35(d). 

(990.101 i Amended] 

2. Section 090.101 |c)(4) is anwnded by 
removing the words **€stimated 
percentage of occupancy*' and inserting, 
in their plare. the words “Projected 
Occupanc}' Percentage.** 

3. In { 990.102, paragraph (qj is 
revised and a new paragraph (x) is 
added, to read as follows: 

(990.102 DefloHkms. 

• • • • « 

(q) (/nit Months Available. Project 
Units muhiplted by the number of 
months the Project Units are avaflable 
for occupancy during a given PHA fiscal 
year. Except as provided In the 
following sentence, for purposes of this 
pari, a unit is considered avaflable for 


occupancy from the date on which the 
End of the Iniltai Operating Period 
(ElOP) for the project is established until 
the time it is approved by HUD for 
deprogramming and is vacated or ii 
approved for nondweiling use. On or 
after July 1, Itm, a unit is not 
confildemi available for oonupancy in 
any PHA Requested Budget Year if the 
unit is tocaied in a vacant building tn a 
project (hat HUD lias determined is non- 
viable. 

* • • • 0 

(x) Unit iipfitvved fur deprogrttmwin^. 
(1) A dwelbng unit for which HUD has 
approved the PHA*s formal request to 
remove the dwelling unit from the PHA’s 
inventory and the Annual Contriliutloni 
Contract but for which removal m?.. 
deprogramming, has not yet been 
compietcxl or (2) a nondweiling structure 
or a dwelling unit used for nondwelling 
purposes which the PHA has determined 
will no longer be used for PHA purpoM^i 
and for which HUD has approv ed 
removal from the PIlA’s invenlory and 
Annual Contributions Contract. 

4. In ( 990.108, paragraph (h) is 
revised to read as follows: 

(990.10S Other costs. 

0 0 0 0 0 

(b) Costs atlrlbulable to units 
approved for depro^amniing and 
vacant may be eligible for inclusion, but 
must be limited to the minimum services 
and protection necessary to protect and 
preserve the units until the units are 
deprogrammed. Costs attributable to 
units temporurily unavailable for 
occupancy because ihcy are utilised for 
PHA related activitiea ore not eligible 
for inclusion. In determining the PFS 
operating subsidy, these units shall not 
be included in the calculation of Units 
Months Available. Unila approved for 
dcprograimning shall be listeii by the 
PHA and supporting documentation 
regatding direct costs attributable to 
suidi units shall be included as a port of 
(he operating budget in which the Pf lA 
requests operating subsidy for these 
units. If the PHA requires assistance in 
this matter, the HUU Field OfCico shtmid 
be contacted. 

0 0 0 0 0 

5. Section 990.1001a) is amended by 
removing the words '"average number of 
Inject Units expected to be occupied 
during** and inserting, in their place, the 
words "Projected O^upancy Percentage 
for**. 

6. In 8 990.109. paragraph (b)(3| ia 
revised to read as follows: 

(990.109 Projected Operating Income 
Level 

0 0 0 0 0 
(b) • • • 


(3) Projecti^d Occupancy Percrmio^. 
The PHA shall determine Its project^ 
percentage of occupancy for all Project 
Units (Projected Occupancy Porcentoj^l^ 
as follows: 

(i) Hi)d^ occupancy PfIAs. If the P|{A*i 
Actual Occupancy l^rccntsge (see 

! 990.117) is e<piat to or greater than 
97*. die I^HA’s Projectml Oocupanry 
Percentage is 97%. 

(ii) High occupancy PHAs bat for on 
schedule modem izaiion. If the PHA*^ 
Actual Occupancy Percentage (see 

{ 990.117) is less than 97% solely 
because of vacant, on-schedule 
modemhuitjon units described in 
paragraph (v) below, the PHA’s 
Projected Occupancy Percentage is its 
Actual Occupancy Percentage. A PHA 
may also use its Actual Occupancy 
Percentage os its Projected Occupancy 
Percentage if <he PHA has five or fewer 
vacant units other than vacant, on- 
schedule modernization units desaibed 
in paragraph (v) below. 

(tU) Law occupancy PHAs with an 
approved Comprehen&ive Ckuujtpaj iy 
Plan. If the PHA has an Actual 
Occupancy Percentage (see 8 990.117) 
less than 97% and more than five vacaol 
units, not solely because of vacant, on- 
schedule modernization units described 
in paragraph (v) below aiKi if the PHA 
has a I rUD-approved Comprehentive 
Occupancy Flan, the PHA's Projected 
Occupancy Percentage Is deiunniiu d 
under 8 900.118(f]. 

(iv) Low fKx^upancy PHAs wHhvut on 
approved Comprehensive Ocenpont y 
Plan, if the PH/\ has an Actual 
Occupancy Percentage (see 8808117) 
less than 07% and has more than five 
vacant units, not solely because o( 
vacant on-schedu'e modernization unite 
descnbiHi in paragraph (v) below but ibi 
PHi\ docs not have a HL*I>apprrjvr:J 
CoxnprehensK'e Occupancy Han. the 

Pf lAs shall use 97% ns its Pro{ectpd 
Occupancy l^rcentage. 

(v) VacanL on-schedule 
modernization units. Vocant. on- 
schedule mademization units are vacant 
units in an otherwise occuptable project 
that has received funding for 
modernization through the 
Comprehensive Improvement 
Asaistanoe Program (24 CFR Part 966) W 
other sources; and for which 

(A) It (s expetded that the vacant unite 
will be occupied on completion of 
modernization work: 

(B) The PHA has a schedule for 
earring out the modernization which ii 
acceptable to HUD: and 

(C) The modernization work is on 
schedule. 

0 0 0 0 0 
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7. Section 990.109(b)(4) is amended by 
emoving the words ''estimated average 
lercentage of occupancy" and inserting, 
ntbcir place, the words "Projected 
Xicupancy Percenta^." 

8. A new { 990.117 is added to read as 
oilows: 

990.117 Oeterminlng Actual Occupancy 
)frcentsg«. 

For the first Requested Budget Year 
ginning on or after )uly 1.19B8. the 
liA shall determine the percentage of 
Kcupancy for all Project Units included 
n the Unit Months Available (Actual 
)aupancy Percentage) as of September 
0.1964. For subsequent Requested 
Judjgel Years, the PWA shall determine 
he Actual Occupancy Percentage for 
he first day of the month that is six 
months before the beginning of the 
tequested Budget Year. The Actual 
)ccupancy Percentage shall be adjusted 
lo reflect expected changes in 
Kxupancy because of modemizalion. 
lew development, demolition, or 
htposition in order to reflect the 
!xpected average occupancy rate 
hroughout the year. If. after that date, 
here are changes, up or down, in 
iccupancy because of modernization, 
lew development, demolition or 
hsposition not reflected in the 
idjustment, the PHA shall submit a 
mdget revision to reflect the actual 
hange in occupancy due to these 
dions. 

9. A new { 990.118 is added to read as 
bilows: 

990. 1 1S Comprtbenslvt Occupancy Plan 
rt<Quiremanta. 

(a) PtiAs required to submit a 
'k)mprehensive Occupancy Plan. If the 
’BA has an Actual Occupancy 
’Wcenlagc (sec § 990.117) less than 97% 
md has more than five vacant units, not 
olely because of vacant, on schedule 
nodernization units described in 
!990.109(b)(3)(v). the PUA shall prepare 
ind submit a Comprehensive 
Iccupancy Plan to HUD and otherwise 
»niply with the requirements of this 
lection. 

(b) Comprehensive Occupancy Plan 
tmtent A Comprehensive Occupancy 
’Ian shall provide a general PHA-wide 
ilTiitegy for reluming to occupancy or 
l^pmgramming all vacant units and a 

strategy for returning to 
5*ccupancy or deprogramming vacant 
mils for each project that has an 
>caipancy percentage of less than 97%. 
|1) The general PHA-wide strategy for 
duming to occupancy or 
^pr<^gramming all vacant units shall 
^cify management actions the PHA is 
aking or intends to lake to eliminate 


vacancies, such as revised occupancy 
policies, actions to reduce time to return 
vacated units to occupancy, and 
identification of the need to use the 
exception for nonelderly tenants in 
elderly projects, and shall include a 
schedule for completing these actions. 

(2) The specific strategy shall: 

(1) Identify each project that has a 
percentage of occupancy less than 97%; 

(ii) State the specific actions the PHA 
is taking or intends to take to eliminate 
vacancies, such as: (A) Modernization, 
(B) demolition, (C) disposition. (D) 
change in occupancy policy, or (E) 
physical or management improvements: 
and 

(iii) For each project identified, 
include a schedule for completing these 
actions and returning the units to 
occupancy. 

(3) The Comprehensive Occupancy 
Plan shall also include yearly PHA-wide 
occupancy goals and yearly occupancy 
goals for each project with an 
occupancy rate below 97% stated for 
each year until there is a projected PHA- 
wide occupancy rate of at least 97%. 
These goals should reflect the average 
occupancy pecentage for each year. The 
yearly occupancy goals (both PHA-wide 
and project specific) for the first year of 
a Comprehensive Occupancy Plan that 
is required under paragraph (c)(1) below 
to be submitted with a PKA's budget for 
its first Requested Budget and Year 
beginning on or after July 1.1986 shall 
lake into account actions taken by (he 
PI IA from August 2.1985 to reduce 
vacancies. 

(c) Time for submitting a 
Comprehensive Occupancy Plan and 
maximum term, (1) A PHA that is 
required to submit a Comprehensive 
Occupancy Plan based on its Actual 
Occupancy Percentage as of September 
30.1984 shall submit to HUD for its 
approval the PHA's Comprehensive 
Occupancy Plan with its budget for its 
first Requested Budget Year beginning 
on or after July 1.1986. The 
Comprehensive Occupancy Plan 
submitted in accordance with this 
paragraph (c)(1) shall be for a period 
approved by HUD as reasonable which, 
except as provided under paragraph 
(c)(3) below, shall not exceed five years. 

(2) A PHA that is required to submit a 
Comprehensive Occupancy Plan based 
on its Actual Occupancy Percentage as 
of a date after September 30,1984. shall 
submit to HUD for its approval the 
PHA's Comprehensive Occupancy Plan 
with its budget for its next Requested 
Budget Year. Except as provided under 
paragraph (c)(3) below, a 
Comprehensive Occupancy Plan 
submitted in accordance with this 


paragraph (c)(2) shall be for a period of 
one or two years, as approved by HUD. 

(3) A Comprehensive Occupancy Plan 
may exceed the maximum period 
provided in paragraphs (c) (1) and (2) of 
this section only with the written 
approval of the Assistant Secretary for 
Public and Indian Housing. 

(d) Local governing body review^ The 
PHA shall have the Comprehensive 
Occupancy Plan reviewed by the local 
governing body for comment and shall 
submit any comments from the local 
governing body to FtUD with the 
Comprehensive Occupancy Plan. 

(e) Financially or Operationally 
Troubled PHA, If a PHA is a Financially 
or an Operationally Troubled PHA (see 
HUD Handbook 7475.14 (April 1984), 
Chapter 3), and has an approved 
Workout Plan, the Comprehensive 
Occupancy Plan shall be made an 
addendum to the Workout Plan. 

(f) Projected Occupancy Percentage 
(Comprehensive Occupancy Plan PHA). 
A PHA that has a HUD-approved 
Comprehensive Occupancy Plan shall 
use as its Projected Occupancy 
Percentage for computing its projected 
operating income level under S 990.109 
the greater of: (1) Its Actual Occupancy 
Percentage, as determined under 

S 990.117 or (2) its approved, yearly 
PHA-wide occupancy goal, adjusted, as 
necessary, to discount units that are 
vacant for reasons beyond the PHA's 
control, as provided in paragraph (g) of 
this section. 

(g) Units vacant for reasons beyond a 
PHA *s control. A vacant unit is 
considered vacant for reasons beyond a 
PHA's control only if the unit is located 
in a project that meets one of the 
following conditions: 

(1) The PHA has applied for 
moderization. HUD cannot fund the 
project because of lack of sufficient 
funding, and it is expected that the units 
will be occupied when the units are 
modernized. 

(2) The vacant units are vacant, on 
schedule modernization units as 
described in i 990.t09(b)(3)(v). 

(3) The units are vacant because of 
natural disasters or litigation that 
precludes units from being occupied. 

Dated: May 21,1955. 
fames E. Baugh. 

General Deputy Assistant Secretary for 
Public and Indian Housing. 

|F*R Doa 8S-15074 Filed e-21<85: 8:45 am) 
■tUINQ COOC 
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DEPARTMENT OF TRANSPORTATION 
Coast Guard 
33 CFR Part 100 
|CG0S-aS-04| 

Special Local Retjulatlons; Marina 
Event; Elizabeth River Independence 
Day Celebration 

AOENCV: Coast Guard, DOT. 
actiom: Final rule. 

summary; Special local reguiationa are 
adopted (or the Elizabeth River 
Independence Day Celebration. This 
event will be held on the Elizabeth 
River, adjacent to '^Waterside** between 
the Norfolk and PorUmouth downtown 
areas. It will consist of a fireworks 
display froin barges commencing at 7:00 
pm and ending at 11:30 pm on 4 July 
1955. The regulations are needed to 
provide for the safety of life on 
navigable waters during the event, 
treecnvi dati: These regulations 
become effective at 7:00 pm, 4 fuly 1955 
end terminate at 11:30 pm, 4 July 1965. In 
case of indement weather causing the 
event to be postponed, these regulations 
become effective at 7:00 pm, S fuly 1985 
and terminate at 11:30 pm, 5 fuly 1965. If 
the event is postponed, the f^trol 
Commander will issue a broadcast 
Notice to Mariners. 

FOR FURTHER INFORMATl<>N CONTACT. 
Billy Stephenson, Chief. Boating 
Affairs Branch. Fifth Coast Guard 
District 431 Crawford Street, 
Portsmouth. Virginia* 23706 (804-396» 
6202). 

SUFPtEMENTAflV INFORMATION; A notice 
of proposed rule making has not been 
published for these regulations. 
Following normal rule making 
procedures would have been 
impracUcable. The application to hold 
the event was not received until 30 May 
1065, and there was not sufficient time 
remaining to publish proposed rules in 
advance of the event. 

Drafting Information 

The drafters of this regulation are 
Billy J. Stephenson, project officer. 

Chief. Boating Affairs Branch. Fifth 
Coast Guard District, and LCDR Walter 
). Bnidzinski, project attorney. Fifth 
Coast Guard District Legal O^ce. 

Discussion of Regulations 

The City of Portsmouth and Norfolk 
Festevents, Inc. are sponsors of this 
event. Norfolk Ship Company tugs will 
maneuver two barges used for shooting 
fireworks. Closure of the waterway for 
any extended period Is not anticipated 


and thus commercial traffic should not 
be severely disrupted at any given lime. 

list of Subjects in 33 CFR Part 160 

Marine safety. Navigation (water). 

PART 10(>-(AMEND£OJ 
Regulations 

In consideration of the foregoing. Pari 
100 of Title 33, Code of Federal 
Regulations, is amended as followr 

1. The authority citation for Part 100 
continues to read as follows; 

Authority: 33 U SjC 1233; 46 CFR 1.40 biuI 
33 CFR 100.35. 

2. A temporaiy paragraph is added to 
S 100.35-603 to re^ as follows: 

§ 100.35-503 Elizabeth River, NorfoOi, 
Virginia. 

(a) Regulated area. The waters of‘the 
Elizabeth River and its branches from 
shore to shore, bound by the Midtown 
tunnel on the north, the Downtown 
tunnel on the south, and the Berkley 
Bridge on the east. 

(b) Special local regulations. Except 
for participants in the Elizabeth River 
Independence Day Celebration, or 
persons or vessels authorized by the 
Coast Guard Patrol Commander, no 
person or vessel may enter or remain in 
the above area. The operator of any 
vessel In the immediate vicinity of this 
area shzill: 

(1) Slop hia vessel immediately upon 
being directed to do so by any Coast 
Cua^ officer or petty officer on board a 
vessel displaying a Coast Guard ensign, 
and 

(2) Proceed as directed by any Coast 
Guard officer or petty ofitcer. 

(c) Any spectator vessel may anchor 
outside of the area specified in 
paragraph (a) of these regulattons. 

(d) The Coast Guard Patrol 
Commander is a commissioned officer of 
the Coast Guard who has been 
designated by the Commander. Fifth 
Coast Guard District The Patrol 
Commander will be stationed on the 
patrol vessel. 

(e) These regulations and other 
applicable laws and regulations will be 
enforced by Coast Guai^ officers and 
petty officii on board Coast Guard and 
private vessels displaying the Coast 
Guard ensign. 

Dated: |une 17. ISSS. 
lames Ctrwlii. 

Rear Admiral, US, Coast Guard Commander, 
Fifth Coast Guard District 
|FR Doc 85-15106 Piled 6-21-85; 8:45 sm| 
aiujNQ coot 4f 


33 CFR Part 117 
ICG013 85-101 

Drawbridge Operation Regutations; 
Snohomish River, Steamboat Slough, 
and Ebcy Slough. Near Everett WA 

AGENCY: Coast Guard. DOT. 
action: Final rule. 

summary: The Coast Guard Is amendiig j 
the regulations governing the 
Washington State Department of 
Transportation's highway drawbridxei 
across the Snohomish River. Steamboat 
Slough and Ebey Slough between 
Everett and Marysville. Washington 
This change is being made to correct 
errors in highway designations, to 
change the advanced notice requirem<u)l 
for two bridges, and to delete reference 
to a bridge that has been replaced with 
a fixed span structure. Also, this change 
is being made because current oper ating 
regulations, as published in 33 CFR Pari 
117, do not reflect either common usage 
operation or the desired operation of the 
bridges. Past amendments to Part 117 
include unintended changes to the 
regulations governing the operation of 
these bridges. Since tbese conges were 
neither intended, nor anticipated, they 
were not adopted by the owner of the 
bridges or waterway users. These 
discrepancies were recently broughr to 
the attention of the Coast Guard. 
EFFECTIVE DATE: This rule becomes 
effective on July 24,1965. 
address: Comments should be mailed 
to Commander (oan). Thirteenth Coast 
Guard District. 915 ^cond Avenue. 
Seattle. Washington 98174. The 
commente will 1^ available for 
inspection and copying in room 3564 at 
this address. Normal office hours are 
between 7:45 a.m. and 4:15 p.m., Monday 
through Friday, except holidays. 

FOR FURTHER tNFORMATtON CONTACT. 
John E. Mikesell Chief, Bridge Section. 
Aids to Navigation Brandi, (Telephonr 
(206) 442-5864). 

SUPPLEMENTARY INFORMATION: A notiCS 
of proposed rulemaking (.NTRM) was ofll 
published for this regulation and it is 
being made effective in less than 30 
days from the dale of publication. 
Following normal rulemaking 
procedures was considered unnecestsTj 
and contrary to the public interest, 
because the changes merely correct 
minor errors In existing regulations 
which occurred as a result of 
administrative oversight 
Although these regulations are 
published as a final rule without prior 
notice, an opportunity for public 
comment is nevertheless desirable to 
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insure that the regulations are both 
reasonable and workable. Accordingly, 
persons wiahing to comment may do so 
by submitting written comments to the 
onice listed under "address ' in this 
preamble. Persons submitting comments 
ibould include their names and 
addresses* identify the docket number 
for the regulations, and give reasons for 
their comments. Receipt of comments 
will be acknowledged if a self* 
addressed postcard or envelope is 
enclosed, ^sed upon comments 
received, the regulations may be 
changed. 

Drafting Information 

The drafters of this notice are: |ohn E. 
MikpselL project officer, and Lieutenant 
Conimander |udilh M. Hammond, 
project ijttomey. 

Discussion of Regulations 

At an undisclosed time in the past, 
Washington State Highway SR 99 was 
redesignated SR 529. This change 
correctly identifies the affected highway 
bridges. 

The old Washington State highway 
swing span bndge across the Snohomish 
River, mile 15.0. at Snohomish, was 
recently replaced with a fixed bridge. 
Reference to the old bridge has been 
deleted from the regulations. 

The twin SR 529 highway bridges 
across Steamboat Slough, miles 1.1 and 
IZ are upstream from the Burlington 
Northern railroad bridge at mile 1.0. The 
railroad bridge requires four-hours 
advance notice for openings and the 
adjacent highway bridges require one- 
hour advance notice. This change 
increases the advance rmtice 
reqiiiremenl for the highway bridges to 
four hours to be consistent with the 
adjacent railroad bridge. 

Individual, distinctive sound signals 
for Wahhington Slate highway bridges 
across the Snohomish River. Steamboat 
Slough, and Ebey Slough were deleted in 
a previous general change to the 
regulations. A subsequent change to the 
regulations inadvertently reintr^uced 
the distinctive signals. Tlte change was 
neither requested nor desired and was 
never implemented by the owner of the 
bridges or waterway users. Common 
W^ctlcc by both waterway users and 
bridge owners has been to use the one 
prolonged, one short blast signal 
provided in Subparf A—General 
Requirements, Section 117.15. This 
change deletes the individual signals for 
the identified Washington State 
highway bridges to conform with the 
setaal and desired operating procedure. 

Some minor editorial changes also 
have been made to accommodate the 
revised sections. 


Economic Assessment and Certificatioa 

These regulations arc considered to 
be nonmajor under Executive Order 
12291 on Federal Regulation and 
nonsignificant under Department of 
Transportation regulatory policies and 
procedures (44 FR 11054; February 26, 
1979). 

The economic impact has been found 
to be so minimal that a full regulatory 
evaluation is unnecessary. These 
regulations have no appreciable 
economic consequences. They merely 
correct previous minor errors and 
omissions and modify untmplemented 
operating procedures to conform writh 
standard practice. Since the economic 
impact of these regulations is expected 
to be minimal, the Coast Guard certifies 
that they will not have a significant 
impact on a substantial number of small 
entities. 

List of Subjects in 33 CFR Part 117 

Bridges. 

Regulations 

PART 117—I AMENDED] 

In consideration of the foregoing. Part 
117 of Title 33, Code of Federal 
Regulations, it amended as follows: 

1. The authority citation for Part 117 
continues to read as follows: 

Authority*: 33 U.aC 499: and 49 CFR 
1.46 (cK 5) and 33 CFR 1.05-l(g|. 

2. Sections 117.1059 (c). (e). (g), and (h) 
are revised to read as follows: 

PART 117—DRAWBRIDGE 
OPERATION REGULATIONS 

f 117.1059 Snohofnish River, SIsambost 
Slough, and El>ey Slough. 

• • • • • 

(c) The draws of the twin, SR 529. 
hi^way bridges across the Snohomish 
River, mile 3.6, at Everett shall open on 
signal if at least one-hour notice is 
given. On weekdays. Monday through 
Friday, notice for openings shall be 
given by marine radio, telephone, or 
other means to the drawtender at the SR 
529 highway bridge across Ebey Slough, 
at Marysville, and at all other times to 
the drawtender at the twin SR 529 
bridges at Everett One signal opens 
both draws. During freshets, a 
drawtender shall ^ in constant 
attendance and the draws shall open on 
signal when so ordered by the District 
Commander. 

(d) • • • 

(o] The draw of the Burlington 
Northern railroad bridge across the 
Snohomish River, mile 15.5, at 
Snohomish, need not be opened for the 
passage of vessels. 


( 0 * • • 

(g) The draws of the twin. SR 529, 
hi^way bridges across Steamboat 
Slough, miles 1.1 and 1Z, near 
Marysville, shall open on signal if ut 
least four-hours notice is given. On 
weekdays, Monday through Friday, 
notice for openings shall be given by 
marine radio, telephone, or other means 
to the drawtender at the SR 529 highway 
bridge across Ebey Slough, at 
Marysvills. and at all other times to the 
drawtender at the twin SR 529 bridges at 
Everett One signal opens both draws. 
During freshets, a drawtender shall be in 
constant attendance and the draw's shall 
open on signal when so ordered by the 
District Commander. 

(h) The draws of the SR 529. highway 
bridge, across Ebey Slough, mile 1.6, at 
Marysville, shall open on signal if at 
least ooe-hour notice is given. On 
weekdays. Monday through Friday, 
notice for openings shall ^ given by 
marine radio, telephone, or other means, 
to the drawtender at this bridge, and at 
all other limes to the drawtender at the 
SR 529 bridges across the Snohomish 
River at Everett. During freshets, a 
drawtender shall be in constant 
attendance and the draws shall open on 
signal when so ordered by the District 
Commander. 

Dated: |une 10.1985. 

R. R. Gsrreit, 

Captain, US. CooMt Guard. Acting 
Commander, i3th Coast Guard District 
|FR Doc 65-15107 Filed 6-21-65; 8:45 am) 
BIUJMO coot 49l0-t4-ll 


33 CFR Part 165 
IRsgulation 85-01) 

COTP Detroit, Ml. Regulation 65*01, 
Safety Zone Regulationa; Detroit River, 
Detroit, Ml 

AOEHCV: Coast Guard. DOT. 
action: Emergency rule. 

summary; The Coast Guard is 
establishing a safety zone in the Detroit 
River. East Rockwood. Michigan. This 
zone is needed to protect watercraft 
from possible damage during blasting 
operations in the Detroit River. Entry 
into this zone is prohibited unless 
authorized by the Captain of the Port. 
EFFECTIVE DATES: This regulation 
becomes effective at 0700 a.m., F^aatem 
Daylight Time, 12 June 1985. It 
terminates at 1900 p.m.. Eastern Daylight 
Time, 1 September 1965. 

FOR FURTHER INFORMATION CONTACr. 
Lieutenant (jg) R.C. Davis. Port and 
Environmental Safety Officer, Coast 
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Guard Marine Safety Office. Detroit. 
Michigan, 48207-4418. |313) 228-7777. 
SUPf^LCMENTAHY INFORMATION: A notice 
of proposed rulemaking was not 
published for this regulation and it is 
being made effective in less than thirty 
(30) days after Federal Register 
Publication. IHiblishing an NPR.M and 
delaying its effective date would be 
contrary to the public interest since 
immediate action is needed to safeguard 
watercraft and their occupants from the 
associated dangers involved. Notice of 
the blasting operations wos not received 
from the contractor until 15 May 1985. 
and therefore, there was insufTicient 
time to publish a NPRM. Although the 
establishment of this safety zone is a 
final ruling, comments concerning the 
establishment or scope of this zone are 
welcome. Such comments can be 
forwarded to Commanding Officer. Coast 
Guard Marine Safety Office. 2660 E. 
Atwater, Detroit. Michigan. 48207-4418, 
1313) 228-7777. 

Drafting Information 

The drafters of this regulation are 
Lieutenant (jg) R.C. Davis, project officer 
for the Captain of the Port, and 
Lieutenant Commander Leone, Project 
Attorney, Ninth Coast Guard District 
l.egal Office. 

Discussion of Regulations 

The hazard requiring this regulation 
will begin on 12 June 1985 and terminate 
on 1 September 1985, No watercraft will 
be permitted to remain in. enter, moor 
in. anchor in. or transit this safety zone 
unless specifically authorized by the 
Captain of the Port, Detroit. Michigan. 

Drilling and blasting operations oy 
Murray D. Black Co., Inc. are nirccssar)' 
to remove limestone bedrock and 
overburden to accommodate the 
installation of a sewage outfall structure 
at Detroit River Mile 3.9. On one 
designated day per week during the 
above stated time period. 505 pounds of 
Class A explosives will be loaded from 
the end of l..ee Road. East Rockwood 
Michigan. Detroit River Mile 3,9 to a 
designated lug and then shipped to the 
SPUD Barge Minnesota in the Detroit 
River. The barge will store the weekly 
supply of explosives to be used during 
that weeks blasting operations. United 
States Coast Guard personnel will be on 
scene during the weekly loading 
operations to ensure proper 
establishment and enforcement of the 
safety zone, and will conduct periodic 
safety checks during the blasting 
operations as a part of the Daily Harbor 
Patrol. This action is designed to 
prevent damage to watercraft and 
possible injur>' to their occupants should 
any mishap occur during these 


operations. This rule is intended to 
accomplish this purpose by preventing 
all unauthorized water traffic from 
entering the safety zone. 

List of Subjects in 33 CFR Part 165 

Harbors. Marine safety, Navigation 
(water). Security measures. Vessels and 
waterways. 

PART 16S-[AMENDEO] 

Regulation 

In consideration of the foregoing. Part 
165 of Title 33. Code of Federal 
Regulations, is amended as follows: 

1. The authority citation for Part 165 
continues to read as follows: 

Authority: 33 U.S.C 1225 and 1231; 50 
u s e. 191; 49 CFR 1.46 and 33 CFR 186-l(g). 
6.04-1.604-6 and 160.5. 

2. A temporary S 165.T9(n is added to 
read as follows: 

§ 16S.T901 Safety Zonr. OetroH River, 

East Rockwood, ML 

(a) Location. The following area is a 
safety zone: All waters within 250 fed 
of loading area of Class A Explosives at 
the end of l.ee Road, Rockwood. 
Michigan, Detroit River Mile 3.9: all 
waters within 250 feet of tug used to 
transship the explosives to the SPUD 
Barge Minnesota: all waters within 250 
feet of the SPUD Barge Minnesota at 
which times Class A explosives are 
stored on board and all waters within 
250 feet of the daily blasting site. This 
safety zone affects the area from the end 
of Lee Road. Rockwood. Michigan. 
Detroit River Mile 3.9 to a point in the 
Detroit River at approximately 42 
3'8.1'N 83 948.8* W. Warning signs and 
buoys %vill be posted at all points of 
access to the blasting area. Only 
authorized personnel will be permitted 
within the immediate blasting area. 

(b) Effective Dates. 12 June 1985 to 1 
September 1985. 

(c) Regulations, (1) In accordance %vith 
the general regulations in 8 185.23 of this 
part, entry into this zone is prohibited 
unless authorized by the Captain of the 
Port. 

Dated june 11.1985. 

R.M. Larrabee, 

Commander. US. Coast Cuord, Captain of the 
f\yrt. Detroit. Michigan. 

\¥n Doc. 65-15106 Filed 8-21-85: 8:45 Ani| 
aiUJNO COOf 4flO-14-M 


DEPARTMENT OF EDUCATION 
34 CFR Part 750 

Excellence In Education Program 
agency: Department of Education. 


action: Final regulations. 

summary: The Secretary of Education 
(the Secretary) issues regulations for the 
implementation of the Excellence in 
Education Program. The Excellence In 
Education Program provides assistance 
for projects in individual public 
elementary or secondary schools 
designed to achieve excellence in 
education through activities that are 
consistent with the purposes of the 
Excellence in Education Act. 

EFFECTIVE DATE: These regulations take 
effect either 45 days after publication in 
the Federal Register or later if the 
Congress takes certain adjourments. If 
you want to know the effective date of 
these regulations, call or write the 
Department of Education contact 
person. 

FOR FURTHER INFORMATION CONTACT. 
Patricia Alexander, Office of the 
Secretary, U.S. Department of 
Education. 400 Maryiand Avenue, SW., 
Room 4181. Washington, D.C. 20202. 
Telephone: (202) 472-1782. 

SUPPLEMENTARY INFORMATION: . 
BatJeground 

The Excellence in Education Act 
IF.EA) was enacted as Title VI of the 
Education for Economic Security Act 
(EESA), Pub. L 98-377 (20 U.S.C. 4031 et 
seg.). The Excellence in Education Act 
was designed to help maintain the 
momentum for achieving educational 
excellence that was fostered by the 
report of the National Commission oo 
Excellence In Education. *'A Nation At 
Risk: The Imperative for Educational 
Reform.** and other national reports on 
the status of American education. In '*A 
Nation At Risk.** the Commission 
detailed the need to reverse the decline 
in educational quality in this Nation and 
made specific recommendations for 
achieving the goal of excellence. 

The Excellence In Education Program 
is intended to provide grant assistance 
for individual public schools across the 
country that are implementing the 
recommendations of the Commission or 
otherwise striving to improve the quality 
of elementary or secondary education. 

Section 602 of the EEA authorizes the 
Secretary to make awards to local 
educational agencies to carry out 
projects of excellence in individual 
public schools through activities that: (1) 
Demonstrate successful techniques for 
improving the quality of education. (2) 
can be disseminated and replicated, and 
(3) are conducted with the participation' 
of school principals, school teachers, 
parents, and business concerns In the 
locality of the school. 
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Section 607 of the ERA authorizes the 
Serretanf to make special school 
awards for those schools which obtain 
contributions of funds from the private 
sector in order to support the activities 
proposed for Federal assistance under 
ihe EFA« In addition to the financial 
contribution required for eligibility 
under this category, schools may also 
accept in kind contributions, such as 
volunteer services and donated 
equipment or supplies, in support of the 
activities propos^ for assistance. 

Both the school excellence awards 
and the special school awards support 
school improvement activities. 

The Congress has appropriated $5 
million for this program in Fiscal Year 
1965. Four million dollars are available 
for the school improvement activities 
authorized under sections 602 and 607 of 
the EEA. The remaining $1 million is 
restjrved for Ihe Secretary to conduct 
research* evoluation. and dissemination 
activities, as authorized by section 606 
of the EEA. 

Comments and Responses 

A summary of the comments received 
on the Notice of Proposed Rulemaking 
(NPRM) and the Secretary's responses 
to those comments can be found in the 
Appendix to these final regulations. 

Si^ificaot Differences Between the 
NPRM and these Final Regulations 

On November 28.1964, the Secretary 
published in ihe Federal Register (40 FR 
46755) the NPRM for the Excellence in 
Education Program. During the comment 
period eight letters were received 

The provisions of these final 
regulations are substantially the same 
as those of the NPRM. However, after 
careful consideration of the public 
comments on the proposed regulations, 
the Seaetary has made some changes. 

The definitions of chief State school 
officer and chief educational officer in 
{ 750.4(c) have been revised to indicate 
that the ^ief State school officers and 
the chief educational officers are the 
individuals responsible for elomentar>' 
and Kpcondary education In each State 
and outlying area. 

The language in S 750.21(b)|1) has 
been revised to clarify that any public 
elementary or secondary school is 
eligible for an award under this 
P^am, provided that the school is 
operated by a local educational agency. 
This could include, for example, a 
special school serving the handic<ipped 
or the gifted and talented, in addition to 
the other types of schools listed. 

Hie language in S 750.31(a)(2)(\i) has 
been revised to reflect more fully the 
language in section 005(a)(2)(B) of the 
EEA. Section 605(a){2)|B) requires that 


the criteria used in selecting schools for 
awards include standards for each local 
educational agency to nominate schools 
"which show promise of demonstrating 
that the school will carr>' out well- 
planned. creative, or innovative 
activities designed to carry out the 
purposes of (the program) in a 
successful manner.** 

Section 750.32 has been revised to 
include the provisions of section 
605(c)(1) of the EEA requiring the 
Secretary to select no more than 500 
schools from the nominations submitted 
by Ihe chief State school officers and 
chief educational officers after an 
impartial review panel has considered 
each submission. 

Summary of Major Provisions 

(IJ Types of Grants 

Section 750.10 Implements the 
provisions of sections 604.605, and 607 
of the EEA, establishing two types of 
awards under this program: (1) School 
excellence grants and (2) special school 
grants. Special school grants require the 
assurance of contributions of funds from 
the private sector as part of the 
application, as described in 
§ 7S0.20(b}(6)(ii). 

Eligibility 

Consistent will section 605(a)(1) of the 
EEA, S 750.2(a) states that a local 
educational agency (LEA) is eligible for 
a grant under this program if a spcciltc 
school or specific schools of that li%A 
were nominated by the chief State 
school officer or chief educational 
officer in accordance with i 750.21. 
Section 750.2(b) implements the 
requirement of section 606(b) of the EEA 
that no individual school is eligible to 
receive more than one grant under this 
program. 

IJJ Establishing Priorities 

Section 750.11 of the regulations 
allows the Secretary to establish 
priorities for this program consistent 
with section 00S(c)(2) of the EEA. 
Section 75011(a) implements the 
requirement of section 605(c)(2) of the 
EEA that the Secretary give priority to 
applications that have the highest 
potential for successfully demonstrating 
techniques to improve the quality of 
education and that can be disseminated 
and replicated. Under $ 750.11(b). the 
Secretary also gives priority to 
applications that have as their purposes 
one or more (or combinations) of those 
purposes listed in section 605(c)(2)(A)- 
(G) of Ihe EEA. Addilionally, S 750.11(c) 
permits the Secretary to select as a 
priority other types of profects as 
announced in the Federal Register. The 


Secretary may establish a separate 
competition for each priority selected 
pursuant to § 750.11(d). 

In addition to establishing funding 
priorities under paragraphs (a) and (b) 
of § 750.11. the ^rctary may Invite 
applicants to propose pro|ect8 in any 
area of education consistent with the 
purpose of the EEA. which is to provide 
funds to individual public schools to 
implement projects designed to achieve 
excellence and to disseminate 
information about the design and 
successes of those projects. 

(4) The Application and Selection 
Process 

Sections 750.20 and 750.21 implement 
Ihe application procedures required by 
section 005 (a) and (b) of the EEA. Under 
§ 750.20. a local educational agency is 
required to submit to the chief State 
school officer or to the chief educational 
officer an application for each school for 
which the local educational agency is 
applying for a grant. Under { 750.21, the 
chief State school officer selects up to 
twenty-five applications for submission 
to the Secretary. In the case of the 
Commonwealth of Puerto Rico. Guam. 
American Samoa, the Virgin Islands, the 
Northern Mariana Islands and the Trust 
Territory of the Pacific Islands, the chief 
educational officer selects up to five 
applications for submission to the 
Secretary. Section 750.21 establishes the 
process for use by the chief State school 
officer or the chief educational officer in 
selecting schools to nominate to ihe 
Secretary. 

(5) Selection Criteria 

Section 750.31 implements the 
requirement of section G05(c)(l) of the 
EEA that applications be selected for 
funding under this program based on 
uniform criteria. Section 750.31 of these 
regulations establishes selection criteria 
for use by the Secretary in evaluating 
applications nominated by the chief 
State school officers or chief educational 
officer for both school excellence school 
grants and special grants. In addition to 
the points indicated in parentheses 
following each criterion in { 750.31. 
i 750.30 permits the Secretary to 
distribute a reserved 15 points among 
the applicable criteria. The Secretary 
announces, in a notice published in the 
Federal Register, how the reserved 
points will be distributed for each 
competition. 

(6) Funding Limitations 

Section 750.33 implements the 
requirement of section 606 of the EEA 
that the Secretary base ihe amount of a 
grunt to an individual school on Ihe size 
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of the school specifically, the number of 
students enrolled in the school and the 
number of teachers teaching in the 
school 

For school excellence grants, schools 
with fewer than 1.000 students and 
teachers combined are eligible to 
receive up to $15,000 for a one-year 
project or up to $30,000 for a two-year 
project under S 75a33(b). Schools with 
IXItio or more students and teachers 
combined are eligible to receive up to 
$20,000 for a one-year project or up to 
$35,000 for a two-year project. 

For special school grants, schools with 
fewer than 1.000 students and teachecs 
combined are eligible to receive up to 
$20,000 for a one-year project or up to 
$35,000 for a two-year project under 
i 750.33(c). Schools with 1.000 or more 
students and teachers combined are * 
eligible to receive up to $25,000 for a 
one-ycur project or up to $40,000 for a 
two-year project 

Section 75a33(dl which implements 
section 606(b) of the ECA. limits the 
length of a grant under this program to a 
project period no longer than two years. 

(7) Cost Sharing 

Cost sharing is a required post-award 
condition for a grantee receiving a 
special school grant The private sector 
must contribute some funds to the 
project Section 750.40 implements the 
requirement of section 607(b] of the FF«A 
that the Federal share for each year of 
the grant be not less than 67% percent 
nor more than 90 percent of the total 
cost of the project. The Secretary 
announces, in a notice published in the 
Federal Register, the Federal share for 
each category of special school grants. 
Section 750.4l()|c) implements section 
007(b) of the EEA. requiring the 
Secretary to base the Federal share for 
each category of special school grants 
upon uniform selection criteria. Under 
1750.40(c), the Secretary bases the 
Federal share for each competition 
established in any year on the following 
criteria: (1) If the Secretary has selected 
a priority for the competition, the extent 
to which contributions of funds bom the 
private sector will enhance the 
implementation of projects under that 
priority, and (2) the amount of funds 
appropriated (or likely to be 
appropriated) for this program in a 
poilicular year. For example, the 
Secretary may select as a priority 
demonstrations of new and promising 
models of school-community and school- 
to-school relationships including the use 
of nonschool personnel to alleviate 
shortages in areas such as mathematics, 
science, and foreign language 
instruction, as well as other partnerships 
bet>veen business and education. Since 


projects addressing this priority would 
requhne private sector support the 
Secretary could establish the Federal 
share at 67% percent By requiring a 
large non-Federal share, the Secretary 
would make it necessary for local 
schools to seek maximum private sector 
financial contributions. As defined in 
the Education Department Genera) 
Administrative Regulations (EDGAR). 34 
CFR 77.1. -project** means on)y the 
activity described in an application. 
Accordingly, a special school project 
could be part of one or more larger 
programs conducted at the local level. 

Although S 75a20(b)(6](ii) requires an 
assurance that some private funds will 
be contributed to meet the costs of a 
sped&l school projecl the non-Federal 
share of the project costs does not have 
to be borne entirely by the private 
sector. 

Executive Order 12291 

These regulations have been reviewed 
in accordance with Executive Order 
12291. They are not classified as major 
because they do not meet the criteria for 
major regulations established in the 
Order, 

Intergovernmental Review 

This program is subject to the 
requirements of Executiv e Or der 12372 
and the regulations in 34 CFR Part 79 (48 
FR 29158; |une 24.1983). The objective of 
the^ecutive Order is to foster an 
intergovernmental partnership and a 
strengthened federalism by relying on 
States and local processes for State and 
local government coordination and 
review of proposed Federal financial 
assistance. 

In accordance with the Order, this 
document is intended to provide early 
notification of the Departments specific 
plans and actions for this program. 

List of Subjects in 34 CFR Part 750 

Education, Grant program—education. 
Reporting and recor^eeping 
requirements. 

Citation of Legal Authority 

A citation of statutory or legal 
authority is placed in parentheses on the 
line following each substantive 
provision of these regulations. 

(Catalog of Federal Domestic Assistance 
Number 64.171 Excellence in Education 
Program.) 

Dated: june 19.1965. 

William |. Bennett. 

Sscrrtary of Education. 

The Secretary amends Title 34 of tlie 
Code of Federal Regulations by adding a 
new Part 750 to read as follows: 


PART 750—EXCELLENCE IN 
EDUCATION PROGRAM 

Subpart A—Caneral 

Sec- 

750.1 W^hat Is the Excellence in EducaUon 
Program? 

750.2 What parties are eligible for a grant 
under the Excellence in Education 
Program? 

750.3 What regulations apply to this 
program? 

7504 What deTmitioos apply to this 
program? 

Subpart B—What Types of Prejecls Does 
the Secretary Assist Under This Progam? 

750.10 What types of grants doss the 
Secretary award o^er this prograntT 

750.11 How does the Secretary eetablivii 
priorities for this program? 

Subpart C— How Does One Apply for s 
Grant? 

75020 How does ■ local cducationai agtney 
apply for a grant under this program ^ 

75021 flow does a State educational agency 
nominate a school for a grant under this 
program? 

Subpert D—How Does the Secretary Maks 
a Orwit? 

75030 How does the Secretary evaluatv sa 
application? 

750.31 What selection criteria does the 
Secretary use? 

75022 How does the Secretary ooosklei (sir 
and equitable dlitributioo of projeci.M^ 

75023 What funding limitations apply to 
grants under this progreni? 

Subpart E—VThat Conditions Must be Met 
by the Grantee? 

75a40 Is cost sharing required for granti 
under this program? 

75a41 Are there restrictions on the use of 
funds for equipment uruler this progr4im? 

Authority: Excellence in Education Act (the 
EEA). Title VI of the Educalioo for Boonomic 
Security Act (the EESA). Pub. L 98-377. M 
Stat. 1267 (20 U.ac 4031 H seq. ). UoIpsh 
otherwise noted. 

Subpart A—General 

4 75ai What la the Excellence In 
Education Program? 

The Excellence in Education Plrogruni 
assists local educational agencies to 
carry out in individual public schools of 
those agencies, projects designed to 
achieve excellence tn elementary and 
secondary education that— 

(a) Demonstrate successful techniques 
for improving the quality of education: 

(b) Can be disseminated and 
replicated; and 

(c) Are conducted with the 

% paHietpation of school principals, school 
teachers, parents, and business ocuicenif 
in the locality. 

(20 US.C 40311 
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{ 750.2 What parties are eligible for a 
grant under the ExceOence in Education 
Program? 

(a) Subject to the limitation in 
piir.igraph (b) of this section, a local 
educational agency is eligible to receive 
a grant under the exellcnce in Education 
Program if a specific school or schools 
of that local educational agency have 
been nominated in accordance with 

$ 750.21. 

(b) A local educational agency may 
not receive more than one grant under 
this program for each individual school 
of the local educational agency. 

(201 j5.c 4033. 4034. and 4035) 

} 750.3 Whet regulations apply to this 
program? 

(a) The following regulations apply to 
grants under the Excellence in 
Fxiucation Program: 

(1) The Education Department 
General Administrative Regulation.s 
(EDGAR) established in Title 34 of the 
Code of Federal Regulations in Part 74 
(Administration of Grants). Part 75 
(Direct Grant Programs), Pari 77 
(Definitions That Apply to Department 
Regulations). Part 78 (^ucation Appeal 
Board), and Part 79 (Intergovernmental 
Review of Department of Education 
Programs). 

(2) The regulations In this Part 750. 

(b) The regulations in this Part 750 do 
not apply to contracts awarded under 
the Excellence In Education Program. 

(20 U S.C 4033) 

} 750.4 What definitions apply to this 
program? 

(a) Definitions in the Education for 
Economic Security Act. The following 
terms used in this part are defined in 
sections 3 and 603 of the Education for 
Economic Security Act: 

Elementary school 

l/>cal educational agency 
Secondary school 
Secretary 
State 

Stale educational agency 

(b) Definitions in EDGAR. The 
followli^ terms used in this part are 
defined in 34 CFR 77.1: 

Applicant 

Application 

Award 

Budget 

Department 

eix;ar 

Facilities 
Fiscal year 
Grant 

Grant period 

Project 

Public 

(c) .Additional definitions. The 
following terms arc used in this part: 


**Chlef educational officer** means the 
chief officer for elementary' and 
secondary education of the 
Commonwealth of Puerto Rico. Guam. 
American Samoa, the Virgin Islands, the 
Northern Mariana Islands, or the Trust 
Territory of the Pacific Islands. 

*’Chiel Stale school officer** means the 
chief officer for elementary and 
secondary education of each State other 
than the Commonwealth of Puerto Rico. 
Guam. American Samoa, the Virmn 
Islands, the Northern Mariana Islands, 
or the Trust Territory of the Pacific 
Islands. 

*‘EEA** means the Excellence in 
Education Act. Title VI of Public Law 
98-377. 

“KESA** means the Education for 
Economic Security Act. Public Law 98- 
377. 

(20 U.S.C. 3902. 4032) 

Subpart B—What Types of Projects 
Does the Secretary Assist Under This 
Program? 

§ 760.10 What types of grants does the 
Secretary award under the program? 

The Secretary' awards two types of 
grunts under this program: 

(a) Schools excellence grants. The 
Secretary awards school excellence 
grants to carry out the purposes of this 
program described in § 750.1. 

(b) Special school grants, 'fhe 
Secretary awards special school grants 
to encourage contributions of funds from 
the private sector to cany out further the 
purposes of this program. 

(20 U.SG. 4034. 4036) 


{ 750.11 How does the Secretary estabHeh 
pfioiitiet for this program? 

(a) The Secretary gives priority to 
applications proposing projects that 
have the highest potential for 
successfully demonstrating techniques 
to improve the quality of education and 
that can be disseminated and replicated. 

(b) The Secretary also gives priority to 
applications that have as their purposes 
one or more (or combinations) of the 
following— 

(1) Modernization and i.mprovenient of 
secondary school curricula to improve 
student achievement in academic or 
vocational subjects, or both, and 
competency in basic functional skills; 

(2) Elimination of excessive clccUvcs 
and the establishment of increased 
graduation requirements in basic 
subjects: 

(3) Improvement in student 
attendance and discipline through the 
demonstration of innovative student 
motivation techniques and attendance 
policies with clear sanctions to reduce 
student absenteeism and tardiness: 


(4) Demonstrations to increase 
learning time for students; 

(5) Experimentation providing 
incentives to teachers and teams of 
teachers for outstanding performance, 
includint financial rewards, 
administrative relief such as the 
removal of paperwork and extra duties, 
and professional development; 

(6) Demonstrations to increase student 
motivation and achievement through 
creative combinations of independent 
study, team teaching, laboratory 
experience, technology utilization, and 
improved career guidance and 
counseling: or 

(7) Demonstrations of new and 
promising models of school-community 
and Bchool’to-school relationships 
including the use of nonschool personnel 
to alleviate shortages in areas such as 
mathematics, science, and foreign 
language instruction, as well as other 
partnerships between business and 
education, including the use of 
equipment. 

(c) In addition to establishing 
priorities for this program pursuant to 
paragraphs (a) and (b) of this section, 
the Secretary may also give priority to 
other ty'pes of projects as announced in 
the Fe^ral Register. 

(d) The Secretary may establish a 
separate competition for any or each 
priority selected. If a separate 
competition is established for a priority, 
the ^cretary may reser\'e all 
applications that relate to the priority 
for review under the separate 
competition. 

Note.—EDGAR establishes the method for 
applying priorities. See 34 CFR 75.105. 

(20 U.S.C 4034) 

Subpart C—How Does One Apply for a 
Grant? 

§750.20 How does a local educational 
agency apply for a grant under this 
program? 

(a) A local educational agency shall 
submit to the chief State school officer 
(or chief educational officer) of the State 
in which the local educational agency is 
located a separate application for each 
school with respect to which the local 
educational agency is applying for a 
grant. In any fiscal year in which the 
Secretary establishes separate grant 
competitions within this program, a 
local educational agency may apply for 
more than one grant for an individual 
school by submitting separate 
applications to each or any of the grant 
competitions. Pursuant to § 750.2(b). a 
local educational agency may receive 
only one grant under this program for 
earJi individual school. 
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(b) In addition to the information 
required in EDGAR, 34 CFR 75.107, Ihe 
local educational agency must include in 
its application the following information: 

(1) The type of grant under ( 750.10 for 
which the local educational agency is 
applying. 

(2) The name and lociation of the 
school. 

(3) School size in terms of the number 
of students enrolled and the number of 
teachers teaching in the school 

(4) The size, sodoeconomic 
conditions, location of the community in 
which the school is located, and the 
local governmental arrangements 
between the government and the local 
educational agency submitting the 
application. 

(5) A description of the activities, 
induding information designed to meet 
the selection criteria listed in { 75031. 
that will be conducted in the school 
nominated. 

(6) Assurances that— 

(i) The school nominated for a grant 
will carry out the activitios proposed in 
the application: and 

(ii) If a school is nominated for a 
special school grant as described in 

i 75010(b). it will receive contributions 
of funds ^m the private sector to help 
carry out the activities proposed In the 
application. 

(7) An assessment of the potential for 
the proposed project to successfully 
demonstrate techniques for improving 
the quality of education that can be 
disseminated and replicated. 

(20 U.Sa 4034) 

(Approved by the Office of Management and 
Budget under control number 1(HKM)510. 

} 750.21 How does a Ststa aducsHonal 
agency nominate a echool for a grant under 
IMS program? 

(a) In each riscal year, the chief State 
school officer of State may select 
for nomination to the Secretary up to 
twenty-five applications from those 
submitted in accordance with 

{ 750.20(a). In the case of the 
Commonwealth of Puerto Rico, Guam. 
American Samoa, the Virgin Islands, the 
Northern Mariana Islands, and the Trust 
Territory of the Pacific Islands, the chief 
educational officer may select up to five 
applications. 

(b) In selecting schools lu nominate 
under this section, the chief State school 
ufTicer or chief educational officer shall 
assure a fair and equitable distribution 
of schools within the State after 
considering— 

(1) All categories of public elementary 
and secondary schools within the State, 
including, but not limited to, elementary 
schools, junior high schools, secondary 


schools., vocational'technical schools, or 
any combination of two or more schools: 

(2) Socioeconomic condilions of the 
State; 

(3) Geographic distribution within the 
SUIe; 

(4) School size; 

(5) The size and location of the 
community in which the school is 
located; 

(6) The local governmental 
arrangements between the government 
and the local educational agency 
submitting Ihe application; 

(7) The potential for the proposed 
project to demonstrate successfully 
tcctoiques for improving the quality of 
education in ways that can be 
disseminated and replicated; and 

(6) Other relevant information 
provided by the lo^i educational 
agency in its application, including 
information that addresses each 
selection criterion in S 750.31. 

(c) In order to nominate Individual 
schools in local educational agencies for 
grants under this program, each chief 
State school officer or chief educational 
officer shall send to the Secretary the 
following information regarding each 
individual school to be nominated to the 
Secretary: 

(1) The application submitted by the* 
lo^ educational agency that nominated 
the school. 

(2) Any additional information 
consideriKi under paragraph (b) of this 
section that is not included in the 
application and that is needed to enable 
the Secretary to make a determination 
under i 750.32. 

(3) Any additional information that 
the ^ief State school offi^ (or chief 
educational officer) and local 
educational agency consider 
appropriate. 

(20 US.C. 4034) 

(Approved by Ihe Office of Muimgcroent and 
Buc^t under control number I8ao-O5ia) 

Subpart O^How Dom tha Secretary 
Make a Grant? 

1750.30 How does the Secretary evaluate 
an application? 

(a) The Secretary evaluates an 
application submitted under this 
program on the basis of the criteria in 
S 750.31. 

(b) The Secretary may award up to 
100 points, including a reserved 15 
points to be distributed in accordance 
with paragraph (d) of this section, based 
on the criteria in S 750.31. 

(c) Subject to paragraph (d) of this 
section, the maximum possible points 
for each criterion is in^calcd In 
parentheses after the heading for each 
criterion. 


(d) For each competition, as 
announced through a notice published in 
the Federal Register, the Secretary 
distributes the reserved IS points emon.i^ 
the criteria in I 750.31. 

(20 DSC 4034) 

(zsaai What selecUon criteria does the 
Secretary use? 

The Secretary uses the following 
criteria in evaluating each application; 

(a) Plan of operation. (20 joints) 

(1) The Secretary reviews each 
application for information that shown 
the quality of the plan of operation for 
the project 

(2) The Secretary* looks for 
information that shows— 

(i) High quality in the design of the 
project: 

(ii) An effective plan of management 
that insures proper and effident 
administration of the project: 

(iii) A dear description of how the 
objectives of the project relate to the 
schoors need and to the purposes of Ibis 
program: 

(iv) The way the applicant plans to 
use its resources and personnel to 
achieve each objective: 

(v) A clear description of how the 
applicant will provide equal access and 
treatment for eligible project 
partidpanti who are members of 

that have been traditionally 
underrepresented, such as— 

(A) Members of racial or ethnic 
minority groups; 

(B) Women; 

|C) Handicapped persons; and 

(D) The clderl>% 

(vi) The quality of the work plan as 
evidenced by the specification and 
schedule of well-planned, creative, and 
innovative activities designed to achipv'i^ 
the project objectives in a successful 
manner, and 

(vli) The participation of school 
principals, school-teachers, parents, and 
business concerns in the locality. 

(b) Quality of key personnel (15 
Points) 

(1) Tlic Secretary reviews each 
application for information that tfaow<' 
the qualifications of the key pciwnn<‘! 
that the applicant plans to use on the 
project, 

(2) The Secretary* looks for 
information that shows— 

(i) The qualincations of the projcci 
director (if one is to be used); 

(ii) The qualifications of each of the 
other key personnel to be used in thft 
project; 

(iii) The time that each person 
referred to in paragraphs (b)(2) (i) and 
(ii) of this section wilt commit to the 
project; and 
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(iv) The extent to which the applicant 
ii part of its nondiscriminatory 
employment practiceit encourages 
ipplications for employment from 
persons who are members of groups that 
have been traditionally 
unJerrepresented. such as— 

(A) Members of racial or ethnic 
minority groups; 

(D) Women; 

(C) Handicapped persons: and 

(D) The elderly. 

(3) To determine personnel 
qualiHcations. the Secretary considers 
experience and training, in fields related 
to the obfectives of the proiect. as %vell 
as other information that the applicant 
provides. 

(c) Budget and cost effectiveness, (5 
Points) 

(1) The Secretary reviews each 
•ppUcation for information that shows 
that the project has an adequate budget 
ind is cost effective. 

(2) The Secretary looks for 
information that shows— 

(i) The budget for the project is 
adequate to support the project 
activities: and 

|il) Costs are reasonable in relation to 
the objectives of the project. 

(d) Evaluation plan, (5 Points) 

(1) The Secretary reviews each 
application for information that shows 
the quality of the evaluation plan for the 
project. Cross-reference—See EDGAR 
34 CFR 75.590 (Evaluation by the 
grantee). 

|2) The Secretary looks for 
information that shows the methods of 
isaessing and reporting the outcomes of 
the project are appropriate for the 
project and. to the extent possible, are 
objective and produce data that are 
quantifiable. 

|3) The Secretary looks for 
information that shows reporting 
methods that enhance the potential for 
disseminating and replicating the 
project. 

|e) ,^dequQcy of resources, (5 Points) 

|1) The Secretary reviews each 
application for information that shows 
that the applicant plans to devote 
adequate resources to the project. 

(2) The Secretary looks for 
information that shows— 

(i) The facilities that the applicant 
plant to use are adequate; and 

(ii) The equipment and supplies that 
the applicant plans to use are adequate. 

(0 huproving elementary or 
^ondary education, (15 Points) 

(1) The Secretary reviews each 
application for information that shows 
the extent to which the project 
contributes to the improvement of the 
^lily of elementary or secondary 
education in the applicant's school 


through activities designed to implemeni 
recommendations from the Report of the 
National Commission on Excellence in 
Education, other national reports on the 
status of American education, or current 
research findings on approaches to 
making schooling more effective. 

(2) The Secretary looks for 
information such as— 

(i) The extent to which the project's 
objoctivea apply to the school's 
particular circumstances and needs, 
current recommendations and findings 
concerning ways to improve the quality 
of education; 

(ii) The process by which the 
applicant identified its needs: 

(iii) The manner in which those 
objectives form the basis of the 
activities designed to demonstrate 
successful techniques improving the 
quality of education in the applicant's 
^ook 

(iv) The extent to which the project 
provides potential to experiment with 
standards of quality; and 

(v) The benefit to the applicant from 
meeting the project's objectives. 

(g) National significance, (15 Points) 

(1) The Secretary reviews each 
application for information that shows 
the national significance of the project. 

(2) The Secretary looks for 
information that shows the extent to 
which the projett makes a contribution 
of national significance, as measured by 
factors such as— 

(i) A demonstrated national need for 
the project in terms of the 
recommendations to improve the quatity 
of education In the Rep^ of the 
National Commission on Excellence in 
Education, other national reports on the 
status of American schools, or current 
research findings on ways to improve 
the effectiveness of schools; 

(ii) The extent to wliich the project 
meets specific national needs as shown 
by— 

(A) The national needs addressed by 
the pmect; 

(B) The potential benefit to other 
schools In the Nation from successfully 
addressing the needs; 

(C) The extent to which the prolecl 
involves creative or innovative 
techniques to improve educational 
quality in the school; 

(D) The extent to which the project 
builds upon and adds to current 
educational information or research; and 

(^ The extent to which the project is 
designed to yield outcomes that can be 
readily disseminated and replicated in 
other school settings, such as products, 
materials, processes or techniques. 

(h) ApplicanEa commitment and 
capacity. (5 Points) The Secretary looks 
for information that shows the extent of 


the applicant's commitment to the 
project its efforts to generate 
community support for the project and 
the likelihood that it %vill build on the 
project when Federal assistance ends. 

(aoUS.C 4031.4034) 

(Approved by the Otilct of Management and 
Buf^t under control number 1060-0610) 

i 750.32 How does the Secretary consider 
fair and equitabit dtstrfbutton of pro)ecU7 

(a) After evaluating the applications 
according to the criteria contained in 

i 750.31 of these regulations, the 
Secretary determines whether the most 
highly rated applications are fairly and 
equitably distributed throughout the 
Nation and throu^out each State. In 
determining whether the most highly 
rated applications are fairly and 
equitably distributed, the Secretary 
considers— 

(1) All categories of public elementary 
and secondarv schools within each 
State and within the Nation, including, 
but not limited to, elementary schools, 
junior high schools, secondary schools, 
vocational-technical schools, or any 
combination of two or more schoolr, 

(2) Socioeconomic conditions %vithin 
the State and the Nation; 

(3) Geographical distribution within 
the State and the Nation; 

(4) School size: 

(5) The size and location of the 
community in which the school is 
located; 

(6) The local governmental 
arrangements between the government 
and the local educational agency 
submitting the application; and 

(7) The potenti^ for the proposed 
project to demonstrate successfully 
ted^ques for improving the quality of 
education that can be disseminated and 
replicated. 

(b) The Secretary selects not more 
than 500 schools from the nominations 
submitted by the chief State school 
officers and chief educational oncers 
after an impartial review panel has 
considered each submission. 

(c) The Secretary may select other 
applications for funding If doing so 
would improve the distribution of 
projects funded under a particular 
competition or under this program. 

(20 US,C, 4034) 

i 750.33 Whst funding Rmltations appfy lo 
grants urulef thJs program? 

(a) The amount of a grant awarded to 
a local educational agency for an 
individual school must be based on the 
size of the school the number of 
students enrolled in the school and the 
number of teachers teaching in the 
school 
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(b) With respect to school excellence 
grants* the amount of the grant may not 
exceed the following: 

(1) For schools with a size of fewer 
than 1000 students and teachers 
combined* $15,000 for a one-year project 
and $30,000 for a two-year project. 

(2) For schools with a size of 1000 or 
more students and teachers combined. 
$20,000 for a one-year project and 
$35,000 for a two-year project. 

(c) With respect to special school 
grants, the amount of the grant may not 
exceed the followir^: 

(1) For schools with a size of fewer 
than 1000 students and teachers 
combined. $20,000 for a one-year project 
and $35,000 for a two-year project. 

(2) For school with a size of 1000 or 
more students and teachers combined. 
$25,000 for a one-year project and 
$40,000 for a two-year project 

(d) A grant under this program may 
not ^ made for a project period longer 
than two years. 

(20 U.S.C 4035. 4038) 

Subpart E—What Conditions Must Be 
Met by the Grantes? 

{ 7S0.40 Is cost shaiiog rsquirsd for 
grants under this program? 

(a) The Secretary requires cost 
sharing only for grantees that receive 
special school grants. 

(b) The Federal share for each year of 
the grant may not be less than 67% 
percent nor more than 90 percent of the 
total cost of the project for which a 
special school grant is awarded. 

(c) The Secretary announces, in a 
notice published in the Federal Register, 
the Federal share for each competition 
established for special school grants. 

The Secretary bases the Federal share 
for each competition on the following 
criteria: 

(1) If the Secretary has selected a 
priority for the competition, the extent to 
which contributions of funds from the 
private sector will enhance the 
implementation of projects under that 
priority: and 

(2) *rhe amount of funds appropriated 
(or likely to be appropriated) for this 
program in a particular year. 

Note. —EDGAR establishes the rules 
governing cost sharing. See 34 CFR 74.50- 
74.57. 

(20 U.S.C. 4036) 

$750.41 At# ttwfs restrictions on the use 
of funds for squipmsnt undsr this 
program? 

Of the funds made available through a 
grant under this program, the Secretary 
may restrict the amount of funds used to 
purchase equipment. 

(20 U.S.C. 4034) 


Note.—-This appendix will not appear in 
the Code of Federal Regulations. 

Appendix—Summar>' of Comments and 
Responses 

Eight letters were received during the 
45-day public comment period. The 
commenters generally sought 
clarification of speciAc provisions of the 
regulations. 

The following is a summary of the 
public comments received on the 
proposed regulations published in the 
Fecierai Register on November 26.1984 
(49 FR 46755), and the Secretary's 
responses to those comments, including 
any changes. The comments are 
arranged according to the order in which 
the provisions they address appear in 
the final rcgtilajions. 

Subpart A—^^neral 

Section 7502 What parties are eligible 
for a grant under the Excellence in 
Education Program? 

Comment One commentcr reoucsted 
clarification on whether nonpublic 
schools are eligible to participate in the 
Excellence in Mucation Program. The 
commenter contended that since 
nonpublic schools are referenced in 
several of the other programs authorized 
in the Education for Economic Security 
Act (KESA), nonpublic schools should 
be considered in the Excellence in 
Education Program. 

Response. No change has been made. 
While other Titles of the EESA provide 
for the equitable partidpation of 
children and teachers In nonpublic 
schools. Title VI. the Excellence in 
Education Act (EEA), does not. Section 
602 of the EEA states explicitly that the 
purpose of the program "is ... to make 
awards to local educational agencies 
... to carry out programs of excellence 
In individual schools. . . .” For the 
purposes of this Act. section 603 states 
that the term "local educational agency" 
has the same meaning given the term 
under section 196(a)(10) of the 
FJementary and ^condary Education 
Act of 1965 (ESFJV). Section 198(a)(10) of 
the ESEA states ". . . local educational 
agency means a public board of 
education or oiher public authority 
legally constituted within a State for 
either administrative control or direction 
of. . . pi/b//c elementary or secondary 
schools.. . . Such term includes any 
other public institution or agency having 
administrative control and direction of a 
public elementary or secondary school," 
(Emphasis added). 

Comment Two commenters 
questioned the language in proposed 
$ 750.2(b) prohibiting an individual 
school from receiving more than one 
award under this program. Both 


commenters questioned whether an 
individual school could receive multiplr 
aw ards for different projects. 

Response. No change has been made 
Section 606(b) of the EEA states that **qo 
individual school may be eligible for an) 
additional award under this title." 

Section 750.4 Whot definitions apply 
to this program? 

Comment One commenter 
recommended that the language in 
proposed $ 750.4(c). defining State 
school officer and chief educational 
officer be revised to specify that both 
terms mean chief officer for elemenUr)’ 
and secondary education. 

Response. A change has been made 
The language in $ 750.4|c) has been 
revised to indicate that the chief State 
school officer and the chief educational 
officer are the individuals responsible 
for elementary and secondar>' educatioo 
of each Stale and outlying area. 

Subpart B—What Types of Projects 
Does the Se€Tetar>' Assist Under This 
Program? 

Section 750.10 What types of grants 
does the Secretary award under this 
program? 

Comment. One commenter 
recommended that the language in 
proposed S 750.10(b) be changed to 
clarify the role of the private sector in 
the special school grants categor>'. Thr 
commenter fell that private sector 
support should supplement adequate 
funding for public education. Further, 
the commenter suggested that the 
Secretary base the level of funding for s 
special school grant solely on the qusHlj 
of the project rather than on the 
participation of business and industry* 

Response. No change has been made. 
Section 607(a) of the EEA authoriaurs the 
Secretary to make special school 
awards for those schools that obtain 
contributions of funds from the priviitf 
sector to carry out their proposed 
activities. The Secretary bases the 
Federal share for each competition an 
the extent to which contributions of 
funds from the private sector will 
enhance the implementation of the 
projects. Private sector participation is ^ 
specific requirement under section 
607(a) the EEA. to encourage further 
public/private partnerships in public 
education. Furthermore. Congress had 
directed the Secretary, in section 
604(bK2) of the EEA. to reserve $3 
million of the total appropriation forip^ 
Excellence in Education Program for 
special school grants. 

The overall purpose of the Exccll^’** 
program is to provide assistance to wcs 
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educational agencies to carry out 
projects in individual public schools 
through activities that demonstrate 
tuccrssful techniques for improving the 
quality of education: that can be 
disseminated and replicated; and that 
ire conducted with fte participation of 
school principals, teachers, parents, and 
local business concerns. Under I 750.11, 
the Secretary is required to give priority 
to applications proposing projects that 
have the highest potential for 
successfully demonstrating techniques 
to improve the quality of education. The 
selection criteria used by the Secretary 
to ev aluate each application reinforce 
this. 

Section 750,21 How does the Secretary 
Bitablish priorities for this program? 

Comment One commenter suggested 
deleting two of the priorities listed in 
proposed S 75ail(b). Specirically, the 
commenter objected to proposed 
i 750.11(b)(2), the elimination of 
excessive electives, suggesting that ills 
wrong to undermine vital elective 
courses for the purpose of encouraging 
students to take courses in mathematics 
and science: and proposed 
{ 750.11(b)(5). experimentation for 
teacher incentives, suggesting that the 
method used for teacher incentives may 
be inconsistent with the principles 
demonstrated by research on effective 
schools. 

Response, No change has been made. 
The seven priorities listed in { 750.11 are 
required by section 605(c)(2) of the EEA. 
The regulations allow the S^etary to 
choose from among those priorities in a 
given grant competition, and to select 
additional priorities. Before selecting 
additional priorities for a particular year 
or grant competition, the Secretary 
publishes proposed annual priorities in 
the Federal Register for public comment. 

Comment One commenter questioned 
the language in proposed § 750.11(c) 
regarding the Secretary's authority to 
announce additional priorities through a 
notice published in the Federal Register. 

Response, No change has been mode. 
The language in { 750.11(c) provides the 
Secretary with the flexibility to 
atlablish and limit priorities for 
•election of applications in a particular 
year. Prior to establishing priorities for a 
particular year, the Secretary publishes 
in the Federal Register proposed annual 
priorities for public comment if the 
proposed priorities arc not listed in the 
regulations. Part 75 of the Education 
^P^rtmant General Adminstrative 
Regulations (EDGAR) describes the 
process for establishing priorities. 


Subparl C—How Does One Apply for a 
Grant? 

Section 750,20 How does a heal 
educational agency apply for a grant 
under this program? 

Comment One commenter asked why 
proposed 9 750.20(a) requires a local 
educational agency to submit a separate 
application for each school of that 
agency wishing to apply for a grant. 

Response. No change has b^n made. 
Section 005(a)(1) of the EEA requires 
that *'each local educational agency 
desiring to participate in the awards 
program . . . shall submit a proposal 
nominating each specific school of that 
agency for school improvement 
activities. . . 

Comment One commenter suggested 
that the language in proposed § 750.20 
be changed. Based on the large number 
of school districts in some States and 
other variables such as busing, density, 
and sparsity, the commenter suggested 
that each local educational agency 
(LEA), rather than each school of that 
LEA. should be eligible to receive only 
one award 

Response. No change has been made. 
Section 606(b) of the EEA states that no 
individual school is eligible to receive 
more than one award. The EEA does not 
restrict the number of schools within an 
LEA that'cao receive awards. However, 
in selecting schools from the proposed 
nominations submitted by an LEA. the 
chief State school officer is required by 
section 605(b)(2) aof the EEA to assure 
fair and equitable distribution of schools 
within the State. The chief State school 
officer must consider eight different 
factors, including categories of schools, 
socioeconomic conditions of the State, 
geographic distribution within the State, 
and the size and location of the 
community In which the school is 
located. These factors are elaborated on 
In 9 750.21 of the regulations. 
Furthermore, 9 750.32 provides that the 
Secretary also consider fair and 
equitable distribution of projects after 
evaluating the applications according to 
the selection criteria contained in 
9 750.31 of the regulations. The 
Secretary believes that further 
restrictions are not necessary. 

Comment, One commenter suggested 
that proposed 9 750.20 be amended to 
include a provision indicating that the 
chief State school officer will determine 
the application format that will be 
accepted from LEAs within the State. 
The commenter contended that since the 
EEA requires the chief State school 
officer to review the applications 
submitted by an LEA and make 
nominations to the Secretary, this 
provision would reduce the burden on 


the chief State school officer in 
reviewing unnecessarily lengthy 
applications. 

Response, No change has been made. 
The chief Slate school officers and chief 
educational officers are responsible for 
establishing the process and procedures 
for soliciting, receiving, reviewing, and 
selecting nominations for school 
awards. The process may need to differ 
from Stale to State. The Secretary 
believes it is inappropriate for the 
Federal Government to regulate how the 
chief State school officers and chief 
educational officers choose to carry out 
their responsibilities under the EEA. 
However, the regulations do not 
preclude the chief State school officers 
or chief educational officers from 
determining the application format that 
will be accepted ^m LEAs within a 
State. 

Section 750,21 How does a State 
educational agency nominate a school 
for a grant under this program? 

Comment One commenter questioned 
why the language in proposed 
9 750JH(a), which states that the chief 
Slate school officer may select up to 
twenty-Bve schools, or in the case of the 
outlying areas, up to five schools, differs 
from the language in sections 
605(b)(1)(A) and (B) of the EEA. 

Response, No change has been made. 
SecHons 605(b)(1) (A) and (B) of the EEA 
provide that the chief State s^ool 
officer shall select twenty-five schools 
for submission to the Secretary, or in the 
case of the outlying areas, the chief 
educational officer shall select five 
schools. Given the relatively small size 
of the awards and the provision in 
section 606(b) that no individual school 
shall be eli^ble for any additional 
award, the Secretary l^lleves that the 
language in sections 605(b)(1)(A) and (B) 
was meant at a cap on the number of 
applications, rather than a required 
number of applications. In considering 
the provisions of section 605(b). the 
Secretary wanted to provide the chief 
State school officer and chief 
educational officer with maximum 
Hexibility in selecting quality 
applications to nominate for awards. 
TTie term “up to** provides that 
flexibility. It is conceivable that some 
chief Slate school officers or chief 
educational officers may not receive 
either a suinficient number of 
applications or a sufficient number of 
high quality applications to select 
twenty-five or five schools, respectively. 
In that circumstance, a State would be 
precluded from participating in the 
program if it were required to submit 
that number of applications. 
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Comment One commenter 
recommended lhat the language in 
proposed § 750^ (b)(1) be revised to 
include publicly operated special 
schools for the handicapped and gifted 
and talented. The commenter contended 
that the list of schools used as examples 
of *"all categories of public elementary 
and secondary schools within the State"* 
precluded certain schools from 
eligibility under this program. 

Response. A change has been made. 
The categories of schools in proposed 
§ 750.21(b)(1) was taken from section 
G05(b)(2)(A) of the EEA. However, the 
Secretary believes that the list used in 
the EEA to define categories of public 
elementary and secondary schoob 
within the State was not intended to be 
an exclusive list. Therefore, the 
Secretary has modified the language in 
§ 750.21(b)(1) by adding '*but not limited 
to." This clmnge should make it clear 
that any school that b operated by a 
local educational agency, including a 
special school serving the handicapped 
or the gifted and talented, is eligible 
under this program. 

Subpart D—How Does the Secretory 
Make a Grant? 

Section 750.31 What selection criteria 
does the Secretary use? 

Comment One commenter 
recommended that the language in 
proposed { 750.31 (a)(2)(v) be revised to 
require applicants to include a 
description of how appropriate 
instruction will be prorided to 
handicapped persons. The commenter 
contended that equal access and 
treatment are not sufficient to assure 
their meaningful participation. 

Response. No change has been made. 
The Secretary believes that the language 
contained in { 750.31(a)(2)(v), which 
requires a description of how the 
applicant will provide equal access and 
treatment, is sufficient to safeguard the 
needs of all prospective participants 
who are members of traditionally 
underrepresented groups. Further 
clarification is unnecessary. 

Comment One commenter objected to 
the number of points assigned under 
proposed I 750.31(a)(2)(vi) and (f){2Kiv) 
of the selection criteria. The commenter 
suggested that since both 
i 750.31(a)(2)(vi), "(t|he quality of the 
work plan as evidenced by the 
specification and schedule of %ve)b 
planned, creative, and innovative 
activities designed to achieve the project 
objectives," and i 750.31(f)(2Kiv). "|t)he 
extent to which the project provides 
potential to experiment with standards 
of quality," were mentioned specifically 
in section 605{aK2) of the EF,A. those 


section should be more heavily 
weighted. 

Response. No change has been made. 
Section 605(a)(1) of the EEA states that 
the Secretary b authorized to establish 
criteria for the selection of schoob to 
receive awards under this program. 
Section e06(8)(2) of the EEA requires 
that these criteria include standards for 
each local educational agency to 
nominate schoob **which have the 
potential to experiment with standards 
of quality . . and . . which show 
promise of demonstrating that the 
school will carry out well-planned, 
creative, or innovative activities. . . «" 
These standards are incorporated in the 
selection criteria. Twenty points (20) 
have been given to the criterion for plan 
of operation { 756.31(8). The Secretary 
believes lhat (20) twenty points b 
appropriate and adequate. The criterion 
for improving elementary or secondary 
education in S 750.31(f) relates to the 
purposes of the program as defined by 
section 602 of the EEA. Again, the 
Secretary believes that the fifteen (15) 
points assigned to this criterion it 
sufficient. 

Comment One commenter suggested 
that the language in proposed 
S 750.31(a)(2)(vi) be revised to reflect 
more fully the language contained in 
section 605(a)(2)(B) of the EEA. Section 
605(a)(2KB) requires that'the criteria 
used in selecting schoob for awards 
include standards for each local 
educational agency to nominate schoob 
"which show promise of demonstrating 
that the school will carry out well- 
planned, creative, or innovative 
activities designed to carry out the 
purposes of (the program) in a 
successful manner." 

Response. A change has been made. 
The Secretary has r^sed 
I 750.31(a)(2)(vi) to read ‘The quality of 
the work plan as evidenced by the 
specification and schedule of well- 
planned, creative, and innovative 
activities designed to achieve the project 
objectives/no5wcces5^//noii/ie7v . • 

Comment One commenter questioned 
the statutory authority for the criterion 
listed in { 750.31(0, relating to improving 
elementary or secondary education. 

Response. No change lias been made. 
The Secretary establishes selection 
criteria to evaluate applications 
submitted for granU under thb program. 
Criteria are tailored to the scope and 
purpose of the program. The purpose of 
the program b to provide assistance for 
projects in individual pubUc sdioob 
designed to achieve excellence in 
elementary or secondary education. The 
legislative history makes it clear that 
funds for this program are to be used to 
implement the recommenebtiona of the 


Report of the National Commission on 
Excellence In Education and other 
recent reports for improving educationd 
standards and instruction. See e.g.. 
Cong. Rec. S9506 (daily ed. )une 29, 
1963). The Secretary believes lhat Xhv. 
criterion In { 750.31(0 is consistent wuh 
legislative intent and furthers the 
purposes of the authorizing statute. 

Comment One commenter questionrd 
why the priorities listed in section 
e0S(c)(2) of the EEA and again in 
S 750.11 of the proposed regulations 
were not included in the selection 
criteria under proposed i 750.31. 

Response. No change has been made 
There are a number of ways the 
Secretary can give priority to 
applications other than tlirough assigned 
points in the selection criteria. The 
Secretary establishes annual prioritipn 
for selection of applications by 
publishing those priorities in a notice in 
the Federal Register. When the priorities 
chosen are from those listed in the 
regulations, the priorities are publbked 
in the program application notice. Before 
selecting other prioriltes. the Secretary 
publishes proposed priorities for public 
comment in the Federal Register. 

The Secretary may give absolute 
priority to applications that meet a 
priority for a program. The Secretnrv 
establishes an absolute priority by 
reserving all or part of a program’s fundi 
solely for applications that meet the 
priority. A)^. in a program using 
weighted selection criteria, the 
Secretary may award additional poinli 
to an application that meets the ^ority. 
These poinb are in addition to any 
points the applicant earns under the 
selection criteria. The application noUcs 
•tales the numbe/of additional points 
the Secretary will award to appllcaiioni 
that meet the selected priority in a 
particularly cHective way. 

Comment One commenter suggested 
that the Secretary consider awarding 
additional points under proposed 
{ 750.31(d) for evaluation. 

Response. No change has been made. 
The Secretary evaluates each 
application submitted under thb 
program on the basis of the applicable 
selection criteria. The Secretary awards 
up to 100 points, including a reserved 15 
points to be distributed among those 
criteria. For each competition, the 
Secretary announces through a notice 
publish^ in the Federal Raster how 
those reserved poinb will be 
distributed. The Secretary may choose 
to give additional points for evaluation 
according to the priority chosen, as 
announced in the Federal Register. 
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Stctlon 750.32 How does the Secretary 
con alder fair and equitable distribution of 
pfo^ecte? 

Comment. One commcnter questioned 
why proposed S 750.32 did not elaborate 
on the provisions for an impartial 
review panel and the numl^r of schools 
the Socrelary may select for awards, as 
contained in section 605(c)(1) of the 
EEA. 

Response. A change has been made. 
The Department already has regulations 
governing Uie use of panels to review 
grant applications {see 34 CFR 75.217). 
iiowever, $ 75a32 has been revised to 
include the provisions of section 
e05(c)(l) of the EEA. 

Section 750.33 What funding 
limitations apply to grants under this 
program? 

Comment. One commenter reiterated 
the concerns raised in the comment on 
proposed S 750.10(b) relating to the role 
of the business community under the 
special school grants category. Again, 
the commenter suggested that the 
secretary base the level of funding for a 
special school grant under proposed 
{ 7$0.33(c) solely on the quality of the 
project, rather than on the participation 
of business and industry. 

Response. .No^hange has been made. 
The bmguage in § 750.33 is consistent 
with the purposes of sections 606(a)(2) 
and 607(8) of the EEA. [See also the 
response to the comment on § 750.10). 

Comment One commenter 
rtfcommcnded that language be added to 
proposed S 750.33 to provide special 
consideration for small, rural, or serai- 
rural school districts. The commenter 
contended that small school districts 
have greater needs that urban school 
districts, particularly because they arc 
isolated from resources and are not 
affluent. 

Response. No change has been made. 
Under the provisions of S 750.21(b) of 
the regulations, the chief State school 
ofTicer or chief educational officer is 
required to consider school size, 
socioeconomic conditions, and 
geographic distribution in determining a 
fair and equitable distribution of schools 
within the State. Similarly, under Ihc 
provisions of { 750.32, the Secretary 
considers these factors in determining a 
fair and equitable distribution of 
projects. Further* S§ 750.33(b)(1) and 
(c)(1), which describe the funding ranges 
for grants under this program, take into 
consideration small schools. The 
Secretary believes that further 
provisions are unnecessary. 

Comment One commenter questioned 
having a different range for each 
category of award, rather than applying 


the range of $25,000 to $40,000 to the 
entire program. 

Response. No change has been made. 
Section 606(a)(1) of the EEA states that 
**[A| school award made to a local 
educational agency . • , may not exceed 
$25,000 in any fiscal year or a total of 
$40,000.” Further, section e06{a)(2) of the 
EEA requires the Secretary to determine 
the amount of each individual school 
award based upon the size of the school, 
the number of students enrolled in the 
school, and the number of teachers 
teaching in the school. Taking these 
factors into consideration, the Secretary 
has developed a range for each category 
of awards. As an incentive for schools 
to obtain contributions of funds from the 
private sector, the range for special 
school grants is higher. 

Subpart E—What Conditions Must Be 
Mel by the Qrantee? 

Section 750.40 Is cost sharing required 
for grants under this program? 

Comment One commenter suggested 
that the language in proposed § 750.40 
clarify how the private sector cost will 
be determined. 

Response. No change has been made. 
The S^retary does not regulate the 
private sector share. Section 007(b) of 
the EEA requires only that the Federal 
share be not less than 67W percent nor 
more than 90 percent of the total cost of 
the profect and that the Secretary set the 
Federal share based upon uniform 
criteria established by the Secretary. 

Comment One commenter suggested 
that the language in S 750.40 elaborate 
upon what would qualify as a 
contribution from the private sector. The 
commenter contended that proposed 
i 750.40 does not specify whether 
contributions can be in kind, such as 
volunteer services and donated 
equipment or supplies, or whether they 
must be monetary. 

Response. No ^onge has been made. 
Section e07(a) of the EEA states that 
**. . • the Secretary is authorized to 
make awards to schools. • • if the local 
educational agency provides further 
assurances that funds from the private 
sector will be contributed for carrying 
out the activities for which assistance is 
sought.” (Emphasis added). Further, 
iS 750.10(b) and 750.20(b)(6)(ii) of the 
regulations reiterate that, in order to bo 
eligible for funding under the special 
school grant category, the school must 
receive financial contributions from the 
private sector for carrying out the 
activities proposed in its application. 
However, this does not preclude a 
school from accepting in-kind 
contributions, such as volunteer services 
and donated equipment or supplies, in 


addition to the Financial contribution 
required for eligibility under this 
category. 

Comment One commenter questioned 
why the Secretary will announce the 
standards for determining the Federal 
share in a notice published in the 
Federal Register, rather than including 
those standards in the regulations. 

Response. No change has been made. 
The standards, or criteria, for 
determining the Federal share are 
contained in { 750.40(c) of the 
regidations. Under S 750,40(c), the 
Secretary will announce in a notice 
published in the Federal Register the 
specific percentage that will be the 
Federal share for each special school 
grant competition. 

Section 750.41 Are there restrictions 
on the use of funds for equipment under 
this program? 

Comment Two commentera 
questioned the language in proposed 
i 750.41 regarding the authority of the 
Secretary to restrict the amount of funds 
used under this program to purchase 
equipment One commenter 
recommended that the language in 
proposed § 750.41 be more direct in 
discouraging grantees from using these 
funds for equipment. 

Response. No change has been made. 
The purpose of the Excellence in 
Education Program is to provide 
assistance for individual public schools 
for projects designed to improve the 
quality of elementary or secondary 
education. Given the limited funds 
available under this program, and the 
average size of the awa^s, the 
Secretary does not believe that the 
Congress intended a disproportionate 
share of these funds to be spent on 
equipment. The language in § 750.41 
provides the Secretary with the 
flexibility to determine the amount of 
funds that may be spent on equipment. 
The Secretary believes that further 
clarification is unnecessary. 

Other 

Comment One commenter asked why 
the proposed regulations failed to 
mention the provisions of section 602(3) 
of the EEA relating to the participation 
of school principals, teachers, parents, 
and business concerns in the locality. 

Response. No change has been made. 
The provisions of section 602(3) of the 
EEA are stated in S 750.1(c) of the 
regulations. 

(FR Doc 85>15154 Filed 6->21-aS; 6:45 am] 
■itUNO cooe aoos^i-ai 
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34 CFR Part 755 

Secretary's Dtecretlonary Program lor 
Matbgmatkrs, Science, Computer 
Learning, and Critical Forel^ 
Languages 

aocnCy: Department of Education. 
action: Fmal regulation. 

SUtiMAfiY: The Secretary of Education 
(the Secretary) issues regulations for the 
implementation of the Secretary's 
Discretionary Program for Mathematics, 
Science. Computer Learning, and 
Critical Forei^ Languages. Tliis 
program provides assistance for projects 
of national significance in mathematics 
and science Instruction, computer 
learning, and foreign language 
instniction in critical languages. The 
promm is designed to improve the 
skilm of teochers and instniction in 
these areas, to improve and expand 
instniction Ui critical foreign languages, 
and to increase the acxess of all 
students to this instniction, consistent 
with the purposes of the Education for 
Fxonomic Security Act 
OATC These regulations lake effect 
either 45 days after publication in the 
Federal Register or later if the Congress 
takes certain adioumments. If you want 
to known the effective date of these 
regulations, write or call the Department 
of FAiucation contact person. 

FOR FURTHER INFORMATION CONTACT: 
Patricio Alexander. Office of the 
Secretary, 400 Maryland Avenue, SW., 
Room 4181. Washington. D.C. 20202. 
Telephone: (202) 472-1762. 
SUPPLEMENTARY INPORMATK>N: 

Background 

llte Education for Economic Security 
Act (EESA), Pub. L 96-377, was signed 
into law on August 11,1984. The B£SA 
was enacted to help meet the needs 
identified In "A Nation At Risk: The 
Imperative for Educational Reform," the 
report of the National Commission on 
Excellence in Education, and other 
notional reports on American education. 
Specifically. "A Nation at Risk" detailed 
the need to reverse the decline in 
mathematics, science, and foreign 
language competency in this country. 
This educational dedine results in port 
from a shortage of teachers qualifi^ to 
teach mathematics, science, computer 
technology, and foreign languages, as 
well as a reduction in the number of 
students taking these courses. 
Mathematics, science, computer 
technology, and foreign languages have 
a special importance in this country 
because continuing development in 
these areas is vital to the economic 
security of the Nation. In order to 


maintain our economic strength, the 
skills of citizens In these fields must not 
be permitted to decline further. Title U 
of the EESA is designed to improve the 
quality of teaching and instniction in 
these four subject areas. 

Section 212 of Title U of the EESA 
authorizes the Secretary to make 
discretionary awards for projects of 
national significance in mathematics 
and science instruction, computer 
learning, and foreign language 
instruction in critical languages. The 
Consress has appropriated $9.9 million 
for Inis program in Fscal Year 1985. 

Section 212(b) of the EESA requires 
the Secretary to reserve seventy-five 
percent of the total amount appropriated 
for this program fof (a) awards to State 
and locd educational agencies, 
institutions of higher education, and 
nonprofit organizations for projects of 
national significance in mathematics 
and science instruction, computer 
learning, and foreign language 
instruction in critical languages, and (b] 
evaluation and research activities. 
Section 212(c) requires the Secretary to 
reserve the remaining twenty-five 
percent of the funds appropriated for 
this program for aivards to institutions 
of higher education for the improvement 
and expansion of instruction in critical 
foreign languages. 

Title 11 of the EESA also authorizes 
the Secretary to make financial 
assistant available to States to 
improve the skills of teachers and 
instruction in mathematics, science, 
foreign languages, and computer 
learning, and to increase the access of 
all students to that instniction. 

The regulations governing the State 
grant program authorized by Title 11 will 
be co^fied in 34 CFR Part 208. A Notice 
of Proposed Rulemaking (NPRM) for 
Part 206 was published in the Federal 
Register on November 20.1984 (49 FR 
45834). The regulations In this Pari 755 
apply only to the Secretary's 
Discretionary Program authorized by 
section 212 of the EESA. 

Comments and Responses 

A summary of the comments received 
on the NPRM and the Secretary's 
responses to those comments can be 
found in the Appendix to these final 
regulations. 

Significant Differences Between the 
NPRM and These Final Regulations 

On November 28.1984, the Secretary 
published in the Federal Register (49 FR 
46761) the NPRM for the Secretary's 
Discretionary Program for Mathematics. 
Science, Computer Learning, and 
Critical Foreign Languages. During the 


comment period, nine letters and one 
informal response were received. 

The provisions of these final 
regulations are substantially the same 
as those of the NPRM. However, after 
careful consideration of the public 
comments on the proposed regulation^, 
the Secretary has made some changes. 

The language In § 755.2(a) has been 
revised to extend eligibility to both 
public and private nonprofit 
organizations. This change resolves the 
many inconsistencies in the statute 
regarding the public or private status of 
nonprofit organizations and now 
provides for the involvement of both 
public and private museums, libraries, 
educational television stations, and 
other appropriate organizations. 

The definition of "gifted and talented 
student'* In S 755.4(c) has been revised 
to reflect that this definition applies 
solely to the programs authorized under 
Title II of the EESA, This change will 
avoid any confusion with other more 
inclusive definitions of gifted and 
talented students. 

Section 755.4(c) of the regulations has 
been amended to include a definition of 
"historically underserved and 
underrepresented populations,** as It is 
proposed to be defined in 34 CFR Part 
208 implementing the State grant 
program. 

The language in I 755.13(a)(1) has 
been revised to permit local educationa] 
agencies to establish or improve magnet 
s^ool programs for gifted and talented 
students. Based on the comments 
received and the limited funds available 
for this program, it would be unlikely 
that LEAs could establish magnet 
schools for gifted and talented students 
This change permits the establishment 
of a program within an existing sdiool 

Summary of Major Provisions 

(V Types of Croats 

Section 755.10 of the regulations 
Buthorizes the Secretary to award tw’o 
types of ^ntf under this program: (1| 
Nationally significant project grants, as 
described in | 755.11, and (2) critical 
foreign language grants, as described in 
§ 755.12, State educational agencies 
(SEAs). local educational agencies 
(LEAsi institutions of higher education, 
and nonprofit organizations, including 
museums, libraries, educational 
television stations, and professional 
science, matheroatics, and engineering 
societies and associations may apply 
nationally significant project ^nts 
under § 755.2(a). Only institutions of 
higher education may apply for critical 
foreign language grants under 1755.2(b). 
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(y Establishing PnotHies 

Under § 755.13(a). with respect to 
nitionaUyaignincant profecl grants, the 
Secretary gives priority to (1) LEAs. or 
consortia thereof, proposing to establish 
or improve magnet school programs for 
gifted and talented students hi the areas 
of mathematics, science, computer 
learning, or critical foreign language^ 
ind (2) applicants proposing to provide 
special services to historically 
undtrserved and underrepresented 
populationt in the Helds of mathematics 
tod science. Section 75S.13(a) 
implcmeoti the requirement of section 
ZtybMl) of the E£SA that the Secretary 
give ‘ special consideration’* to these 
types of projects. For the purposes of 
Title 11 of the EESA. magnet school 
programs for gifted and talented 
students means programs for gifted and 
talented students in magnet spools or 
magnet programs in regular schools that 
attract giftid and talented students from 
other schools. Assistance under this 
program may also include, but is not 
^ted to, the provision of funds to 
those schoob capable of attracting 
substantial numl^rs of students of 
different racial backgrounds. 

In addition, under S 755.13(b). the 
Secretary may give priority to other 
t)pef of proj^ts listed in {J 755.11 and 
755.12 or announced in the Federal 
Register. Section 755.13(b) also permits 
the Secretary to limit a priority to 
particular critical areas (including 
mathematios, science, computer 
learning, or particular criti^l foreign 
languages), particular educational 
levels, or any combination. Levels of 
educatian may include, for example. 
preschooL elementary, aecondary, or 
postsecondaiy education. The Secretary 
may estabUah a separate competition for 
tsek priority selected. Pursuant to 
i 7SS.4, the Secretary has published a 
list of proposed critical foreign 
languages in the Federal Register on 
April 15,1985 (50 FR 14743). The list wUl 
be published in flnal after cormideration 
of public comments. 

Sections 755.11 through 755.13 of the 
regulations inebrporate the statutorily 
broad discretion of the Secretary to 
exercise leadership in education by 
focusing national attention on national 
nwdi writfain the scope of section 212 of 
the F£SA. Under { 75S.13{bl, the 
Secretary may invite applicants to 
propose projects In any area of 
odacaiion within the purpose of section 
212 of the EESA. The purpose of section 
212 of the EESA is to fund projects 
designed to have nationwide impact in 
mathematics, science, computer 
learning, or critical foreign languages. 
Section 755.11(c) and 755.12(d) make 


clear that the Socretary does not provide 
general operating revenue to any 
applicant, including an LEA. an 
institution of higher education, or any 
other agency that needs or wishes 
additional resources to meet its own 
local needs. 

(3) Participation of Children and 
Teachers from Private Schooh 

Section 755.20 implements the 
requirements in section 211 of the EESA 
for the eqtdtable participation of private 
school children and teachers in the 
purposes and beneHts of Title U of the 
EESA. As indicated in | 7S5.2Q(a). the 
requirement for the equitable 
participation of children applies to 
States (includina SEAs and State 
agencies for hl^er education) and 
LEAs. To make the requirements for the 
equitable participation of teachers in 
section 211(b) of the EESA consbtent 
with other statutory provisions. ( 755.20 
makes that requirement applicable to 
LEAs as well as to States (incloding 
SEAs and State agencies for higher 
education). 

Section 755.20(b] requires an applicant 
that is a State (including an SEA or a 
State agency for higher education) or an 
LEA to provide an assurance in its 
application that it will comply with the 
requirements of section 211 of the EESA. 
governing the equitable participation of 
private school children and teachers, if 
such an applicant proposes to provide 
beneHts under the EESA to public 
school children and teachers. Specific 
requirements are established In the 
Education Department General 
Adminbtrative Regulations (EDGAR). 34 
CFR 75j65a Applicants other than those 
described above are not subject to (he 
equitable participation requirements in 
section 211 of the EESA or in EDGAR 

(4) Selection Criteria 

Sections 755.31 and 755.32 of the 
regulations establish selection criteria 
for use by the Secretary in evaluating 
applications for nationally significant 
project grants and for critical foreign 
language grants, respectively. In 
addition to the points indicated in 
parentheses following each criterioo in 
ii 755.31 and 755.32. S 755.30 permits 
the Secretary to distribute a reserved 15 
points among the applicable criteria for 
each grant competition. The Secretary 
announces, in a notice published in the 
Federal Register, how the reserved 
points will be distributed for each 
competition. 

(5) Funding Considerations 

Under | 75S.33(a) and (b). the 
Secretary may fund applications other 
than the most highly rated applications 


if doing 80 would improve the 
geographical distribution of projects 
receiving funding in a parlicular 
competition or under this program. 

Section 755.33(a) and (b) implemcnU the 
requirement of section 212 of the EESA 
that projects assisted under this 
program have national significance by 
permitting the Secretary to assist 
projects that are best located to serve as 
resources for solving nationwide 
educational problems. Under i 75S.33(c], 
the Secretary may decline to fund a 
project th^ is eligible lor funding by the 
Secretary under a different, speciQc 
Department of Education competition or 
program. Section 7S5.33(d) specifies that 
the Secretary does not fund a project 
that receives Federal funds for the same 
project activities under Title 11 of the 
EESA. 

Executive Order 12291 

These regulations have been reviewed 
in accordance with Executive Order 
12291. They are not classiHed as major 
because they do not meet the criteria for 
major regulations established in the 
Order. 

Intergovernmental Review 

In the NPRM, the Secretary reqwsted 
comments on the proposed exclusion of 
this program from the requirements of 
Executive Order 12372, entitled 
•Tntergovemmenlal Review of Federal 
Programs,** as implemented by 34 CFR 
Part 79 (46 FR 29158; June 24.1983). 

Based on the response to the proposed 
rules and its own review, the 
Department has determined that this 
program is excluded from the 
requirements of Executive Order 1237Z 
because its purpose is not to support 
services to particular State or local 
Jurisdictions, nor is it directly relevant to 
the governmental responsibilities of a 
State or local gtivemment. Rather, this 
program assists nationally significant 
projects that are designed to have 
nationwide impact. 

Assessment of Educational Impact 

In the NPRM, the Secretary requested 
comments on whether the proposed 
regulations would require transmission 
of information that is being gathered by 
or is available from any other agency or 
authority of the United States. 

Based on the response to the proposed 
rules and Its own review, the 
Department has determined that the 
regulations in this document do not 
require transmission of information that 
is being gathered by or ts available from 
any other agency or authority of the 
United States. 
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List of Subjects In 34 CFR Part 755 

EJucalion. Grants program-education. 
Reporting and recordkeeping 
requirements. 

Citation of Legal Authority 

A citation of statutory* or other legal 
authority is placed in parentheses on the 
line following each substantive 
provision of these regulations. 

(Catalog of Federal Domestic Assistancis 
Number 64.165, Secretary’s Discretionary 
Program for Mathematics. Science. Computer 
Ijcaming. and Critical Fiirelgn Languages) 

Dated: June 10.1985. 

William |. Bennett. 

Seerfftary of Education. 

The Secretary amends Title 34 of the 
Code of Federal Regulations by adding a 
new Part 755 to read as follows: 

PART 755-SECRETARYS 
DISCRETIONARY PROGRAM FOR 
MATHEMATICS, SCIENCE. COMPUTER 
LEARNING, AND CRITICAL FOREIGN 
LANGUAGES 

Subpsrl A—General 

Sec 

755.1 What U the Secretary’s Discretionary 
Program for Mathematics, Science. 
Computer Learning, and Critical Foreign 
Languages? 

755.2 W^at parties are eligible for a grant 
under this program? 

755.3 What relations apply to this 
prognim? 

755.4 What Definitions apply to this 
program? 

Subpart D—¥/hat Types of Projects Does 
ths SeersUry Assist Under This Program? 

755.10 What types of grants does the 
Sc^cretary award under this program? 
75511 Whal types of projects docs the 
Secretary assist under a nationally 
significant project grant? 

755.12 What types of projects does the 
Secretary assist under a critical foreign 
language grant? 

755.13 How does the Secretary establish 
priorities for this program? 

Subpsrt C—How Does One Apply for a 
Grant? 

755J!0 Whal assurance must an applicant 
make? 

Subpart D^How Ooas the Secretary Make 
a Grant? 

75530 How docs the SeenMary evaluate an 
application? 

755.31 Whal are the selection criteria for 
nationally signiHcant project grants? 

755.32 What are the selection criteria for 
critical foreign language grants? 

755.33 What spedal constderations may the 
Secretary use in selecting an application 
for funding? 

T 55.34 Are there restrictions on the use of 
funds for equipment under this program? 


Authority: Sec. 212. Title 11 of the Education 
for Economic Security Act (the FJCSA), Pub. L 
06-377.98 Slat. 1281 (20 U.S.C. 3072). unless 
otherwise noted. 

Subpart A—General 

5 755.1 What la the Secretary’s 
Discretionary Program for MathemaUcs, 
Science. Computef Learning, and Critical 
Foreign Languages? 

The Secretary’s Discretionary 
Program for Mathematics. Science. 
Computer Learning, and Critical Foreign 
Languages assists projects of national 
significance in— 

(a) Mathematics and science 
instruction, computer learning, and 
instruction in critical foreign languages, 
designed to improve the skills of 
teachers and instruction in these areas 
and to increase the access of all 
students to this instruction: and 

(b) Critical foreign languages, 
designed to improve and expand 
instruction in those languages. 

(20U.S.C 3972) 

§ 755.2 W?uit parties ara tllgible foe a 
grant under this program? 

(a) The Secretary may award 
nationally significant project grants 
under S 755.11 to State educational 
agencies, local educational agencies, 
institutions of higher education, and 
nonprofit organizations, including 
museums, libraries, educational 
television stations, and professional 
science, mathematics, and engineering 
societies and associations. 

(b) The Secretary may award critical 
foreign language ^ants under S 753.12 to 
institutions of higher education only, 

(20 U.aC 3872) 

§ 755.3 What regulations apply to this 
program? 

(a) The following regulations apply to 
grants made under this program: 

(1) The Education Department 
General Administrative Regulations 
(EDGAR) established in Title 34 of the 
Code of Federal Regulations in Part 74 
(Administration of Grants). Part 75 
(Direct Grant Programs), Part 77 
(Definitions That Apply to Department 
Regulations), and Part 78 (Education 
Appeal Board). 

(2) The regulations in this Part 755. 

(b) The regulations in this Part 755 do 
not apply to contracts awarded under 
this program. 

(20 U.S.C 3972) 

5 755.4 Wtist definitions apply to this 
program? 

(a) Definitions in the Education for 


Economic Security Act The following 
terms used in this part are defined in 
section 3 of the Education for Econamic 
Security Act: 

FJofncnlury mJiooI 
Institution of higher education 
Local educaliontil agency 
SWscondary school 
Secretory 
Slate 

Slate agency for higher education 
State oducatianal agency 

(b) Definitions in EDGAR. The 
following terms used in this part are 
defined in 34 CFR Part 77: 

Applicant 

Application 

Award 

Budget 

Department 

EDGAR 

Facilities 

Fiscal Year 

Grant 

Nonprofit 

Private 

Project 

Public 

(c) Additional definitions. The 
following terms are used in this part: 

• ’’Critical foreign languages” means 
languages designated by the Secretary 
in a notice published in the Federal 
Register as critical to national security, 
economic, or scientifle needs. 

”EESA” means the Education for 
Economic Security Act, Public Law 96- 
377. 

’’Gifted and talented student”, for ths 
purpose of Title 11 of Ihe EESA, meanii 
student, Identified by various mcasurti 
who demonstrates actual or potential 
high performance capability, 
particularly in the fields of malhemaiia 
science, foreign languages, or computer 
learning. 

’’Historically underserved and 
underrepresented populations” Include! 
females, minorities, handicapped 
persons, persons of llmiled-English 
proficiency, and migrants. 

•’Magnel school programs for gifted 
and talented students.” as used in ^ 
S 755.13(a){l), means programs forglft^- 
and talented students in magnet sch^ 
or magnet programs in regular schooii 
that attract gifted and talented siudenb 
from other schools. For the purpose of 
Title IL a magnet school is a school or 
education center that offers a special 
curriculum, including but not limited to 
schools or education centers capable oi 
attracting substantial numbers of 
students of different racial backgrounds 

(20 U s:c. 3972) 
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Subpsrt B—What Types of Projects 
Does the Secretary Assist Under This 
Program? 

|7S$.10 What type of grants does the 
Staetary award under this program? 

The Secretary awards two types of 
grants under this program: 

(a) Nationally significant project 
^nts. as described in S 75541. 

(b) Critic^ foreign language grants, as 
described In $ 755.12 

{tOUSa 3072) 

f75S.11 What types of protects does the 
Sfcrttary assist under a natlonaHy 
dgnificarti project grant? 

(a) The Secretary funds applications 
proposing projects of national 
iignificanoe in mathematics and science 
mitmction. computer learning, and 
instruction in critical foreign languages. 

(bl IVojedts funded under this section 
may include* but are not limited to. 

Aose designed lo¬ 
ll) Improve teacher recruitment and 
retention in the helds of mathcroalics. 
science, computer learning, and critical 
foreign lunguager. 

(2) Improve teacher qualifications and 
skills in the fields of mathematics, 
fcience, computer learning, and critical 
foreign languages; and 

(3) Improve curricula in mathematics, 
science, computer learning, and critical 
foreign languages* including the use of 
new ti chnologles. 

|cj The Secretary does not provide 
operating revenue to meet local needs to 
any «ipplicaot under this program. 
(20U5.C3972) 

17SS.12 What types of projects does the 
Secretary assist under a crttical foreign 
language grant? 

(sj The Secretary funds applications 
proposing projects that are designed to 
improve or expand instruction In critical 
foreign languages. 

(b) Projects to improve instruction in 
critical foreign lariguages may Include, 
but are not limited to. those designed 
to¬ 
ll) Provide short- or long-term 

advanced training to foreign language 
twiructors; 

12) Provide training In new teaching 
methods and proficiency evaluation 
techniques: and 

(3) Improve teaching methods through 
curriculum development including Ibe 
tise of new technologies. 

(c) Projects to expand instruction in 
^lical forei^ languages may include, 
but iii^ not limited to. those designed 
lo¬ 
ll) Add to the curriculum languages 

t>ol currently offered: 


(2) Add to the curriculum advanced 
language courses; 

(3) Di^se instructional approaches 
suit^ to diverse student populations 
and learning needs; and 

(4) Use technology to increase access 
to instruction in critical foreign 
langu^es. 

(d) Tne Secretary does not provide 
operating revenue to meet local needs to 
any applicant under this program. 

120 US.C 3072) 

S 755.13 How doss the Sscfstary sstabtksh 
priorities for this program? 

(a) With respect to nationally 
significant project grants, the ^cretary 
gives priority to¬ 
ll) Local Questional agencies, or 

consortia thereof, proposing to establish 
or improve magnet school programs for 
gifted and talented students; aiui 

(2) Applicants proposing to provide 
special services to historically 
underserved and underrepresented 
populations in the fields of mathcniatics 
and science. 

(b) in addition to the priorities 
established in paramph (a) of this 
section, each year the Secretary may 
select as a priority one or more of the 
types of projects listed in I 755.11 or 
{ 755.12, or other types of projects as 
announced in the Federal Register. The 
Secretary may limit any priority to 
particular critical subjects (including 
mathematics, science, computer 
learning, or particular critical foreign 
languages), particular educational 
levels, or any combination. 

(c) The Secretary selects priorities by 
taking into consideration the unmet 
national needs to improve the quality of 
teaching and instruction in mathematics, 
science, computer learning, and critical 
foreign languages and the unmet 
national needs to improve or expand 
instruction in critical foreign languages. 

(d) The Secretary may establi^ a 
separate competition for any or each 
priority selected. If a separate 
competition is established for a priority, 
the ^cretary may reserve all 
applications that relate to that priority 
for review under the separate 
competitian. 

Note.—EDGAR establishes the method for 
applying priorities. See 34 CFR 75.105. 

(30 U.S.C 39721 

Subpart C—How Does One Apply for a 
Grant? 

1.755.20 What sssuranca must an * 
applicant make? 

(a) An applicant that is a State 
(ii^uding a Slate educational agency or 
a State agency for higher education) or a 
local educational agency shall comply 


with the provisions of section 211 of the 
EESA. governing the equitable 
participation of private school children 
and teachers in the purposes and 
benefits of the EESA. 

(b) An applicant described in 
paragraph (a) of this section shall 
include an assurance in its application 
that. In accordance with section 211 of 
the EESA, it will provide for the 
equitable participation of children and 
teachers in private elementary or 
secondary schools if the applicant 
proposes to use grant funds to provide 
benefits to children and teachers in 
public elementary or secondary schools, 
including the provision of services, 
materials, equipment, and inservice or 
teacher training and retraining. 

Note/—EDGAR estsblUhes requirements 
for participation of privste achool childran. 

See 34 CFR TSasa 
(20 Ua.C 3971) 

(Approvad by the Office of Management and 
Budget under control munber 1880-05110 

Subpart D—How Does the Secretary 
Make a Grant? 

(755.30 How does tha Secretary evaluate 
an application? 

(a) For each competition, the 
Secretary evaluates an application 
submitted under this program on the 
basis of the applicable selection criteria 
in i 755.31 or ( 755.32. 

(b) The Secretary awards up to 100 
points, including a reserved 15 points to 
be distributed in accordance with 
paragraph (d) of this section, based on 
the applicable criteria in { 755.31 or 
1756.32. 

(c) Subject to paragraph (d) of this 
section, the meiximum possible points 
for each criterion in | 755.31 or | 755.32 
is indicated in parentheses after the 
heading for ea^ criterion. 

(d) For eadi competition, as 
announced through a notice published in 
the Federal Register, the Secretary 
distributes the reserved 15 points among 
the applicable criteria listed in ( 755.31 
or § 755 32. 

(20 U.S,C 3872) 

( 755.31 What ara the aalactlon criteria for 
nationally sIgnMIcafit protect grants? 

The Secretary uses the following 
criteria in evaluating each application 
for a nationally significant project grant 
under { 755,11: 

(a) Plan of operation. (15 Points) 

(1) The Secretary reviews each 
application for information that shows 
the quality of the plan of operation for 
the project, 

(2) The Secretary looks for 
information that shows— 
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(i) High quality in the design of the 
project; 

(ii) An effective plan of management 
that iniurca proper and efficient 
administration of the project; 

(ill) A dear description of how the 
objectives of the project relate to the 
purpose of the program: 

(iv) The way the applicant plans to 
use its resources and personnel to 
achieve each objective; 

(v) A clear description of how' the 
applicant will provide equal access and 
treatment for eligible project 
participants who are members of groups 
that have been traditionally 
underrepresented* such as— 

(A) Members of racial or ethnic 
minority groups; 

(B) Women; 

(C) Handicapped personr. and 

(D) The elderly; and 

(vi) For applicants required to provide 
an opportunity for equitable 
participation of private school students 
and teachers—a clear description of 
how the applicant will provide that 
opportunity. 

(b) Quality of key personnel. (10 
Points) 

(1) The Secretary reviews each 
application for information that shows 
the qualifications of the key personnel 
the applicant plans to use on the project. 

(2) 'fhe Secretary* looks for 
information that shows— 

(i) The qualifications of the project 
director (if one is to be used); 

(ii) The qualifications of each of the 
other key personnel to be used in the 
project; 

(iii) The time that each person 
referred to in paragraphs (b)(2)(i) and (ii) 
of this section will commit to the project: 
and 

(iv) The extent to which the applicant, 
as part of its nondiscriminatory 
employment practices, encourages 
applications for employment from 
persons who are members of groups that 
have been traditionally 
underrepresented, such as— 

(A) Members of racial or ethnic 
minority groups: 

(B) Women; 

(C) Handicapped persons; and 

(D) The elderly. 

(3) To determine personnel 
qualifications, the ^cretary considers 
experience and training, in fields related 
to the objectives of the project, as well 
as other information that the applicant 
provides. 

|c) Budget and cost effectiveness, (5 
Points) 

(1) The Secretary reviews each 
application for information that shows 
that the project has an odequatc budget 
and is cost effective. 


(2) The Secretary looks for 
information that shows— 

(i) The budget for the project is 
adequate to support the project 
activities; and 

(ii) Costs are reasonable in relation to 
the objectives of the project. 

(d) Evaluation plan. (5 Points) 

(1) The Secretary reviews each 
application for information that shows 
the quality of the evaluation plan for the 
project. Cross-reference—See EDGAR 
34 CFR 75.590 (Evaluation by the 
grantee). 

(2) The Secretary looks for 
information that shows methods of 
evaluation that are appropriate for the 
project and. to the extent possible, are 
objective and produce data that are 
quantifiable. 

(c) s\dequQcy of resources. (5 Points) 

(1) The Secretary reviews each 
opplication for information that shows 
that the applicant plans to devote 
adequate resources to the project. 

(2) The Secretary looks for 
information that shows— 

(i) The facilities that the applicant 
plans to use are adequate; and 

(ii) The equipment and supplies that 
the applicant plans to use are adequate. 

(0 Improvement of the quality of 
teaching and instruction in 
mathematics, science, computer 
learning, or critical foreign languages. 

(20 Points) 

(1) The Secretary reviews each 
application for information that shows 
the extent to which the project will 
contribute to the improvement of 
teaching and instruction in mathematics, 
science, computer learning, or critical 
foreign languages. 

(2) The Secretary looks for 
information such as— 

(i) The objectives of the project; and 

(il) The manner in which the 
objectives of the project further the 
purpose of improving the qualify of 
teaching and instruction in mathematics, 
science, computer learning, or critical 
foreign languages. 

(g) National significance. (15 Points) 

(1) The Secretary reviews each 
application for information that shows 
the national significance of the project. 

(2) The Secretary looks for 
information that shows the extent to 
which the project makes a contribution 
of national significance, as measured by 
factors such as— 

(i) A demonstrated national need for 
the project in terms of the 
recommendations to improve the quality 
of education in the Report of the 
National Commission on Excellence in 
Education, other national reports on the 
status of American education, or current 


research findings on ways to improve 
the effectiveness of schools. 

(ii) The extent to which the project 
meets specific national needs as shoi^n 
by— 

(A) The national needs addressed by 
the project: 

(B) The benefits to be gained by 
meeting the objectives of the projei t; 
and 

(C) The potential benefit to others 
from successfully addressing the needs 

(iii) The extent to which the project 
involves creative or innovative 
techniques to improve the quality of 
leaching and instruction in mathematics, 
science, computer learning, or oriticsl 
foreign languages: 

(iv) The extent to which the project 
builds upon and adds to current 
educational information and research: 
and 

(v) The extent to which the project 
will provide a model or other 
information that could be used by othm 
to solve educational problems. 

(h) Applicants commitment and 
capacity. (10 Points) The Sccretar> looks 
for information that shows the extent of 
the applicant's commitment to the 
project, its capacity to continue the 
project, and the likelihood that it will 
build upon the project when Federal 
assistance ends. 

20 U.S.C, 3972 

(Approved by the Office of Manogeni^^ni irtri 
Budget under control number 1880-0511.) 

§ 755.32 What are the selection criteria for 
critical foreign language grants? 

The Secretary uses the following 
criteria in evaluating each application 
for n critical foreign language grant 
under { 755.12: 

(a) Plan of operation. (20 Points) 

(1) The Secretary reviews each 
application fqr information that shows 
the quality of the plan of operation for 
the project. 

(2) The Secretary looks for 
information that shows— 

(i) High quality in the design of the 
project 

(ii) An effective plan of managemrnl 
that insures proper and efficient 
administration of the project; 

(ill) A clear description of how the 
objectives of the project relate to the 
purpose of the program; 

(iv) The way the applicant plans to 
use its resources and personnel to 
achieve each objective: 

(v) A clear description of how the 
applicant will provide equal acce«s anc 
treatment for eligible project 
participants who are members of groups 
that have been traditionally 
underrepresented, such as— 
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(A) Members of racial or ethnic 
minority groups: 

|B) Women; 

(C) Handicapped persons: and 

|D) The elderly: and 

(vi) For applicants required to provide 
an opportunity for equitable 
participation of private school students 
and teachers—a clear description of 
how the applicant will provide that 
opportunity. 

|b) Quality of key personnel (15 
Points) 

(1) The Secretary reviews each 
application for informaton that shows 
the qualifications of the key personnel 
the applicant plans to use on the project. 

(2) The Secretary looks for 
information that shows— 

(i) The qualifications of the project 
director (if one is to be used): 

(ii) The qualifications of each of the 
other key personnel to be used in the 
project; 

(iii) The time that each person 
referred to in paragraphs (b)(2) (i) and 
(ii) of this section will commit to the 
project; and 

|lv) lire extent to which the applicant, 
as part of its nondiscriminatory 
employment practices, encourages 
applications for employment from 
persons who are members of groups that 
have been traditionally 
underrepresented, such as— 

(A) Members of racial or ethnic 
minority groups: 

(B) Women; 

(C) Handicapped persons: and 

(D) The elderly. 

(3) To determine personnel 
qualifications, the ^cretary considers 
experience and training, in fields related 
to the objectives of the project, as well 
as other information that the applicant 
provides. 

|c) Budget and cost effectiveness, (5 
Points) 

(1) The Secretary Teviews each 
application for information that shows 
that the project has an adequate budget 
and is cost effective. 

(2) The Secretary looks for 
information that shows— 

(i) The budget for the project is 
adequate to support the project 
activities: and 

|ii| Costs are reasonable In relation to 
the objectives of the project. 

(d) Evaluation plan. (5 Points) 

(1) The Secretary reviews each 
application for information that shows 
the quality of the evaluation plan for the 
project. Doss-reference—See EDGAR 
34 CFR 75.590 (Evaluation by the 
gninlec). 

(2) The Secretary looks for 
information that shows methods of 
avaluation that are appropriate for the 


project and. to the extent possible, are 
objective and produce data that are 
quantifiable. Including, for example, 
foreign language proficiency 
examinations of individual students. 

(e) Adequacy of resources, (5 Points) 

(1) The Secretary reviews each 
application for information that shows 
that the applicant plans to devote 
adequate resources to the project 

(2) The Secretary looks for 
information that shows— 

(i) The facilities, such as language 
laboratories, that the applicant plans to 
use are adequate: and 

(ii) The equipment and supplies that 
the applicant plans to use are adeouate. 

(f) Improvement of expansion of 
instruction in critic^ foreign languages. 
(20 Points) 

(1) The Secretary reviews each 
application for information that shows 
the extent to which the project 
contributes to the improvement or 
expansion of instruction in one or more 
critical foreign languages. 

(2) The Secretary looks for 
information such as— 

(i) 'fhe objectives of the project; 

(ii) The manner in which the 
objectives of the project further the 
purpose of improving or expanding 
instruction in critical foreign languages: 

(iii) The extent to which the project 
involves techniques that are innovative; 

(iv) The extent to which the project 
builds upon and adds to current 
educational information and research on 
instruction in critical foreign languages: 
and 

(v) The extent to which the project 
will provided a model or other 
information that could be used by others 
to solve education problems. 

(g) Applicants commitment and 
capacity. (15 Points) The Secretary looks 
for information that shows the extent of 
the applicanfs commitment to the 
project, its capacity to continue the 
project, and the likelihood that it will 
build upon the project when Federal 
assistance ends. 

(20 U.&C. 3972) 

(Approv'ed by the Office of Msnogement and 
Bud^t under control number 1680-0511.) 

9 755.33 What apacial conaktarattona may 
tha Sacrataiy uaa In aalacting an 
appUcatkm for funding? 

(a) After evaluating applications 
according to the criteria contained in 

S 755.31 or S 755.32, the Secretary may 
determine whether the most highly rated 
applications are broadly and equitably 
distributed throughout the Nation for 
each competition or under this program. 

(b) The Secretary may select other 
applications for funding if doing so 
would improve the geographical 


distribution of projects funded under a 
particular competition or under this 
program. 

(c) The Secretary may decline to fund 
a project that is eligible for funding by 
the Secretaiy under a different, specific 
Department of Education competition or 
program. 

(d) The Secretary does not fund a 
project that receives Federal funds for 
the same project activities under Title 11 
of the EESA. 

(20 U.S.C 3972) 

$ 755.34 Are there reetrlctione on the uee 
of fuode for equipment under this 
program? 

Of the funds made available through a 
grant under this program, the Secretary 
may restrict the amount of funds used 
under Part 755 to purchase equipment. 

(20 U3.C 3972) 

Note.—^Thift appendix will not appear in 
the Ckide of Federal Regulaliona. 

Appendix—Summary of Comments and 
Responses 

During the 45-day public comment 
period, nine letters and one informal 
response were received. In general, the 
commentera sought clarification of 
specific provisions of the regulations. 

The following is a summary of the 
public comments received on the 
proposed regulations published in the 
Federal Register on November 28.1984 
(49 FR 46761). and the Secretary’s 
responses to those comments, including 
any changes. The comments are 
arranged according to the order in which 
the provisions they address appear in 
the final regulations. 

Subpert A—General 

Section 7S5.2 What parties ore eligible 
for a grant under this progam? 

Comment. Two commenterq objected 
to the language contained in S 755 2(a) 
of the propiosed regulations. Proposed 
§ 755.2(a) stated that the ”Secretary may 
award nationally significant project 
grants under 9 755.11 to State 
educational agencies, local educational 
agencies, institutions of higher 
education, and private nonprofit 
organizations, including museums, 
libraries, educational television 
stations. . * Both commenters urged 
clarification of the term ' private 
nonprofit organization”. Under proposed 
9 755.2(a) public museums, libraries, and 
educational television stations would be 
excluded from participating in the 
program. 

Response. A change has been made. 
Title n of the EESA is internally 
inconsistent regarding the public or 
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private status of organizations eligible to 
participate in the programs authorized 
under Title II For example, section 
20G(b)(1) of Title IJ refers to "nonprofit 
private organizations." Section 206(e) 
refers to "nonprofit organizations." 
Section 207(c)(1) refers to "private 
nonprofit organizations." whereas 
section 208(c)(lKE) refers to "public 
organizations." Section 212(b)(1) refers 
again to "private nonprofit 
organizations." The references in the 
statute to these organizations are 
numerous and inconsistent The 
legislative history is equally 
inconsistent. See, e.g.. S. Rep. No. 151, 
98th Cong., Ist Sess. 6-8.16 (1983): 130 
Cong. Rec. 86636. S6640 (daily ed June 
6.1984). There is no evidence in either 
the statute or the legislative history that 
the Congress sought to preclude either 
public or private museums, libraries, 
educational television stations, or other 
appropriate organizations from 
participating in the programs authorized 
under Title U of the EESA. Therefore, to 
promote competition and to recowize 
the valuable contributions of both public 
and private nonprofit organizations 
toward excellence in education, the 
Secretary has revised the regulations, 
both in this Part 755 implementing the 
Secretary’s Discretionary Program and 
in Part 208 Implementing the State Grant 
Program, to refer to "nonprofit 
organizations," thereby permitting the 
involvement of both public and private 
orgonizations. 

CommenL One commenter 
recommended that the language in 
proposed { 755.2(b) incorporate the 
provision of section 212(c) of the statute 
that requires the Secretary to reserve 
twenty-five percent of the funds 
available under this program for grants 
to institutions of higher education to 
improve and expand instruction in 
critical foreign languages. 

Response. No change has been made. 
As clarified In the preamble to the 
regulations, twenty-five (25) percent of 
the funds appropriated for the 
Secretary’s Discretionary Program is 
reserved for institutions of hi^ier 
education to improve and expand 
instruction in criteria! foreign languages. 

755.3 What regithlions apply to this 
program? 

Comment One commenter questioned 
why the Secretary’s Discretionary 
Program for Mathematics. Science, 
Computer Learning, and Critical Foreign 
languages is no! subject to 34 CFR Part 
79, the regulations implementing 
Executive Order 12372 
(Intergovernmental Review of Federal 
Programs). The commenter suggested 
that, in some cases, projects funded 


under the Secretary’s Discretionary 
Program may be of spedal interest to 
States. 

Response. No change has been made. 
This program is excluded bom coverage 
under 34 CFR Part 79 because its 
purpose is not to support services to 
particular State or local jurisdictions, 
nor is it directly relevant to the 
governmental responsibilities of s Stale 
or local government. Rather, this 
program assists nationally simiflcant 
projects that are designed to nave 
nationwide impact. 

Nevertheless, the Secretary may 
choose to notify the State tingle points 
of contact with respect to competitions 
that may be of special interest to States. 

§ 755.4 What definitions apply to this 
program? 

Comment One commenter asked if 
the Secretary has consulted with the 
other Federal agencies, as required by 
section 212(d) of the statute, in 
determining which languages are critical 
to national aecurity, economic, and 
scientific needs, end when a bit of those 
languages will be published. 

Response. The Secretary has 
consulted with the Secretary of State, 
the Secretary of Defense, the Secretary 
of Health and Human Services, and the 
Director of the National Science 
Foundation in determining which 
languages are critical to ottr national 
security, economic, and scientific needs. 
The list was published for public 
comment in a notice in the Federal 
Regisler on April 15,1985, at 50 FR 
14743. 

CommenL One commenter 
recommended that the language in 
§ 755.4(c) deHning "gifted and talented 
student" be revised to clarify that this 
deBnition applies only to this particular 
program. 

Response. A change has been made. 

In order to avoid any unnecessary 
confusion with other more inclusive 
definitiocis of gifted and talented 
students, the Secretary has revised the 
definition for "gifted and talented 
student" to make it clear that this 
defuiition applies only to Title II of the 
EESA. 

Comment One commenter questioned 
why the definition for "gifted and 
talented student" contained In { 755.4(c) 
was limited to certain subject areas 
instead of the broader definition used in 
other Federal education pro^ams. 

Response. No change has been made. 
Section 212(b)(1) of the EESA requires 
that the Secretary give special 
consideration to magnet schools for 
gifted and talented students. The 
purpose of Title II. as stated in section 
201 of the EESA. is to improve the skills 


of teachers and instruction in 
mathematics, science, computer 
learning, and foreign languages, and to 
increase the access of all students to 
such instruction. The Secretary has 
determined that the definition for "gifted 
and talented student," as it appears in 
these regulations, is consi sten t with the 
purposes of Title II of the EESA. Of 
course, all gifted and talented children, 
like other children, will benefit from 
improved teaching and instruction. 

Comment One commenter noted that, 
unlike the NPRM implementing the Statt 
grant program authorized by Title n of 
the EESA (34 CFR Part 208), the 
proposed regulations for the Secretar>''i 
Discretionary Program do not contain a 
definition for "historically underserx ed 
and underrepresented populations." The 
commenter suggested adding a 
definition to avoid any confusion about 
which groups are included In those 
populations. 

Response. A change has been made. 
The Secretary has included in these 
regulations a definition of "hiatorically 
underserved and underrepresented 
populations" as that term is defined in 
proposed 34 CFR Part 206 impliimentin^ 
the State grant program. 

Comment One commenter 
recommended that | 755.4 contain s 
separate definition of "handicapped " 
and suggested that the regulations 
incorporate the definition of 
"handicapped" in Part B of the 
Education of the Handicapped Act 
(EHA), 

Response. No change has been made. 
The regulations have been revised to 
include a definition of "historically 
underserved and underrepresented 
populations." including handicapped 
persons. The Secretary believes that tht 
definition of ’liistorically underserN ed 
and underrepresented populations." 
which has been added to { 755.4(c), if 
sufficient and should provide adequate 
guidance to prospective applicants 
under this program. 

Subpart B—What Types of Ptojacts 
Does the Secretary Assist Under This 
Program? 

i 755.11 What types of projects does 
the Secretary assist under a nationaUj 
significant project grant? 

Comment One commenter soggeslfd 
(hat the language in proposed 
f 755.n(bMt) be revised to specify ihfl 
priority will be given to projects 
involving collatrarative efforts with 
institutions of higher education, local 
school districts, and private Industry. 

Reponse. No change has been made. 
Section 755.13(b) of the regulations 
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lows Iho Sectetary to select as priority 
or more of the types of projects 
In S 755.11, or other types of 
ojfti? .mnounced by the ^crelary. 
us provides the Secretary i^^ith the 
^xilulity to establish and limit 
iontic'S for selection of applications in 
particular year, taking into account the 
national needs to improve the 
lallty of teaching and instruction in 
athematics, science, computer 
Mroing. and critical foreign languages, 
fthe Sctcretary chooses additional 
rnrities for a particular year or grant 
jmpetition, the Secretary publishes 
lose proposed priorities in the Federal 
pyister for public comments. 

^Comment One commenler 
icommended that the language in 
upused Si 755.11 and 755.12 be 
Uinged to include a provision that 
schers must be involved in the 
snning. development. Implcmentiition. 
id evaluation of the project 
Response. No change has been made. 
Kdchers do ploy a very critical role in 
le learning process. While the 
Kre!iiry recogizes this. It is 
appropriate for the Secretary to 
iquire applicants to privide assurances 
IT teacher invovemen! in all phases of a 
fuiect. Moreover, the Secretary 
Sieves that the selection criteria 
mtained in SS 755.31 and 755.32 
irovide more.thon adequate assurance 
teacher involvement where 
^propriate. 

Comment One commenler asked why 
e language contained m proposed 
|7S5 11(c) and 755.12(d). whirJi 
diculet that the Secretary does not 
t>vide operating revenue to meet local 
was used rather than the 
ippiement not supplant language 
mtained in section 209(b)(6) of the 
dilute. 

Response. No change has been made. 

It’s face, section 209(b)(6) does nof 
>p!y to funds awarded under section 
l::oftheKESA 

Kfion 755. IS How dfjcs the Seewtary 
ttablish priorities fr^r this program? 

Comment Two coinmenters 
commended that the language in 
tjposed S 755.13(a)(1) be changed by 
dieting the term *'magnet schools** and 
ihstituting "schools proposing to 
||itab lish or improve gifted and talented 
The commentors contended 
Ifrt the term **magnct school** had the 
•tcDtial to restrict eligibility to special 
city schools and elite private 
and special schools for gifted 
talented were out of the reach of 
local edcational agencies, 
■oespoose. A change has lieen made. 


The statute requires the Secretary lu 
give special consideration to IJ^As or 
consortia of LRAs to establish or 
improve magnet schools for gifted and 
talented students. Given the level of 
funding available under this program, 
and to address the concerns raised by 
the commenters. § 755.13(a)(1) has been 
revised to read *^. . . magnet school 
programs lor gifted and talented 
students.** Thus, for the purpose of Title 
11 of the EESA. **magnet school programs 
for gifted and talented students** means 
programs for gifted and talented 
students In magnet schools or magnet 
programs in regular schools that attract 
giHed and talented students from other 
schools. Assistance under this program 
may also include, but is not limited to. 
the provision of funds to those schools 
capable of attracting substantial 
numbers of students of different racial 
backgrounds. 

Comment One commenler objected to 
the language in proposed { 7S5.13(b) 
regarding the Secretary's authority to 
announce additional priorities through a 
notice in t)ie Federal Register. The 
commenler contended that this dould be 
construed as circumventing the 
regulatory and public comment process. 

Response. No chaiige has been made. 
The language in { 755.13(b) and (c) 
provides the Secretary with nexibtlity to 
establish and limit priorities for 
selection of applications in a particular 
year according to unmet national needs 
in the areas of mathematics, science, 
computer learning, and critical foreign 
languages. Prior to establishing final 
priorities for a particular year, the 
Secretary publishes in the Federal 
Register proposed annual priorities for 
public comment if the proposed 
priorities are not listed in the 
regulations. The Secretary considers all 
public commoQts and recommendations 
l>efore establishing final priorities. For 
example, the Secretary published for 
comment on )anuary 22.1965 (50 
2846), a notice of proposed funding 
priorities for nationally significant 
project grants for fiscal year 1965. This 
process complies with the procedures 
rc^quired under section 431 of the 
General Education Provisions Act 
(CEPA) (20 U.S.C. 1232). Rather than 
circumventing the public comment 
process, this procedure actually 
increases the opportunity for the public 
to comment on priorities. 

Subpart C—How Does One Apply for a 
Grant? 

Section 755.20 What assurance must 
an applicant make? 

Comment One commentcr questioned 


why the proposed regulations did not 
elol>orate on the provisions of sen^tion 
211 of the EESA, governing the equitable 
participation of children and teachers 
from private schools. 

Response. No change has been made. 
The Secretary believes that the language 
in § 755.20 and in 34 CFR 75.650 
provides adequate guidance on 
participation and that further 
elaboration is unnecessary. 

Subpart D—How Does the Secretary 
Make a Grant? 

Section 755,31 What are the selection 
criteria for notionnUy significant protect 
grants? 

Comment One commenler questioned 
the statutory authority for the criterion 
listed in S 755.31(g), relating to national 
significance. The commenler further 
questioned why only the National 
Commission on Excellence in Education 
was mentioned by name to the 
exclusion of other education reports. 

Response. No change has been made. 
Because section 212 of the EESA does 
not contain any selection criteria for the 
Secretary to consider in making awards, 
it is necessary for the Secretary to issue 
reguluiions establishing selection 
criteria to be used in making competitive 
awards under the program. Criteria may 
be tailored to the scope of the program. 
Since the purpose of section 212 of the 
EESA is to fund projects of national 
significance, the criterion in $ 755.31 (g| 
is consistent with meeting the purposes 
of the authorizing statute. 

Tlie Report of the National 
Commission on Excellence in Education 
was specifically mentioned in the 
proposed regulations because it was 
specifically mentioned in the legislative 
hi8tor>* {Congressional Record, (one 6. 
1964. S6636-6682). In addition, given the 
volume of reports on the quality of 
education that have been released, the 
Secretary felt It was sufficient to 
mention that other reports were 
considered, rather than citing each 
report. 

Comment One commenler suggested 
that more than fifteen (15) points be 
given to the criterion for national 
significance in S 755.31(g), since the 
purpose of the program is to support 
projects of national significance. 

Response. No change has been made. 
The Secretary cvaluotes an application 
submitted under this program on the 
basis of the applicable selection criteria. 
The Secretary awards up to 100 points. 
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including a rescr\'ed 15 points to be 
distributed among those criteria. For 
each competition the Secretary 
announces, through a notice published 
in the Federal Register, how those 
reserved points will be distributed. This 
provides the Secretary with maximum 
flexibility to determine how best to 
distribute those reserved points, taking 
into consideration the priorities the 
Secretary has chosen for a particular 
year or grant competition. Additional 
points may be given for national 
significance at that lime. 

Comment. One commenter 
recommended that the language in 
proposed $S 755.31(a)(2](v) and 
755.32(a)(2)(v) be revised to require 
applicants to include a description of 
how appropriate instruction will be 
provided to the handicapped. The 
commenter contended that equal access 
and treatment are not sufficient to 
assure meaningful participation for the 
handicapped. 

Response. No change has been made. 
The Secretary believes that the language 
used in ii 755.31 (a)(2)(v) and 
755.32(a)(2)(v], which requires a 
description of how the applicant w ill 
provide equal access and treatment, is 
sufficient to safeguard the needs of all 
prospective participants who are 
members of traditionally 
underrepresented groups. 

Section 755.32 What are the selection 
criteria for critical foreign language 
grants? 

Comment. One commenter questioned 
why there ore no criteria related to the 
national significance of projects for 
critical foreign language grants, and why 
there is relatively little emphasis on the 
project's capacity to be used as a model, 
since these are among the primary 
purposes of the Secretary's 
Discretionary Program. 

Response. No change has been made. 
Section 212(c) of the EESA requires that 
twenty-five percent of the funds 
appropriated for this program be 
reserved for awards to institutions of 
higher education to improve or expand 
instruction in critical foreign languages. 
l.anguages that have been determine to 
be critical, by derinition, meet a critical 
national need and are nationally 
significant. To have a criterion for 
national significance would be 
redundant. 

As to the concern that little emphasis 
is placed on the project's capacity to 
serve as a model, this is addressed 
specifically by § 755.32(f)(2)(v) under 
which the Secretary looks for 
information such as the "extent to which 
the project will provide a model or other 


information that could be used by others 
to solve education problems." 

Section 755.33 What special 
considerations may the Secretary use in 
selecting on application for funding? 

Comment One commenter questioned 
the authority of the Secretary to decline 
to fund a project that is eligible for 
funding under another Department of 
Education program. 

Response. No change has been made. 
Because of the limited resources 
available under the Discretionary 
Program, the Sccretar>' believes it is 
necessary to limit the use of those funds 
to activities of national interest that 
cannot be assisted under other grant 
competitions.* 

Section 755.34 Are there restrictions 
on the use of funds for equipment under 
this program? 

Comment Three commenters 
questioned the authority of the 
^cretary to restrict the amount of funds 
used under Part 755 to purchase 
equipment. Two of the commenters 
contended that any stated formula for 
equipment purchases would pose 
significant problems for potential 
applicants where a reasonable 
expenditure for equipment is necessary. 

Response. No change has been made. 
The purpose of the Secretary's 
Discretionary Program is to fund 
programs of national significance in 
mathematics, science, computer 
learning, and critical foreign languages. 
Even under section 206 of the EESA for 
the State grant program, a local 
educational agency mutt first use its 
Title II funds for the expansion and 
improvement of teacher retraining and 
inservice training in the fields of 
mathematics and science. Only after an 
LEA has met its needs in those areas 
may the LEA use Title II funds for the 
purchase of computers and computer- 
related instructional equipment. Further, 
the LEA may not use more than thirty 
(30) percent of the Title II funds it 
receives for such equipment Similarly, 
given the limited resources available 
under the Secretary's Discretionary 
Program, it is the opinion of the 
Secretary that the Congress did not 
intend a disproportionate share of those 
funds to be spent on equipment. The 
language in { 775.34 provides the 
Secretary with the flexibility to 
determine the amount of funds that may 
be spent on equipment 

[FK Doc. 8S-15153 Filed 6-21>a5; 0:45 am) 

SILUMO COOC 4000-01-41 


Rules and Regulations 


DEPARTMENT OF COMMERCE 

Patent and Trademark Office 

37 CFR Part 10 

(Docket 407 $8-41811 

Practice Before the Patent and 
Trademark Office 

Correction 

In FR Doc. 85-2803 beginning on pagi 
5158 in the issue of Wednesday. 
February 6,1985, make the following 
correction: On page 5176, in the third 
column, in S 10J23(c)(18). in the fifth lia 
"committee" should read "committed" 

aitUHO COOC IMS-OI-M 


VETERANS ADMINISTRATION 
38 CFR Part 3 

Effective Dates of Disability and DtiD 
Pension Awards 

agency: Veterans Administration. 
action: Final regulation amcndrnrnU. 

summary: The Veterans Adbnim.<itratki 
is amending its adjudication tegulatioi 
concerning effective dates of disabibly 
and death pension awards. These 
amendments are necessary because ofi 
recent change In the law governing 
effective dates of awards. The 
these amendments will be to limit the 
effective dates of disability and death, 
pension awards to the date of receiptcf 
a claimant's application unless certain 
specific conditions are satisfied. 
DATES: These amendments are effectof 
October 1,1984. as provided by law 
FOR FURTHER INFORMATION CONTACT: 
Robert M. White (202) 389-3005. 
SUPPLEMENTARY INFORMATION: On 
pages 50742-50744 of the Federal 
Register of December 31.1984. the 
Veterans Administration published 
proposed amendments to 38 CFR 3.lSt 
3.152, and 3,400. Interested persons wfl 
given until January 30,1905. to suWl 
comments, suggestions or objeclionito 
the proposed amendments. Since no 
comments, suggestions or objectiooi 
were received, the amendments havt 
been adopted as proposed. 

The Administrator has certified thal 
these regulations do not have a 
significant economic impact on a 
substantial number of small entititrsN 
they are defined in the Regulator) 
Flexibility Act 5 U.S.C 601-612. 
Therefore, pursuant to 5 U.S.C. 6051W 
these regulations are exempt from 
initial and final regulatory flexibility 
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Boulyscs requirements of sections 6Ci3 
ifld 604. The reason for this certification 
if riiat these regulations impose no 
rrgulatoiy burdens on small entities, 
ttsd only cluinuints for VA beneHts will 
be dirt^ctly affected. 

In cordance with Executive Order 
t2291. Federal Regulation, the VA has 
delcrmined that these regulations are 
oon major for the following reasons: 

(1) They will not have an effective on 
ibf f conomy of Si00 million or more. 

(2) They will not cause a major 
maease in costs or prices, 

|3] They will not have 8igninc:ant 
•diverse effects on competition, 
emptoymeot. investment, productivity, 
innovation, or on the ability of United 
Statfs based enterprises to compete 
with foreign- based enterprises in 
dofitestic or export markets. 

List of Subjects in 38 CFR Part 5 

Ad ministrative practice and 
procedure. Claims. Handicapped, flealth 
tsrc Pensions. Veterans. 

(Hir Catalog of Federal Domestit Assistance 
rrrsmm numbers are 64.104 and 64.105) 
Approved: May 23.19BS 
B>‘ direction of the Administnitor 
Eisrrti Alvamt. 

Ikfioty Ailminmtrotor. 

PART 3H AMENDED I 

38 CFR Part 3, Adjudication, is 
amended as foQows: 

h Section 3151 is revised to read as 
foibws! 

I list CtaAms for dissbatty benaitts. 

(a) General, A specific claim in the 
form prescribed by the Administrator 
null lie filed in order for benefits to be 
[Mud to any individual under the laws 
idminisiercd by the VA. (38 U.S.C 
iO()l(s)).A aim by a veteran for 
tonifM-nsallon may be considered to be 
n claim for pension; and a claim by a 
Hderan for pension may be considered 
to be a claim for compensation. The 
5^ter benefit will be awarded, unless 
he clHimant specifically elects the 
benefit. 

(h) Heiroacthe dieahJJity pensum 
^knm. Where disability pension 
fcntitimimt is established based on a 
cliiim received by the VA on or after 
thilobcr 1, 1984. the pension award may 
^ot effective prior to the dale of 
^ipt of the pension claim unless the 
Wieron specifically claims enlillemeni 
w rrtrouctivo benefits. The claim for 
f^tmaciivity may be filed separately or 
lauded in the claim for disability 
^ion, but it must be received by the 


VA within one year from the date on 
which the veteran became permanently 
and totally disabled. Additional 
requirements for entitlement to a 
retroactive pension award are contained 
In S 3.400(b) of this chapter. 

{38 U,S.C 3010(b)(3)) 

2. Section 3.1S2 is revised to read as 
follows; 

S 3.1S2 Claims for death banefits. 

(u) A specific claim in the form 
prescribe by the Administrator (or 
jointly with Secretary of Health and 
Human Services, as prescribed by 
§ 3.153) must be filed in order for death 
benefits to be paid to any individual 
under the taws administered by the VA, 
(See i 3,400(c) concerning effective 
dates of awar^) |38 U.S.C 3001(a)) 

(b) (1) A claim by a surviving spouse 
or child for compensation or 
dependency and indemnity 
compensation will also be considered to 
be e claim for death pension and 
accrued benefits, and a claim by a 
surviving spouse or child for death 
pension will be considered to be a claim 
for death compensation or dependency 
and indemnity compensation and 
accrued benefits. (38 U.S.C 3001(bHl)) 

(2) A claim by a parent for 
compensation or dependency and 
indemnity compensation will also be 
considered to be a claim for accrued 
benefits. (38 U.S.C. 3001(b)(2)) 

(c) (1) Where a child's entitlement to 
dependency and indemnity 
compensation arises by reason of 
termination of a surviving spouse*! right 
to dependency and indemnity 
compensation or by reason of attaining 
the age of 16 years, a claim will be 
required. (38 U.S.C. 3010(e).) (See 
paragraph (c)(4) of this section.) Where 
the award to the surviving spouse is 
terminated by reason of her or his death, 
a claim for the child will be considered a 
claim for any accrued benefits which 
may be payable. 

(2) A claim filed by a surviving spouse 
who does not have entitlement will be 
accepted as a claim for a child or 
children in her or his custody named in 
the claim. 

(3) W'here a claim of a surviving 
spouse is disallowed for any reason 
whatsoever and where evidence 
requested in order to determine 
entitlement from a child or children 
named in the surviving spouse's claim is 
submitted within 1 year from the date of 
request, requested either before or after 
disaliuwanoe of the surviving spouse's 
claim, an award for the child or children 


will be made as though the disaUow(*d 
claim had been filed solely on their 
lichalf. Otherwise, payments may not be 
made for the child or children for any 
period prior to the dale of receipt of a 
new claim. 

(4) W'here payments of pension, 
compensation or dependency and 
indemnity compensation to a surviving 
spouse have been discontinued because 
of remarriage or death, or a child 
becomes eligible for dependency and 
indemnity compensation by reason of 
attaining the age of 18 years, and any 
necessary evidence is submitted within 
1 year from date of request, an award 
for the child or children named in the 
surviving spouse's claim will be made 
on the basis of the surviving spouse's 
claim having been converted to a claim 
on behalf of the child. Otherwise, 
payments may not be made for any 
period prior to the date of receipt of a 
new claim. 

3. Section 3.400 ia amended by 
revising paragraphs (b)(1) and (c) to 
read as follows: 

S 3.400 GeoeraC 
• • • • • 

(b) • • • 

(1) Disability pension (§ X3(c)l An 
award of disability pension may not be 
effective prior to the date entitlement 
arose. 

(i) Claims received prior to October i, 
1984. Date of receipt of claim or date on 
which the veteran became permanently 
and totally disabled, if claim is filed 
within one year from such date, 
whichever is to the advantage of the 
veteran. 

(ii) Claims received on or after 
October h 1984. (A) Except as provided 
in paragraph (b)(lHii)(B) of this section, 
date of receipt of claim. 

(B) If. within one year from the date 
on which the veteran became 
permanently and totally disabled, the 
veteran files a claim for a retroactive 
award and establishes that a physical or 
mental disability, which was not the 
result of the veteran's ovim willful 
misconduct, was so incapacitating that 
it prevented him or her from filing a 
disability pension claim for at least the 
first 30 days immediately following the 
date on which the veteran became 
permanently and totally disabled, the 
disability pension award may be 
effective from the dale of receipt of 
claim or the date on which the veteran 
became permanently and totally 
disabled, whichever Is to the advantage 
of the veteran. While rating board 
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judgment must be applied to the facts 
and circumstances of each case, 
extensive hospitalization will generally 
qualify as sufficiently incapacitating to 
have prevented the filing of a claim. For 
the purposes of this subparagraph, the 
presumptive provisions of { 3.342(a) do 
not apply. 

• • • « • 

[c] Death benefits —(1) Death in 
senice (J8 U.S C, 30l0(ih Pub. L 87-^25) 
(§§ 3.4(cf 3.5(b)J. First day of the month 
fixed by the Secretary concerned as the 
date of actual or presumed death, if 
claim is received with 1 year after the 
date the initial report of actual death or 
finding of presumed death was made; 
however benefits based on a report of 
actual death are not payable for any 
period for which the claimant has 
received, or is entitled to receive an 
allowance, allotment, or service pay of 
the veteran. 

(2J Senice<onnected death after 
separation from service (36 US.C. 
3010(d), Pub. L 87-625) (§§3.4(c), 3.5(b)). 
First day of the month in which the 
veteran's death occurred if claim is 
received within 1 year after the date of 
death; otherwise, date of receipt of 
claim. 

(3) Nonservice-connected death after 
separation from service. (1) For awards 
based on claims received prior to 
October 1,1984. first day of the month in 
which the veteran's death occurred if 
claim is received within one year after 
the date of death: otherwise, date of 
receipt of claim. 

(ii) For awards based on claims 
received on or after October 1.1984, first 
day of the month in which the veteran's 
death occurred if claim is received 
within 45 days after the date of death: 
otherwise, date of receipt of claim (38 
U.S.C. 3010(d)) (October 1.1984) 

(4) Dependency and indemnity 
compensation —(i) Deaths prior to 
fanuary /. 1957 (§ 3.702). Date of receipt 
of election. 

(ii) Child(36 U.S.C, 3010(e), Pub. L 
67-635), First day of the month in which 
entitlement arose if claim is received 
within 1 year after the date of 
entitlement; otherwise, date of receipt of 
claim. 

(iii) Deaths on or after May 1,1957 
(in-service waiver cases) (§§ 3.5(b)(3) 
and3.702). Date of receipt of election. 
(See % 3.114(a)) 

• • • • « 

(36 U.8.a 210(c)) 

|FR Doc. 85-14697 Filed 8-21-85; 8:45 am) 
SttUNO coot tsts-oi-il 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 61 

ICC Docket No. 83-1145* Phase I; FCC 85- 
293) 

Investigation of Access and 
Divestiture Related Tariffs 

agency: Federal Communications 
Commission. 

action: Policy Statement. 

summaay: In this Order, the 
Commission finds the routing of all 
undcsignated interLATA traRic to one 
particular interexchange carrier 
("default") to be unreasonable and 
prescribes an allocation plan that must 
be implemented by local exchange 
carriers in all central office equal access 
conversions that take place after May 
31.1985. This action will enhance the 
customer's ability to make an informed 
choice in the presubscription process 
and encourage interexchange company 
competition. 

EFfccnve date: May 31.1985. 

ADDfiESS: Federal Communications 
Commission. Washington. D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Joanne M. Salvatore. Tariff Division. 
Common Carrier Bureau (202) 632-7285. 
SUPPLEMENTARY INFORMATION: 

List of Subiects in 47 CFR Part 61 
Tariffs. 

Memorandum Opinion and Order 

In the matter of investigation of access and 
divestiture related tariffs, CC Docket Na 83- 
t145 Phase I FCC 85-293, 

Adopted: May 31,1985. 

Released: |une 12.1965. 
the Commission. 

I. Background 

1. Pursuant to the Modification of 
Final fudgement.* the Bell Operating 
Companies (BOCs) were ordered to 
provide equal access * whore technically 
feasible to their customers by 
September 1986. Equal access allows 
end users to access facilities of a 
designated interexchange carrier (iXC) 
by dialing only. The end user has the 
additional capability of using other IXCs 
by dialing a five-digit access code 
(lOXXX). PresubscHption is the process 
that enables end users to select a 


• UnitedStotes v. American Tel fr TeL 552 F. 
Supp. 131 (0.D.C 1962). off'daubnom. Mary/andv. 
UmtudStatee. WO U.S. 1001 (1063) (MF)). 

' Equal AoccM It deftntd tb«t which It *'rqua) 

in type, quality, and price to that provided to ATST 
and itt ainiuilet.** td. at 227. Equal acxett hat tlto 
been referred to at Feature Group D ocerte. eaey 
dialing and t ^ Service. 


primary IXC prior to a central office 
conversion to equal access. The Distrid 
Court held that under the MF), the B0(^ 
were permitted "to route to ATAT the 
calls of any customer who. by the time 
equal access is available, has failed to 
make a selection of an IXC either by 
predcsignation or by dialing an accesi 
code." ^The Court also found that the 
MFl did not preclude a BOC "from 
employing either the allocation or the 
blocking option should it choose to do 
so."^ 

2. In the Commission's ECA Tariff 
Order,* we recognized that ATAT wmiW 
enjoy a definite competitive advantajs 
as the "default" carrier. We slated, 
however, that the MFJ requinunent*; uf 
BOC presubscription customer 
information and mandatory new 
subscriber presubscription **wou!d 
mitigate and eventually eliminate 
ATATs advantage without the 
inconvenience or expense of blocking or 
distributing calls by formula." ^In or^ 
to give consumers a fair opportunity to 
evaluate competing carrier serv ices 
during the equal access transition, ws 
ordered that a subscriber be allowed to 
select an DCC without charge during ths 
six-month period following the equal 
access conversion date. 

3. As a result of the above decisions 
most BOC s used the "default** 
procedure. The BOCs provided 
customers with presubscription 
information that told them of the 
opportunity to designate a primary IXC 
of their choice. The customers were aW 
informed that they would have to nwi« 
individual arrangements for service w# 
the IXC. If no such arrangements weft 
made, the customer was "defaulted** 
ATAT. Northwestern Bell (NWB). 
however, decided not to default non- 
presubscribed customers to ATAT and 


■ United States v. Weatem Electnc. 57S F. 

068.67S |U.O,C 1983). Thii proc^M bw bf m . 
rrfcfT«d 1o ai **drf«uir’ lo the AmeficJin TekpbNA 
end Telegruph Company (AT&T). The bwfutenv; 
the ' defaiiir tcheiot under the Commuru^iiiwfi 
Act w«« not before the Court. 

•A/. u\ 676 nSe. AUocetloa U a method h) 'vfca'’ 
nofi'preaubacribed customeri are aailgneiJ lotfD 
in the Mrue proportiofi ai the prtMibacnhrvJ 
caatoaera. For example. If Carrier A obtained •• 
percent of the preaubacrl(>ed cuetomen. Camfr* 
obtained 30 percent arkd Carrier C.qbte»n«‘ J * 
percent, they would receive Ihoiepercen'-ix^-* ' 
non-preiubacribed cuitomeri. Call hlockme ^ 
another aliemetive lo defautl. Uaing ihii °**^^*, 
caller who has neither presubscribed nor diw» 
nve-digil access code and who attempts to 
1 f long distance call, is irfeired lo a recorded 
message that instructs him bow lo presub^rT.bt* 
to use the rive-digit access codes. 

• Invesiigatum of Access and Dlveelltuxe 
Tariffs. CC Docket .No. 83-1145. Phase 1. 9C TCC^ 
1082 (1984) |£C4 Tariff OrderJ. 

Ud.4i 13-8 












25983 


Federal Register / Vol. 50. No. 121 / Monday, |une 24. 1965 / Rules and Regulations 


instead, devised a pro rata allocation 
plan7 

4. During this proceeding, several 
IMriics petitioned the Commission to 
reconsider the "default** procedure 
because they considered the roiiting of 
all undesignated traffic to AT^T to be 
anticompetitive. In our Order on 
Reconsideration.* we found that the 
record was insu^icient to determine 
whether it is reasonable to route all 
undesignated traffic to one particular 
KC. Wc requested comment on this 
issue and on reasonable and workable 
alternative methods to **defauir* and 
how these methods could be 
iropl«»mented without undue 
inconvenience to end users.* 

5. The majority of commenters 
responded in favor of replacing the 
existing "default" procedure with a pro 
roto allocation plan. After careful 
consideration of the record and for the 
reasons discussed below, we are 
prescribing a uniform pro rata allocation 
pkii that all local exchange carriers, as 
defined herein, must put into effect by 
the date established in this Order.*’ 

n. Comments 

6. All commenting parties agreed that 
the customer's ability to make an 
informed choice of an IXC was essential 
to a successful equal access 
prcsubscription process. The 
commenters unanimously called for 
Improvpment in customer information 


p\ma. accorapiiinied by « letter from ]JL 
■a*, wue Fiied with the Cominiwlon for 
lofertTutioMl purpoeee on Febru4Lr>‘ 20. HISS (WN'B 
PUo|. The NW'B PUn consteU of • two-b«Uot 
pooedure, A cualomer if noUhed of equal acersf 
nomemon tO days prior to itt occttrrrnrc aod glvtn 
■ ballot on which to indicate a preference for a 
Himary IXC. Cuatomrrf who fail to nrlum their 
Ufioii to KWB are tent a tecood bnllol giviag them 
mother opportunity to chooae an IXC and 
®Jj«Uns which IXC the) will hJr aiaigned to if no 
I iriedion ia made. Cuttomerf not returning their 
j Hoood ballot are ataigntd to the dtalgnated 
carrim and allowed »ix muntha aftw the 
I ^vtrflofi dale to arlect diaerent camera without 
The allocaiiofi method employed by NWS 
I nadem with retpect to cuslmneni . The pennrnlajtr 
I uf Wm preaubfcribod cuftomere attignr^ to any 
I it baaed on actual preaubacflptlnn flgura* 
Mnvfftigatloii of Acceai and Divratiturr Related 
Tariffs CC Docket No, 8S-11i5, Phaar I. FtTC SM« 
y tM621 Mar S. ISSSl (Ortirr on 
k nKoevitderatlon^ 

It para. 23. 

**8ef Appendix A for a hit of thi 37 initial 
2!?*”*”* tVMi the 24 partlert that replied In 
I additkoQ to theae commente. the CommiMkm alao 
r foltowins mfo^al reeponaea: 74 Irltrrt 

F Ok? ‘^'***'^ ® “defauir auction propotal from a 
[ Califomb—tof Angelet prnfrtaor and 

[ Cons^twuwi Pdward Frti^an of Ohio, 

I TeUrcommonicaMoo for the Deaf. Inc., the 

I York Department of Contumer Affalra. 

tfidSwernyOtd Ocean Telephone Company 
I ^PPtoefix B for the actual text of the 
I allocation plan. Paragraph 1 of thif plan 

I rarrtrra are reapontibie for 

I ■^emrnutkm of thii plan Scr o/topara. .T2. infrv. 


and education.**and most parties 
agreed that a non-exclusive balloting 
system was the best means of ensuring 
affirmative customer choice.** 

7. Commenters *• in favor of a pro rata 
allocation plan such as the one currently 
used by NWO argued that default was 
preserving ATATs monopoly power 
over the marketplace and that an 
allocation plan was not only workable 
but was stimulating at least a 20 percent 
increase in customer participation in the 
presubscription process.**Parties 
attributed the low presubscription levels 
associated with default to customer 
inertia. These parties argued that the 
default procedure gives customers no 
incentive to make an affirmative 
response to the presubscription process 
and that ATAT is receiving an 
unwarranted windfall. Many parties 
found fault with the practice of 
informing customers that failing to 
respond to the presubscription notices 
would result in uninterrupted easy 
dialing service with their current long 
distance carrier. 

a. In its comments, which are 
representative of those parties in favor 
of the prescription of an allocation 
method. DO) gave four reasons why the 
Commission should adopt an allocation 
plan such as NWB’s. First. NWB’s 
experience has proved that a viable and 
reasonable alternative to default exists. 
Second, the MF) does not prohibit the 
Commission from mandating an 
alternative to default as long as the 
implementation of equal access is not 
delayed. Third, a ballot and allocation 
plan such as NWB's is more consistent 


"Cenlrr/CKotJibook slated that it was very 
difTIrult fur Cttstomen to obtain the lofocnuitlon 
neccotJiry to moke an informed choice of ■ pnmary 
IXC It recommended that the BOCa be required to 
create on Inexpcnilvc way for customers to acquire 
obirctive comparative information on feotures and 
rates of lung distance rarrierm. 

A oon-exclusive baBotuig system allows a 
customer to designate his primary IXC either by 
ballot or by dinsctly conlOLling iIr* IXC for oerv ice 
The BOCs and ATST coomtented in favor of a non¬ 
exclusive balloting system, Fjich of the DCKIs staled 
In its Indlvidaal conrunents that it was either 
currently using a ballot syslein uf In the proci m i*f 
convrrtinf to one. 

**Tbe commenters supporting the use of an 
aitocMtion pUn wrrr Allnel. Craler/Qiecktook. 
CompteL ConteL UO|. Empire. KPSC GTK Sprint. 
Lexitel. MPSC Mlootel MCL MTN. and PNTl. 
NYNEX. RCL SBS. Southland. SWBT TSI. Tellec/ 
Satfko. TRAC US Telecom. USTS and Western 
Union. 

**DOJ Is responsible for enforcing the MK) and 
Has exerctsed this rrsponslbilty by requuing the 
BOCs to file oompliancc plans with respect to eqiml 
arrest conversions On February* a i9$S. It asked 
the Regional Holding Companies IRIiCs) to provide 
equal access convet^on data. Sev UO| Comments 
at a After reviewing the statistics received, DOJ 
slated in its oommenls summary that 6&-7D pemmt 
of NWR*! customers Have afftmuilively chosen a 

primary IXC while less than 50 percent of the 
customers of the other BOCs have done so 


with the requirements of the 
Communications Act that a common 
carrier Is forbidden **to make or give any 
undue or unreasonable preference or 
advantage to any particular person." ** 
Fourth. DO) has concluded from its 
review of statistics submitted by the 
RtlCs that allocation Is. in fact, cheaper 
to implement than the current default 
procedures.** 

9. Although most commenting parties 
supported implementation of the NWB 
Plan and urged its adoption because it 
has been successfully tested, several 
parties ** suggested modifications to this 
plan. .Most of the proposed 
modirications related to the t>T;>e of 
customers the IXCs would be assigned 
through the allocation process. These 
proposals included: (1) allocating only 
business customers. (2) allowing IXCs to 
check the creditworthiness of their 
assigned customers before acceptance 
of them. (3) allowing IXCs to reject 
certain assigned customers for any 
reason. (4) allocating only customers 
that had a specified level of monthly toll 
bills. (5) allowing IXCs to limit the 
number of allocated customers they will 
accept, and (6) requiring the local 
exchange company (LEC) to provide 
specific end user inter-l,ATA traffic data 
to the IXC without additional charge.** 

10. MCI urged the Commission to 
require the allocation procedure to lake 
plar.e after the conversion date instead 
of after the return of initial ballots as 
provided in NWB's Plan, in order to 
pro\nde customers 90 days to determine 
their choice of carrier and to return their 
initial ballots. MCI stated that the 
allocation percentages would be more 
representative of customer choice if this 
extended period of time for the return of 
the initial ballot were given. For similar 
reasons. SBS, RCI and LISTS also 
requested that customers be notified of 
the availability of equal access 120 days 
prior to the equal access conversion 
date rather than the 90 day period used 
by NWB. Conlcl suggested that a three- 
month rather than six-month period for 
non-presubscribed customers to select a 
primary IXC free of charge would 


**4T U.SC 2021a). 0O| Hated that default U 
preferential treatment of ATST by ihr BOCa and 
that the BOCt cannot clemonitrale that thki 
dlocriminalion U lust and ivaeonable. 

*'ThU condualon it bated on the fact (hat NWB 
tiwai a computer tape to update the nece«Mr> 
eyetenif rather than the more txpeniive oenlce 
order proceet uted by the other DOCa in 
Implementing d|faull. 

Three parties were; Allnet. Ccnler/C3»eckbouk. 
Contel. Lexitel KfPSC. MO. RCI SBS. Southland 
Teltec/Salrloo. US Telecom, and USTS. 

’•NYNEX arged the Committion to relrcl the 
commmlera* propooed tnodificationa to the NWR 
Man hreaufe ih^* are not in the public inirrett 
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reduce the industry's administrative 
burden. The Dty of New York 
Department of Consumer Affairs 
advocated that ballots contain a choice 
for no primary interexchange carrier 
which would indicate that the customer 
is opting to make all long distance calls 
by using a lOXXX access code. MG also 
argued in favor of an allocation plan for 
public phones. 

11. RCI argued that ‘'equaP allocation 
of default traffic was preferable to an 
NWB-type allocation based on relative 
percent age o f presubscribed customers. 
Alinct GTE Sprint, Microlel. MCI and 
SWBT argued in favor of *'re Iron dive" 
allocation where all non*presubscribed 
customers in equal access conversions 
prior to an allocation plan effective date 
should be recontacted and subject to a 
ballot and allocation process. Allnet 
proposed an alternative to "retroactive" 
allocation which would reduce all future 
allocations to AT&T by the percentage 
of end offices that had already 
converted prior to the implementation of 
an allocation plan. 

12. Parties in favor of an allocation 
plan disagreed as to how the 
Commission should implement such a 
plan. Contel and Pacific stated that the 
Commission should adopt general 
guidelines requiring allocation rather 
than rigidly applied rules. NYNEX. 
BellSouth and CHli Sprint argued that 
because there were several forms of 
allocation plans being proposed by 
various L£Cs. the Commission should 
specifically define the allocation 
mechanisms to be used. MTN, NWB and 
PNB repUed that the NWB Plan should 
not be adopted nationally because it 
was formulated to respond to the 
marketplace and that carriers need 
continued flexibility in order to adapt an 
allocation plan to changing market 
conditions. California, Pacific, SNET 
and (JSTA stated that the default issue 
should be decided at the state level %vith 
input from the LECs. 

13. Must commenlcrs that argued 
against allocation argued that It would 
cause undue customer inconvenience 
and confusion, and considered 
allocation an unnecessarily coercive 
and drastic measure.*^ Parties opposed 
to an allocation plan cited default as the 
most reasonable alternative because of 
its cost efficiency. AT&T argued that 
default is neither an unreasonable 
practice nor discriminatory. AT&Ts 
cited the MF) as the basts for this 
conclusion and stated: "As a matter of 
law and of fact, the customers involved 
here are already AT&T customers, and 


**Thft majority uf dH<rn Iwtiani rttaiiUMS by Unf 
ConuniMiun arcued as^init a l.nC mokins a primary 
dijUnoe curriet dxiica for them 


were intended under the Decree to 
remain so until they select another 
company as their primary interexchange 
carrier."** 

14. AT&T further argued that the 
current default system was working well 
and that it should remain in place. 

Based on independent survey data,” 
AT&T provided the following 
conclusions. First, customers 
overwhelmingly understand the 
presubscription process and are awaie 
of the selection they are being asked to 
make. Second, customers understand 
that if they do not make a selection and 
notify another interexchange carrier, 
they will continue to have service 
provided by AT&T, Finally, customers in 
both allocation and non-allocation areas 
overwhelmingTy prefer that 
undesignated traffic be routed to AT&T 
rather than allocated among the iXCs. 

15. NARUC argued against allocation, 
believing that it disadvantaged new 
entrants in the interexchange market 
that are in the process of developing a 
customer base. DOD was opposed to the 
implementation of the allocation process 
because of its interpretation that the 
Competition in Contracting Act requires 
that it not permit contracts with a new 
carrier on an allocated basis. Rochester 
argued against the prescription of 
allocation for small rural independent 
telephone companies because it would 
significantly increase costs and 
administrative responsibilities. 

16. Alternatives to default and the 
allocation process were also suggested 
by commenting parties. The auctioning 
of the non-presubscribod customers to 
the highest D(C bidder together with the 
IXCs ability to resell these customers in 
a secondary market was suggested by 
Lexitel, MPSC and a U.C.L.A. professor. 
These parties believed that auctioning 
was the best alternative because it 
encouraged competition among IXCs 
and allowed the marketplace to 
determine which IXC was most capable 
of serving these customers. Parties 
opposing the auction method stated that 
this procedure would result in 
unnecessary customer confusion and 
high costs. FPSC stated that the cost of 
implementing an auction would be likely 
to exceed any revenue generated by the 
winning bid. 

17. Uxitel SBS. TSI. TRAC and 
Center/Checkbook argued in favor of 
call blocking as a viable alternative to 
default. They stated that call blocking is 
the most equitable way of administering 


ATaT Commmla at 4. 

*'$«€ Prvfubacriptlon Market Study prepared by 
.Marketing Vieiepobvta. Iikl, • outioua] cdo^I 
rcecurd) organixalioa. which ATST fUad with lU 
com mailt. 


the presubscription process because tbs 
method prohibits customers who have 
not pieselecled easy dialing carriers 
from making any 1 -h long distance calk 
Customers attempting to make such 
calls receive a recording that instruct 
them to dial a five-digit access code of 
the IXC they wish to use. The recording 
also suggests that the customer call the 
LEG Business Office to arrange for a 
primary IXC Several parties opposed 
this method because it is too costly to 
implement and could cause extrem*.* 
confusion and inconvenience to the 
customers. USTA argued that call 
blocking would indiscriminately block 
emergency calls or calls from disabled 
customers. Parties alleged also that thu 
method would put a substantial burden 
on the LECs since they would roost 
likely be contacted with customer 
complaints.” 

in. Discussion 

18. In our Order on Reconsideratioa, 
we stated that "the practice of routing 
all default traffic to AT&T can only be 
justified by a strong showing of 
necessity" and that "if. in facl pro rata 
plans for distributing default traBic esa; 
be implemented without undue oustoing 
inconvenience, then the basis for the 
EGA Tariff Order's determination in tbi 


**CTB Splint flled a request for enUrgenh 'i* dl 
l•aue• In responte to our rtqaetl for oosimenii a§ 
the dofaull iMtM. GTB Sprint and other tXC« 
oomnimted that the impleifiematlon of squil kop 
and the traotitloA of Ions diitanoe service Irura i 
protected monopoly to a fully competitive 
marketpUce reqvii^ raodlfi^tkm of Gdmmitecn 
poticiet. The other inlereachinge carriert wrr« 
AlinrI. Compfel. Uxitel MQ. SBS. Te!tec/8»t**ia 
US Telecom. USTS. and Wetteni Union. MPSC 
addreaaed these other equal access lisoes end 
requested the Commitslm to ascertain the DCCY 
ability to abeorb allocated traffic and to comreif 
wlllMrat the S5 percent access charge disoounL 

Since we speclflcoUy focused our request for 
comments on the default issue, the extraneoiii 
Issues raised by GTE Splint will not be cmuidriW 
here Furtberovore. these issues do not appear toll 
within the scope of this prooeeding- CC Doclet .Si> 
83-114S is an investigstion of the lawfulness of tts 
Hied occeta tariffs a^ their compliance with osr 
iccoss charM rules. Proposals to change or 
reconsider those rules should be submitted In a si* 
rulemaking petition. We. thersfore. deny GTE 
Sprint s request for enlargement of Isseet. 

In addition, the following laeues raised by XF6C 
Rochester sikI SNET will not be considerad in thi 
Order. XPSC advocated that the Coniiiissior. 
consider the proper level of eervice chorge for 
changing a predesignated carrier. We heiievr thU 
this issue wss sufTkiently dealt with la the ECA 
Tariff OnUr. The Phase U1 Order of the AfTS am 
WATS Aforkat Strveiura logutry, CC Dockr^ Ms* 
72 has addressed Rochester's exmoerns gbout 
ImplemmlBtiaQ of equal ecoess by the Indep^add 
Telephone Cooipsitlos. SNET requosted that Ar 
dcloull dedslon recogplra and resolve oertskn 
access and network reconiiguratioo (FANR) ooa 
issoes for ladepertdents. Tiiaa issues ore bei^ 
oonsidered in the EANR tnvrstlgalian. CC Docto 
No g5-m, and by the Federal-State foint Bnsnl ■ 
CC Docket No 80-286 
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matter is seriously undermined.* *'*^ After 
nmewing the comments and the results 
of the NWB Plan Implementation, we 
find that routing of ail default traffic to 
AT&T cannot justified by a strong 
showing of necessity. We believe our 
prior concerns that an allocation plan 
would cause undue customer burden 
and confusion have been dispelled by 
NWB's experience with its allocation 
plan. Customer participation under the 
NWB Plan is signiHcantly greater than 
under the other BOC defau It plans. 

There have been no complaints to the 
NWB area Public Service Commissions 
or to the company itself that the process 
is burdensome.** For the reasons 
discussed below, we find the current 
default procedure to be unreasonable. 

We arc prescribing an allocation plan 
that is effective May 31,1985.•• 

19. Although the District Court 
permitted the routing of undesignated 
long distance traffic to one IXC, it 
clearly refrained from making this 
procedure mandatory.** In addition, the 
Court did not fmd any basis in the 
decree to preclude any LEG 'Train 
employing either the allocation or 
blocking option should it choose to do 
so.**** The Court's main reservations 
about the prescription of an allocation 
plan were whether such a plan could be 
implemented fairly and without undue 
customer inconvenience and confusion. 

20. With the experience gained btnn 
implementation of the NWB plan, we 
believe that the Court's concerns have 
not been realized. NWB has encouraged 
competitioo in its area and has provided 
customers with an opportunity to make 
an yffirmative and informed choice of a 
primary IXC. In contrast, the other DOCs 
that have implemented the default 
procedure by sending only a notice of 
e<)ual access conversion have provided 
their customers with no incentive to 
take advantage of a competitive market. 


**Ordir on Recoofidcrmtiaa •! p«rc. 22. 

*See Utlar from f.R BUtr •! 1 n.7.. msini. In 
BOM of Um ciUiMi Mter* aasliitl 
itiocalKMi rocflived by ilw CormnUainn wot tram 
nitonm. Sc« n.20. tupm. Mo«l of the dUsana 
concrmBd About ilwir choice of kmg dielanoc 
ouher twdif Imken from them. Hie NWB PIao aim! 

pUa we Are preecHbing UMhi> provide tevetAl 
<PPortiioiti«e for ciwWMDere to cbmit a corrltf 
CwUmioft CAO Avoid Uw Allocation prooeiA by 
nfftmAihr^ Aelectlng A pfimAry’ IXC 

"Tht AtlocAliofl ptAA requLrvfncntt Aiid the 
*K»tgDAUoa of Afne^Ad CArriers Are deocribod in 
Order At pa/aa. 31^. mfru The oomplele pUin 
^ contAined in Appendix B. 

See n4. lApm. 

** t'lUlAd SlAfee V Weftero fUrciric. SIS F. Supp. 

■I Q 7 S n 29 . The Court aIao cHed the Deportment of 
Mace Reeponw which f lAtad: *The DeportiBenl of 
baSce Has coocludcd UiAt nolKiitg in the decret 
^•bits AO OpefAting CompAny from rMpitrlng 

p*^igwUion or ioipAire the oppropnAte refiilAtocy 
trom unpoAdis toch a r*(|uircmeRt fReiHPooee 
•f lltitf«*d St Alee At 2 )." 


Customers have been told that they do 
not need to take any action to retain 
easy dialing. Default in fact, has 
allowed the BOCs to give AT&T a 
distinct and artificial advantage that is 
unwarranted. By allowing customers to 
default to one IXC. the BOCs are 
appearing to endorse one IXC as the 
best choice.** In addition, default gives 
AT&T a powerful incentive to dissuade 
customers from affirmatively exercising 
their right to select a primary IXC 

21. NWB's method of conveying 
information, providing ballots and 
notifying customers of allocation in the 
event of no DCC selection, encouraged 
more than double (he percentage of 
customers (60 to 70 percent versus 30 
percent) to make an affirmative choice 
of an IXC compared with the rest of (he 
BOCs. This inmased customer 
participation, together with the lack of 
customer complaints, demonstrates that 
an allocation plan can promote the goals 
of the MFJ and competition irithout any 
of the drawbacks cited by the Court. 

DO) which supported the Court's 
conclusion at the time, is now 
advocating that the Commission require 
all BOCs to employ a ballot and 
allocation process.** In its comments. 
DO) stated: 

In our opinioo. a ballot/sUocation 
procedure is more consistent with protecting 
the competitive process then default, which 
automstJcelly assigns customers to only one 
competitor. By increasing the incentives of all 
ICs to provide helpful information to 
consumers, thereby facilitating the ability of 
customers to make rational, informed choices 
omong the ICs. a ballot/allocatjon system 
promotes efficienl functioning of the 
market* • 

22. We also find under sections 201(b) 
and 202(a) of the Communications Act 
47 U.S.C 2m{b). 202(a),** that -default" 


** Wt CAiinol Agreo with NARUCt Argummi IIiaI 
BAw oompAtllofA would be dtAadvAniig^ by 
AlloGAtloo. On th« oofitrAiy. sew oampetilon by 
AppAAiing on the bAUol And pAxtidpAllng in 
iilocAtian. havt a better diAOce to pertuAde 
cuttomani lo try thalr eervice IKab Ihey would under 
the defAolt fwocedurB 

** Dope only proviso to this reconunendAtlon 
was that tht impletnentabon ot an aitooBtlon 
prooAAS moAl ml Iwve an advena Impart on the 
BOC‘a abdity to meet ihatr obUgAlkmi onder the 
MF1 

** DO| CommenU al 20^ 

"Section 2D1(bk 47 U5.C S01(b1. pfomdes rhat 
'*afiy such charge, praetk*. cleetinmlkm. or 
regulaHon that la unjnsl or ORreaftonable is hereby 
di^ared to be unlasvfal'* Seetton Mta). 47 U8-C- 
SOZta), states Ihel *^t shall be anYawful for any 
coRifBon carrirr to make any anfuit or unreasonablA 
discHninalkm Hi charges, practices, cfassiftcatioiia;. 
regulAtkmt, facilities, or services for or In 
coonecfkm with like c o rn m un ication service, 
directly or indirectly, by any meens or device, or to 
make or give any undue or unreasonable preference 
or adviuitage to any panlcular person ** 


is sn unreasonable and discriminatory 
practice. The BOCs through their tariffs 
automatically presubscri^ a customer 
to AT&T and only change that 
presubacrip(ton to another carrier upon 
request of the customer. As a result of 
this "default'* procedure. AT&Ts 
customers may acquire its services by 
doing nothing. The other IXCs roust, 
however, aggressively advertise in order 
to get their potential customers to take 
an affirmative action and select un DCC. 
This practice dearly accords AT&T 
preferential treatment and gives it an 
advantage over its competitors. The 
marketing advantage that AT&T enjoys 
is not predicated on any quality or 
pricing difference but rather on its 
historical monopoly position, "Default" 
is. therefore, unreasonable and contrary 
to the public interest because it favors 
one carrier over others without a 
jusUlled showing of necessity and 
denies the benebts of comptetition, 

23. Since the BCXIs charge all iXCs the 
same amount for Feature Group D 
access, this "default" practice is also 
discriminatory. Through this procedure, 
only AT&T obtains the benefit of 
receiving all undesignated traffic The 
amount of this traffic is not insignificant. 
We have noted that as many as 70 
percent of a central office's customers 
may be undesignated at the time of 
cutover. See para. 21, supra. Under 
Section 202(a}, 47 U3.C 202(a). this 
discrimination it only permissible if the 
BOCs can demonstrate that it is just and 
reasonable. The BOCs have argued that 
"default" should remain because other 
alternatives presents undue 
inconvenience and confusion lo the 
customer and are more costly. The 
implementation of the NWB Plan has 
provided sufficient evidence that a 
viable alternative to default exists. 
NWB's experience considerably 
weakens any arguments of undue 
customer inconvenience or confusion. 

As discussed in para. 24. infra, the 
DOCs ore also not able to justify 
"default" on the basis of cost efflcicncv* 
The BOCs. therefore, have not met the 
burden of justifying why discrimination 
in favor of AT&T throu^ the "default** 
process is reasonable and should be 
allowed to continue. We conclude that 
"default" of undesignated traffic to 
AT&T is unreasonable and under 
section 201(a) of the Communications 
Act, 47 U.S.C. 201(a). the Commission is 
exercising its authority to prescribe 
presubscription procedures that will 
better serve the public interest.** 


"For the Minr rcAMOA. we Rnd thet ‘‘tiefAull’* to 
A non- ATST IXC equAlly onreAtoiiAble la ab 

CmIMwmI 
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24. One of ihe main contentions of the 
commenting parties against allocation is 
that this plan is not cost efficient and is 
much more expensive to implement than 
dcfault.**Thi8 argument has been 
disproved also by NWB*s experience. 
NWB has estimated the cost of its ballot 
and allocation procedure, including the 
mailings, tabulation of ballots and 
orders, allocation of non-presubscribed 
lines and switching machine updates, to 
be $.75 a line. This process avoids the 
need for service orders which are priced 
substantially higher (approximately $5-6 
per order). This service order cost is in 
addition to the cost of mailing, printing 
and preparing the customer 
notifications. We agree with DO), 
therefore, that the costs of allocation are 
not prohibitive and, in fact, make the 
allocation process a more viable 
alternative.*^ 

25. We agree with the commenters 
that requested detailed guidelines for 
the allocation process. Because of the 
short time in which the majority of the 
remaining equal access conversions are 
to take place and because several 
carriers have proposed different 
allocation plans and modifications to 
the existing NWB Plan, we are requiring 
all carriers to follow our specific 
guidelines so that allocation will be 
implemented uniformly on a fair, 
reasonable and timely basis across the 
Nation. The modifications suggested by 
the commenters are untested and in 
many cases circumvent important 
aspects of the plan.** Limiting the IXC 
acceptance of allocated customers 
would allow some carriers to choose 
only attractive customers while other 
carriers would be allotted a greater 
portion of less attractive customers. In 
addition, IXCs who have agreed to 
participate in the allocation process 
have an obligation as common carriers 
to serve all customers allocated to them. 
Removing some or all of the eligibility 
criteria for IXCs would also be 
detrimental to customers because 
substantially equivalent service could 
not be assured. For these reasons and in 
order to ensure timely implementation of 
this Plan, wc are not incorporating (with 


informal tetter lo the Comxnlitloci. Swreny-OiU 
Ocean Telephcme Compmy propoeed "def« utr lo ■ 
non-dominant IXC iKsI would agree lo prov'tde a 
centmtly located tandeiB iwllch for the 
tiBpleinenUttcm of tqu«l acoeii tervlce far ttneli 
Independenl telephooe conpenieft This propoMl 
will not be edopted 

**Three pertiet did not provide date to 
•ubitaniiete their alles«UoM that default was ten 
coatly than allocation. 

DOf Commentt at 

**8oe pirao. S-tO, evpra. for a deoertption ol 
prupoeeu modincattona. 


one exception discussed below) the 
proposed modifications to NW^ Plan.*^ 

26. The modification that we are 
adopting to the allocation plan pertains 
lo the time period allowed for customer 
selection on the initial ballot. Several 
carriers requested that 30 days be added 
to the conversion schedule and MCI 
requested that allocation take place 
after the conversion date which would 
allow* over 60 days for customer review 
of the initial ballot. See para. 10. supm. 
We w*ill permit nexibility in this area of 
customer review of the initial ballot as 
long as it does not interfere with or 
delay the equal access conversion 
schedule. These time periods may be 
extended according to Ihe following 
parameters. The l£Cs may send a 
second ballot with the allocated IXC 
designation to their customers as early 
as 40 days prior to the conversion date 
but no later than 90 days after that date. 

27. Alternatives lo allocation such as 
call blocking and auctions may not be 
substituted for the allocation process. 
We believe that call blocking, while 
theoretically the most equitable solution 
for treatment of non-presubscribed 
customers, is too costly, represents an 
administrative burden to the carriers, 
would require a lengthy implementation 
period and would cause the most 
confusion and inconvenience to 
customers.** For the same reasons, the 
planning and implementation of an 
auction of default customers is not an 
acceptable alternative to the prescribifd 
allocation plan. 

28. The argument that non- 
presubscribed customers should be 
allocated to all IXCs equally is without 
merit. There is no rationale for allowing 
IXCs a larger portion of customers than 
what they acquired through their own 
marketing efforts. To avoid customer 
confusion, unnecessary administrative 
burdens and expense, retroactive 
allocation will not be ordered for 
conversions prior to the effective dale of 
this Order. In the £CA Tariff Order, we 
allowed the BOCs to route all 
undesignated traffic to one particular 
IXC. We are, therefore, aware that 


proposed modiGcaiiaoi lo the aliocatton 
pUo that we ore not adoptins iodude Coniel'a 
threrhinonth free cKarye p«H^ the City of New 
York Department of Coofumcr Affaire* propoMi for 
a **DO primary IXC ballot teleclion oimJ MCXe 
propooat for aUocahon of public phones. We found 
that three months Is not adequslr lime for customer 
evaluation of competing long distance services In 
the EC A Tariff O^r, see nS, aapra^ The 
primary IXC* option Is simitar to a call blocking 
feature which we find to be too burdensome. See 
para. 27. infra. Public phone allocation may be 
determined on a local basis. See Appendix 8. 
section 24 of the allocalioo pUn 
** This dedsioa does not affect the use of call 
block log for new customers 


customers participating in euqul access 
conversions prior lo May 31.1985 were 
given AT&T as their IXC at the time of 
those conversions pursuant to the 
Court's ruling.** Equal access 
conversions taking place after May 31. 
1985 will differ because customers will 
now have the capability of making an 
informed choice and have no IXC until 
they either select one or are allocated to 
one. We have rejected the notion that 
passive customers *'belong*' lo a 
particular IXC on the date of equal 
access conversion. Those customers 
already assigned under plans which we 
have permitted to be effective do. 
however, have an **equal access 
relationship** with an IXC. In light of our 
previous decision, we believe that 
ordering retroactive allocation would be 
unfair and disruptive to those customers 
that now have an IXC because of 
“default”. One-time balloting of 
customers previously defaulted to AT&T 
will be required, however, in order to 
ensure that these customers have a 
meaningful opportunity to make a 
selection among qualifying IXCs under a 
balloting procedure. We believe this 
balloting opportunity is essential both 
for reason^ consumer choice and for 
equity purposes. See para. 34. inf/v. 

29. In order to assure uniform 
implementation of and compliance with 
the allocation plan, we are requiring that 
interstate access tariffs be revised to 
reflect the incorporation of this plan into 
the presubscription process. LECs must 
expand the current presubscription 
material located in their access tariffs to 
include the requirements of the 
allocation plan and its effects on the 
presubscription charges.**These 
revisions do not need to be in great 
detail. An outline of the information 
required is contained in the Ordering 
clause in para. 40, wf/v. In addition, the 
LECs must reference this Order and 
specifically Appendix B in the 
prcsubscription section of their tariff 
The tariff must also state that this Order 
with all Appendices will be available for 
inspection in the Public Reference Room 
of the Tariff Division at Ihe main 
building of the Commission and that it 
can also be obtained from the 
Commission's commercial contractor 

30. Finally, wc agree with all 
conunentinfl parties that improvement of 
customer education and information on 
the equal access presubscription process 
is of paramount importance. Each LEC 
and IXC should strive to develop clear 
and detailed Information that promotes 


**Saa n. 

^ For motl LEQi. thla infoimallon la conlaina<t tr; 
Sactiofi 13 of (heir lanfTi. 
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increased customer participation in the 
^elecUon of primary IXC^* For example. 
NWB is usins question and answer 
t>rochures and providing an 800 number 
for customer questions in addition to its 
regular presubscripUon process 
in formation.^’ In adddition. we arc 
requiring in the second ballot mailing 
that the LECs include a detailed 
explanation of how allocation 
[M^rcentagea and random customer 
LiS&ignmenU will be determined. By 
m.iximizlng the customer's ability to 
make an informed choice, the regulatory 
intrusion of an allocation plan is 
iiecrcased proportionately. 

IV. Allocation Plan Requirements 

31. The Commission has created an 
iIlcKUitlm plan that ia modeled after the 
NWB Plaa.*^ We have modified this plan 
to allow some implementation flexibility 
for the partidpaling carriers.^ For 
f^xamplo, LECs may determine how 
many ballots are to be sent to their 
customers, whether the initial bellot will 
be sent out eaKier than 90 days prior to 
conversion and whether allocation will 
Uske place prior to or after the equal 
access conversion date. We do require, 
however, that all carriers adhere to the 
fundamanlal plan requirements without 
deviation. Any carrier that finds itself 
unable to comply with one or more 
pf^ovisloiis of this plan or believes the 
goals of this Order can be served 
equally well by a modified approach 
must file a petition for waiver with the 
Commiaaion. 

32. Carriers that must implement thla 
allocatkMi plan are the BOCs subject to 
the MFl,^ GTE Corporation (GTE) 
purtua^ to its Consent Decree^ 


** TImi “TIKr tcnric c Ittw by Empirv la 

(M4 tauSy wtotvd by th« iaaOtuHofi oTa 
nianOatoiy •Jlociilkifi prixx««. Sm Einplrv 
Comowalt «12-^ for • dtocutfIon of UUi pfobkm 
AilocAifd cuftocnMn wfl] rtcolvt thidr rttpoctive 
IXC rveordingf which OMy tndioit* fbaf they choM 
iHn IXC ATaX wtli so lopf w b« the only carrier to 
have thio *‘«<iveiileM * The LECa may weal to 
i^trfcl thrat recordinoa to IdanliAcatioa of the 
earner only. 

•5ae Apt)efidix C for theae examptea. 

"" Soe Appoodte B for the text of the CoouaUaion 
pTf toibed allocatioii pica. 

Appendix C for examplca of NWB Bulctial 
lomiatB, fUiMie thear fonaati have proved to be 
^oriablt and reaaonable. plan parlklpanta arv 
^^vrasid to foHow thaae exaiwdea aa dowdy aa 
pottihli. 

**See. N. aupnx 

••Urittid Slattm v. GTE Carp.- Qv. Action Na 
JiWfD ac.. *Jipop, Dec 13, tRS4j (Propoacd Final 
Msmeal). huiaant to the Gotirt*a approval of thla 
^Kpom4 Fiaal lodsment. CTE and Am DOf entered 
*»lo a Conacnl Deoer on December 21.1964 which 
<^talned a phaaecMn implemenlatlon limefabla for 
th« priTvklon of non-chaenmina lory equal aooeaa to 
“‘teriialt commu nteati ofia facihUei by the 
’oKarribert of the CTE operatlns compaolra 


Independent Telephone Companies 
pursuant to the Commission's Phase ill 
Order and any local exchange 
company that provides equal access on 
a voluntary basis. These carriers are 
required to Inform the IXCs of all local 
procedures and schedules. 

33. The implementation of this Plan 
should take ^ace aa soon as possible in 
order to promote affirmative customer 
choice for the remaining period of the 
equal access conversions. Carriers are 
required to implement fully the 
allocation plan on a retroactive basis for 
all conversions that take place on or 
after the effective dale of this Order, 

May 31,1985. Because a large number of 
equal access conversions take place 
between )une and December of 1985, we 
believe it is important to implement the 
allocation plan as soon as possible. We 
are aware that some LECs will not be 
able to implement this plan immediately. 
We do not believe, however, that the 
allocation of nonpresubscribed 
customers after May 31.1985 will cause 
any disniptkm to customers because 
they wiil be aware of the change in 
equal access conversion procedure and 
relatively few customers will be affected 
by this provision. To minimise any 
disruption to these customers, the 
affected LECs should inform these 
customers of their pending allocation 
and implement the allocation plan as 
quickly as possible so the fewest 
number of customers possible %vill be 
affected. LECs are permitted to continue 
to route calls of nonpresubscribed 
customers to AT&T during the transition 
period that occurs when an equal access 
conversion takes place after May 31, 

1985 but prior to the implementation of 
the LEC's allocation plan. 

34. For equal access convemions that 
have taken place prior to May 31.1985. 
the carriers arc responsible for sending 
a ballot to all non-presubscribed 
customers. The LEC should determine 
which customers have not 

resubscribed a short lime before this 

alloting procedure is to take place. 
Customers who selected an IXC after 
their equal access conversion date but 
prior to the specified ballot date should 
not receive a ballot. This ballot will 
allow these customers an opportunity to 
make an affirmative selection of a 


•*MTS xnd WATS VUfWSiniUur* Phm la OC 
DpckcC Na 7S-22. FCC SS-SO, nrlwiiad KUr. IS 18S5 
[PhoSit W Ordot% In this cfo ci >4o n . th» CoauaiMloR 
extendwi equal aoceta iBlarconoaetton obtisaUocix 
lo the ImfofModitflt Tetephona ComyaalM 
racosntxins certaiii UmitatkiBa. ISaM oorapsaiaa 
gmetaHy mufl pcRvida aqual aceexa m tha«r tUirad 
program coniroi iwUchlng ulCcet within three yaart 
of tlw receipt of a raaaoaablt requcit for eqoat 
acceaa in the area tervad by aoch fadHUes (rom arty 
IXC 
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primary IXC. If these customers do not 
return this ballot, the LEC is not 
required to send them a second ballot 
and they may remain with their current 
long distance carrier. LECs should begin 
this retroactive balloting procedure 
within 90 days of the effective date of 
this Order and complete this process for 
all affected central offices no later than 
June 1.1986. 

35. The allocation plan consists of a 
two-ballot procedure whereby the 
customer is given two opportunities to 
select a carrier before being assigned to 
an IXC by the LEC^The U(C must 
affirmatively notify the LEC of its 
intention to participate in the allocation 
process and the IXC must meet certain 
criteria lo be eligible for participation. 

By requiring that these criteria be met 
by the IXCs. we are by no means 
returning to more stringent regulation of 
the IXCs designated as "forborne" under 
the Competitive Carrier Rulemaking. CC 
Docket No. 79-252. These eligibility 
criteria protect the non-presubscribed 
customers by ensuring them service that 
is substantially equivalent to their 
existing service. IXCs are voluntarily 
submitting to these eligibility 
requirements when they agree to 
participate in the allocation process. 

36. llie LEC must notify customers by 
an initial ballot and letter that equal 
access %vill be available to them 
approximately 90 days prior to the 
conversion date. The customer is 
instructed that he has 30 days lo return 
the ballot with his primary IXC 
designated. The ciistomer may also 
make direct service arrangements with 
the IXC The IXC provides a list of 
customers that have directly contacted it 
to the LEC by the Initial ballot deadline. 
The LEC processes the customers that 
have designated a primary IXC and 
determines which customers have not 
exercised their choice of IXC^If a 
discrepancy occurs between a customer 
ballot and an IXC customer list, the 
ballot shall take precedence unless 
direct customer contact initiated by the 
LEC resolves this conflict. 

37. Allocation takes place by 
determining the results of the initial 
balloting process and assigning non¬ 
presubscribed customers randomly lo 
the IXCs in the same proportion as the 
presubscribed customers. We have 
granted the LECs flexibility regarding 


^ A miaJmusn of two botlott b rvqxircd. Tb« LRCi 
awy op4 to pfoxtOc coetoiiwft with xddiHomit bsifol 
opportunitbx to mUcI in IXC 
^ All ciMloo»€ix must lefoct so IXC for 14 dtsilns 
mclodlns iIkmo cuitoiDtti thsi srs oirmliy tlgnod 
up with IXCs Ihst now r«qvir« them to disl 
sddltioosl dibits prior lo itisUnx the long dbUnos 
tefophoor mmibor. 













25988 Federal Register / Vol. 


the point which this allocation may 
be made. See para. 26. supra. If 
customers do not return their initial 
ballots* * they receive a second ballot 
indicating that they will be assigned to 
the IXC specified if they do not return 
the ballot by the due date. If customers 
return the second ballot their selection 
is processed accordingly. Customers 
who do not return the second ballot by 
the specified due date will be connected 
to the IXC indicated on the ballot 
effective with the equal access 
conversion. Allocated customers have 
six months after the equal access 
conversion date to change to an IXC of 
their choice without charge. The LEC 
must process all customer ballots and 
carrier lists that are received 20 days 
prior to the conversion. LECs are urged 
to process customer ballots as close to 
the conversion date as possible. This 
capability will depend on the degree of 
sophistication of the allocation system 
used. 

V. Conclusion; Ordering Clauses 

36. We believe that our decision today 
to prescribe an allocation plan that 
increases consumer awareness of the 
presubscription process and the 
available range of service and carrier 
choices is beneficial to the public 
interest. This plan gives the IXCs added 
incentive to offer new and competitive 
services as a means of affirmatively 
attracting presubscriptions. The most 
important aspect of this plan is that 
customers will be better able to exercise 
their right to choose a primar>' long 
distance carrier. 

39. Accordingly, it is ordered pursuant 
to section 205 of the Communications 
Act. 47 U.S.C. 205. that all local 
exchange carriers as defined herein 
must pul into effect immediately the 
allocation plan prescribed by the 
Commission in Appendix B of this 
Order. 

40. It is further ordered that the 
interstate access tariffs of the local 
exchange carriers must be revised to 
reflect the allocation plan within 15 days 
of the release date of this Order on 30 
days* notice. These revisions must 
include language providing for (1) end 
user notification and non-exclusive 
balloting procedure. (2) allocation 
process. (3) inlerexchange carrier 
customer lists. (4) customer choice 
discrepancy. (5) retroactive balloting 
procedure, and (6) presubscription 
charge application. 

41. It is further ordered that 61.56 
and 61.74 of the Commission's Rules. 47 
CFR §§ 61.58.61.74 are waived for the 
purposes of implementing this order. 
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42. It is further ordered that this order 
is effective upon adoption.*® 

Federal Communicationt Commission. 
William |. Tricjrtco. 

Seentiary. 

Note.—Due to the continuing effort to 
minimize publishing costs. Appendices A 
(Default commenting parties) and C (NWB 
Plan Material Formats) will not be published 
hereia However, copies of the complete 
Memorandum Opinion and Order may be 
obtained from the International Transcription 
Scr\ice. 1919 M St. NW., Washington. D.C 
20S54. TeL (202) 657--3600. A copy is also 
available for public inspection In the FCC 
Dockets Brandi. Rm. 239. and the FCC 
Library. Rm. 639. both also located at 1919 M 
St.. NW.. Washington. D.C The appendices 
are also filed with the original at the Office of 
the Federal Register. 

Appendix B—Allocation Plan 

% 

1. Application, This Plan must be put 
into effect by all companies 
implementing equal access which 
include: Bell Operating Companies 
pursuant to the Modification of Final 
Judgment.' GTE pursuant to its Consent 
Decree.^ Independent Companies 
pursuant to Commission Order *and all 
local exchange companies that provide 
equal access on a voluntary basis. These 
companies will be referred to as local 
exchange companies (LECs) throughout 
this Plan. The carriers participating in 
the equal access process and providing 
long distance service to customers will 
be referred to as interexchange 
companies (IXCs). 

2. Effective Date and Retroactivity 
Requirement, The effective date of this 
Allocation Plan is May 31.1965. The 
affected LECs are obligated to carry out 


**The CummUtVoo Tinds that bacauaa th# 
praacriptioo of an allocalion plan rrlurvrt 
raatndiona on cnoipetiliun and repretenu a 
ftatement of policy and becauM a graal nurebrf of 
M|ual acxeaa convarvloni aro tchadulad to taka 
place in the immediate future, the poblic will benefit 
from puittni thii plan into effect withemt delay. An 
Immediate effective dale la. therefore. In the public 
inlerefft and hat good cauae portuanl to S U.S C 
|5M(dJ. 

* Ihittd Sfn/ev v American TrL A TWA. $52 F. 
Supp. 131 (D D.C 1982). afTdtttb twm. SSoryhndy. 
VnttrH State*, 4b0 IJ.& loot (10S3). 

* IfttiUfd Siotr* V. CTE Carp . CK. Action No. 83- 
129B (D.D.C.. Dec. 13. IWM) (Proposed Final 
ludgmenl). Pursuant to the Covn's approval of this 
Proposed Final lodgment GTE and the Depurtmant 
of |iiaUoe entered into a Consent Decree on 
December 21.: JS4 which contained a phascd*4n 
implementation timetable for the provision of non* 
discriminatory agual accems to interstate 
commimicalions fadlities by the sobsenben of the 
c;TK Operating Companiea. 

* MTS and WATS Market Slrurtvre. Hiate lit CC 
Docket No 7S-7Z FCX BS-flO. released Mar 19.19S5 
In this dedsion. the Commission extended rgita) 
acce«|^intefConnec1^on obltgatioiu to the 
Independent Telephone Companiet recogntiing 
certain limitatioos. The Independent Telephone 
Companies include Qncimuti Bell and Southern 

New England TeVphonr Company, 


this Plan for all customers that arc 
subject to equal access conversions on 
or after May 31,1985. For those 
customers subject to equal access 
conversions that take place from May 
31,1965 until the time that the LEC has 
its allocation procedure in place, the 
carrier is responsible for contacting 
those customers on a retroactive basis 
according to the provisions of this Plan 
For those conversions taking place prior 
to May 31.1985. the carriers are required 
to contact all non-presubscribed 
customers on a one-time ballot basis 
pursuant to the retroactive ballot 
procedures set forth in paragraph 25 
infra. 

3. Plan Implementation. The • 
Allocation Plan must be implemented 
according to the specific provisions 
contained herein. If for any reason the 
l£C cannot implement this Plan as it is 
prescribed, the LEC must Tile an 
application for waiver with the 
Commission. The LECs and IXCs have 
been given flexibility to create their own 
systems and materials to effectuate this 
Plan. Examples of material formats used 
by Northwestern Bell (NWB) have been 
provided in Appendix C Since these 
formats have proved to be workable and 
reasonable. Plan participants are 
encouraged to follow these examples as 
closely 88 possible. 

4. Presubscription Procedure, 
Presubscription is the process by which 
end user customers may select (prior to 
a central office conversion to equal 
access) one primary interexchange 
carrier, from among several available 
carriers, to carry their **! + ** interLATA 
long distance calls. Customers must be 
informed of the options available to 
them at least 90 days prior to their 
central office's equal access conversion 
date.^ Customers are allowed one free 
selection of an IXC up to six months 
after their central office converts to 
equal access. 

5. End User Notification and Equal 
Access Balloting Process, The LEC must 
notify end user customers of the 
availability of equal access in their 
particular area through the mailing of an 
Equal Access Ballot. This ballot will 
include the names of all the IXCs 
wishing to participate in the 
presubscription process and will be one 
means for customers to make their 
carrier selection known to (he LEC. (See 
Letter of Agency Procedure, paras. 9-lL 
infra,] Using the ballot, a customer may 
either select a primary IXC for all of its 


*Thi« 90-day period wm ordered pureuaml to 
InvMtigation of Acccm eiKl Divetttture Related 
Tarifla. CC Dorkrl No 83-lUS Phase L 49 FR 9171 
(Mar 12. 10S4). 
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lines, or it may choose a different carrier 
for each of iU lines. Only one carrier 
may be selected for each particular line. 

In the case of a multi-line hunt group, a 
customer may select only one carrier 
through the ballot process. Customers 
should be able to make special 
arrangements to split the multi-line hunt 
group terminals among several IXCs by 
iontacting their LEG Business Office. 

6. Mailing of the ballots for each office 
will occur approximately 90 days prior 
to the central office conversion date. 

LECs may cluster central office 
conversions and consolidate mailing 
dates according to the first central office 
conversion in the cluster. LECs may also 
stagger the mailing of ballots over a 
number of days for practical purposes 
but, in no case, may ballots be mailed 
out later than 85 days prior to the 
conversion date. 

7. The IJECs must devise a method to 
give IXCs an equal opportunity to 
appear first on the Equal Access Ballot. 
Methods to ensure an equitable order of 
placement of IXCs on the ballot may 
include: a random tdtange in the order of 
IXCs on an equal percentage of the 
ballots or an alphabetical listing of the 
IXCs that is rotated the number of times 
equal to the number of participating 
IXCs on a corresponding percentage of 
the ballots. 

8. IniHal Ballot, The initial ballot must 
contain the following information: 

8.1. Caption: Equal Access Ballot. 

8.2. IJ^C Name and Customer's Name. 
Address and Telephone Number. 

8.3. Instructions for use of the ballot. 

8.4. Option One which allows 
customer to indicate one carrier for all 
lines. 

8.5. Option Two which allows 
customer to indicate a different carrier 
for each line 

8.6. List of IXCs appropriately 
idimtified and their business and 
residence customer contact numbers. 

8.7. Equal access conversion date. 

8.6. Ballot due date. 

8.9. Signature and date line for 
custoraer*s use. 

8.10. Address where ballot should be 
mailed* 

This Initial ballot must be accompanied 
by a cover letter explaining 
presubscription and a self-addressed 
envelope. The cover letter should clearly 
inform the customer of all options in the 
presubscription process. See Appendix 
C for examples of an Equal Access 
Ballot and the accompanying letter. 
Customers should be asked to return the 
initial ballots within 30 days of their 
receipt. Although customer ballots will 
be accepted after this 30 day period, this 
initial deadline determines when the 


allocation percentages can be 
calculated. The LECs should make 
arrangements for the forwarding of any 
ballots that are mailed to a LEC location 
other than the one designated on the 
return envelope. For example, if the LEC 
has designated an outside vendor to 
tabulate the ballots and ballots are 
mistakenly sent to the LEC Business 
Office or included in customer bill 
pa> 7 nents. the LEC should immediately 
forward those ballots to the proper 
location. 

9. Letter of Agency Procedure. A 
customer has the option of 
independently containing the IXC to 
make arrangements for long distance 
service. Since ballots contain all of the 
customer's lines, the IXC should 
encourage its customers to mail the IXC 
the ballots or mail them to the LEC. The 
return of the ballots will ensure the 
accuracy of the selection process for all 
customer lines and multi-line hunt 
groups. 

to. All IXCs may seek customer 
commitments to use their services and 
designate them as their primary IXC All 
such commitments must be supported by 
a statement signed by the customer, 
which at a minimum recognizes these 
conditions: 

tat. The customer designates the IXC 
to act as the customer’s agent for the 
presubscription process. 

ia2. The customer understands that 
only one IXC may be designated as the 
customer's primary IXC for any one 
telephone number and that selection of 
multiple carriers will invalidate all such 
selections. 

10.3. The customer understands that 
any primary IXC selection after the 
initial one will involve a charge to the 
customer. 

10.4. The specific telephone numberfs) 
for which the primary IXC is being 
designated must be listed* 

11. Any IXC providing the LEC with a 
list of customers (see para. 12, infra] 
who have selected that LXC as their 
primary carrier must accompany It by a 
document affirming that the IXC does, in 
fact, have signed letters of agency that 
comply with the conditions cited in 
para. 10. supra, or a ballot for each 
customer on the list This list and 
accompanying document are due on or 
before the specified date indicated on 
the LEC schedule. The IXC must also 
agree to accept responsibility for any 
billing disputes arising from 
implementation of ils customer list. All 
written documentation must be made 
available to the LEC in the event of a 
dispute. See Appendix C for an example 
of the letter NWB uses for these 
purposes. 
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12. Interexchange Carrier Lists. The 
LEC must accept IXC lists of customers 
that have made individual arrangements 
with a specific IXC to designate that 
IXC as their primary long distance 
carrier. To be included in the o^ce 
conversion, all carrier lists must be 
provided to the LEC no later than the 
lime specified on the LEC schedule. The 
form of this list is to be agreed upon by 
the LEC and IXC in advance of the due 
date. For example. NWB allows carrier 
lists in magnetic tape, paper list or 
ballot form but different timelines are 
provided for each format. Late customer 
lists or lists that are not within the 
guidelines agreed to by the LEC may be 
rejected. If an IXC accepts LEC ballots 
from end users, it may provide a list of 
these customers to the LEC in another 
agreed upon format The IXC must, 
however, retain the actual ballots for 
inspection by the LEC for a period of 
one year after the conversion date. 

13. IXC lists of customers must be 
processed by the LEC if they are 
received by the specified initial ballot 
deadline. Customer lists from the IXCs 
will also be honored from the initial 
ballot deadline to the second ballot 
deadline, but changes included on these 
lists will only affect allocated 
customers. 

14. Second Ballot. Approximately 50 
Ays before an office conversion, those 
customers who have not yet made a 
carrier selection, either through the 
Equal Access Ballot or directly to an 
IXC, must be sent a second ballot This 
ballot mutt give the customer another 
opportunity to make a carrier selection. 
The customer must be notiHed that, if 
the ballot is not returned to the LEC by 
the date indicated, the customer llne(8) 
will be assigned to the carrier indicated 
on the ballot. A customer wishing to 
select a carrier other than the one 
indicated may do so simply by 
indicating the preferred carrier on the 
second ballot and returning it in the 
enclosed envelope by (he ballot 
deadline. The second ballot must 
contain the following information: 

14.1. The same Information as the Initial 
ballot. (See para. 8, supra.) 

14.2. A conspicuous notice that the 
customer will be assigned to the IXC 
indicated on the conversion date If the 
second ballot is not returned or if (he 
customer does not make individual 
Arrangements with another IXC 

14.3. The assigned IXC with customer 
contact telephone numbers. 

14.4. The ballot deadline. 

This ballot should also be accompanied 
by a letter summarizing the above 
requirements and describing In detail 
how the allocation of customers will 
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lake place. The LECs should make every 
effort to inform customers of their 
options in the equal access process and 
the importance of exercising their choice 
of o primary IXC. In addition to the 
second ballot and letter. NWB also 
encloses a brochure that contains 
questions and answers about the 
process. NWB also provides an 600 
number for customers to ask questions 
that ore not answered in the written 
information. See Appendix C for 
examples of NWB's second ballot, letter 
and brochure. 

15. Number of Ballots. A minimum of 
two ballots is required. LECs may opt to 
provide their customers with more than 
two ballot opportunities to select an IXC 
if they Hnd It henendal to do so. 

16i. Ballot and Carrier List Process 
Schedule. The LEC must process all 
customer ballots and carrier Lists that 
are received 20 days prior to the 
conversion. To the extent their 
processing system permit, the l,ECs are 
urged to process customer ballots as 
close to the conversion date as possible. 

17. Allocation Process. The LEC roust 
tabulate the initial ballots and the 
carrier lists received and determine the 
percentage of customers that selected 
each IXC. The LEC must also prepare a 
list of all customers who did not return 
an initial ballot IXCs participating in 
the allocation process will then 
non-pre8ub.Hcribed customers assigned* 
to them, af random, in proportion to the 
results of the first ballot response for 
that particular central office. For 
example: Assume that Carriers A. B. and 
C appear on the initial ballot After the 
ballots and carrier lists are returned, it 
is determined that Carrier A received 25 
percent of all the customer line 
responses. Carrier B received 45 percent, 
and Carrier C received the remaining 30 
percent The LEC will then assign 25 
percent of the non-responding customers 
(lines] to Carrier A. 45 percent to Carrier 
B. and 30 percent to Carrier C. 

16, Residents and Business 
Allocution. Separate allocation 
processes will be used for residence and 
business lines. For example: If a carrier 
receives 20 percent of the business lines 
and 15 percent of the residence lines 
through the initial ballot and carrier list 
process, the carrier will be allocated the 
same percentages of business and 

* residence customers on the second 
ballot 

19. Allocated Customer Conversion 
Date Flexibility. This Plan incorporates 
the 60-day schedule that NWB has 
implemented. According to this 
schedule, customers are allocated after 
the initial ballot deadline and if they do 
not return a ballot by the specified 
second ballot due date, they are 


converted to their assigned primary IXC 
on the equal access cutover date. The 
1.EC8 are allowed to extend the period 
before which allocations are made and 
are permitted to convert allocated 
customers to their assigned IXC after the 
official central office equal access 
conversion date. The LEC may not. 
however, send second ballots to Hs 
customers any earlier than 40 days prior 
to the conversion date or any later than 
90 days after that date. 

20. Allocation Process Where All 
IXCs Do Not Participato. In central 
offices where one or more of the IXCs 
appearing on the first ballot have 
notified the LEC that they do not wish to 
participate in the allocation, the non- 
presubscribed customers are allotted in 
the following manner. The percentage of 
tbies that the nonpartidpating IXCs 
acquired through the initial process are 
allocated to the remaining IXCs 
according to their initial results. For • 
example: The initial presubscriplion 
results show that Cairier A reedves 30 
percent of the lines. Carrier B. 30 
percenL Carrier C, 15 percent. Carrier D. 
IS percent and Carrier E, 10 percent. 
Carriers D and E have stated that they 
will not partidpate in allocation. The 
non-presubsciibed customers will be 
allocated by giving both Carricirs A an B 
40 percent of the lines, and Carrier C 20 
percent 

21. Ixjte Ballots. If a ballot or Letter of 
Agency Is not received by the LEC by 
the second ballot deadline, the customer 
will be allocated to the IXC listed on the 
second ballot as the assigned carrier. 
Ballots received between the second 
ballot deadline and the conversion date 
must be honored as soon as possible by 
the LEC. Late ballots may be given to 
the LEC*8 Business Office and handled 
under normal procedures for changing 
an IXC selection. Allocated customers 
must also be allowed to make a free 
primary DCC choice during the six-montb 
period after the conversion date by 
contacting the LEC Business Office. 

22. Customer Initiated Changes In 
Service. If a customer moves or 
disconnects during the balloting process, 
he is handled by the LEC Business 
Office and normal service order 
procedures apply. If a customer only 
wishes to change his primary IXC. the 
Business Office will initiate the change 
and charge the customer the appropriate 
presubseniption change fee. New 
customers are to be handled by the 
Business Office according to the LECs 
new customer presubsciiption 
procedures. These procedures should 
provide new customers with an 
opportunity to obtain a ballot and make 
an interexchange carrier selection. 


23. Customer Choice Discrepancy. 
When customeis indicate more than oni* 
carrier choice per line on the ballot, or 
retiim an illegible ballot, the LEC must 
contact the customer for clariflcatton. 
When both a ballot ond Letter of 
Agency are received for one customer 
and the designated primary IXC does 
not match on both documents, the ballot 
takes precedence and the LEC must 
process the customer's choice shown on 
the ballot. In the event that two or mon^ 
IXCs provide to the LEC a customer list 
indicating that a particular customer has 
designate them as the primary IXC, thf.‘ 
customer in question must be allocated 
along with the non-respondents to the 
Initid ballot. In this instance, the letter 
accompanying the second ballot for that 
particular customer must mention that 
the customer is involved in a conflict 
between two or more IXCs and that a 
selection must be made by the specific 
deadline unless the assigned carrier 
Indicated on the ballot is the customer s 
choice. A list of these customers In 
conflict must be sent to the affected 
IXCs by the LEC. Those IXCs not 
involved in any customer confticts 
should receive a zero conflict report 
from the LEC See Appendix C for 
examples of documents used in 
conjunction with customer choice 
discrepancies. 

24. Special Handling of Certain 
Accounts. In addition to providing moinr 
accounts with ballots, the LEC should 
contact those customers directly and 
encouTBM them to presubscribe when 
an initial ballot is not received. The LEC 
is responsible for dehning a major 
account but must include large business 
customers, federal, local and stale 
governments, and colleges and 
universities in this classification. The 
LECs must also determine 
presubscription procedures for special 
accounts such as WATS lines, public 
and semi-public coin telephones, chaise 
a-caU telephones and customer-owned 
coin telephones and inform the IXCs of 
their decision. 

25. Retroactive Balloting Procedure. 
LECs must provide another opportunity 
for non-presubscribed customers to 
select a primary IXC where end offici i 
were converted to equal access prior to 
May 31.1065. This provision only 
applies to LECs that were not using a 
bailoting/allocation process prior to (hst 
date. The LECs must send a ballot to 
each non-presubscribed customer and 
allow 30 days (or return. The LEC 
should determine which customers h.ivc 
not presubscribed a short lime prior to 
the mailing out of the ballots. Customers 
who presubscribed after their equal 
accesB coversion date but prior to the 
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balloting procedure should not receive 
ballots. If the customer docs not return 
the ballot and select a primary IXC by 
the ballot deadline, the LEG will take no 
action and allow the customer to remain 
with his current 1 ^ long distance 
carrier. If the customer does return the 
ballot within the 30 days, the LEG 
should process the change in the central 
office at no charge and notify the IXG. A 
letter should accompany this ballot 
explaining that the customer is being 
given the opportunity to select a primary 
carrier but that no change will occur 
unless the ballot is returned within the 
specified time. No second balloting or 
allocation is required for those 
customers that were subject to equal 
access conversion dates prior to May 31, 
1965, 

28. Retroactive Balloting Schedule. 

The LECs must begin this retroactive 
balloting procedure within 90 days of 
the effective date of this Order and 
complete this process for all affected 
(entral offices no later than June 1.1986. 

27. Presubsciiptlon Charges, 

Customers making carrier selections 
either by returning the ballot to the LEG 
or by contacting the IXG directly during 
the 90 day period prior to the equal 
access conversion date or during the six 
months following the conversion date 
are entitled to do so free of charge. 

These customers, however, will Incur a 
presubscription change charge for any 
subsequent changes. Any allocated 
customer may use the second ballot or 
may contact the LEG Business Office to 
make a carrier selection even after 
allocation has taken place. There will be 
no charge for this selection, if it is done 
within six months after the office 
conversion. A customer will not incur a 
presubscription change charge if he 
selects a primary carrier as part of the 
retroactive balloting process. 

28. Local Exchange Company 
Responsibility. The LEG must establish 
the necessary mechanisms in order to 
provide the following information to its 
customers and the interexchange 
^^arriers. 

28.1. Inform IXGs of ordering 
procedures, terms and conditions for the 
provision of Feature Group D Switched 
Access Service and provide any 
necessary forms for this ordering 
process. 

28.2. Provide IXGs with central office 
(^qual access conversion schedules six 
months prior to the cutover date.^ 


^Thit rvipiirrtnent It • rrsult of tha ModtSettion 
of Filial Judgmanl. Sec n. t Mnprxs. 


2B.3. Provide documents for IXGs to 
confirm their participation in the 
allocation process. 

28.4. Provide schedules to IXGs for 
the balloting and allocation process. 
These schedules should specify firm 
dates and times for all IXG and UCG 
activities. The LEG must promptly notify 
the IXGs of any changes that occur in 
these schedules. 

28.5. Greate ballots, accompanying 
explanatory letters and ballot return 
envelopes. 

28.8. Provide necessary interim and 
Hnal reports of allocated customers to 
IXGs. llic LEG must provide a minimum 
of three reports to each IXG of its 
customers during the balloting process. 
All three reports will reflect customer 
designation of the IXC as its primary 
long distance carrier as indicated both 
by the ballot process and the Letter of 
Agency procedure. The Brst customer 
report must be made available to the 
IXC halfway between the initial ballot 
mailing date and the initial ballot 
deadline. The second report should be 
sent to the IXGs after the initial ballot 
deadline and the final report should be 
sent at the end of the process for a 
central office equal access conversion. 
The LEG may decide to provide 
additional reports as it deems 
necessary. 

Sec Appendix C for examples of the 
above information. 

29. Interexchange Carrier 
Participation Requirements. In order to 
be considered eligible to be on an Equal 
Access Ballot, an IXG must order 
Feature Group D Switched Access 
Service from the LEC The IXC must 
comply with the Feature Group D 
ordering procedures of the LEG and a 
firm order for this service must be 
received no later than 120 days prior to 
the central office equal access 
conversion date. Any IXC that placet an 
order after that time %vill not be included 
on that officers ballot. At the time of 
order placement, the IXC must provide 
the following information: 

29.1. The IXG name exactly as it 
should appear on the ballot. 

29.2. A customer contact number that 
will appear on the ballot. The IXG may 
provide two contact numbers if it wishes 
to divide business and residence calls. 

29.3. The name of a person for the LEC 
to contact if questions arise. 

29.4. Any other information that the 
LEC has allowed or required. (Some 
IXGs have put marketing or service 
information on the NWB ballot. See 
Appendix C.) 

IXGs must strictly adhere to the 
schedules provided by the LEG in order 


to effect successful equal access 
conversions. 

30. Interexchange Carrier Allocation 
Choice. IXGs choosing to be on the 
ballot may participate in the allocation 
process. These carriers must notify the 
LEC of their intention of participating in 
the allocation process 52 days prior to 
the conversion date. When IXGs notify 
the LEG of their participation in 
allocation, they must state whether they 
opt for allocation of either business or 
residential customers, or both. IXGs who 
wish to receive allocated traffic must 
meet the following driteria for a two* 
year period: 

30.1. llie IXG must appear on the 
initial ballot. 

30.2. The IXC must have the capability 
of offering service to any point within 
the continental United States. 

30.3. The IXG must not impose any 
fixed monthly or nonrecurring charges to 
assigned customers without their 
consent. 

30.4. The IXC must provide service to 
the allocated end users that is equal to 
that provided to the IXG's presubscribed 
customers. 

30.5. The IXC must not charge its 
assigned customers a rate for its 8er>ice 
that will exceed the highest price in 
effect for MTS-type service without their 
consenL 

30.0. If an IXC wishes to change any 
of the above criteria within a two-year 
period from the conversion date, it must 
notify its allocated customers of those 
changes 30 days before these changes 
are to take place. If the customer 
decides to change carriers because of 
the IXC*8 change in policy, the carrier 
must pay the charges associated with 
making that change. 

An example of an IXC acceptance form 
of these criteria is included in Appendix 
C. 

31. Cancellation of IXC Participation. 
If an IXG elects to discontinue its 
Features Group D Service offering prior 
to the conversion date of a central 
office, the IXG is obligated to notify the 
LEG of the cancellation. The IXG must 
contact all end users which selected that 
IXC and notify them that the IXG is 
cancelling their service and that they 
should contact the LEG to select a new 
primary long distance carrier. The IXG 
must notify the customer that it will pay 
the presubscription change charge. ITie 
cancelling carrier will then be billed by 
the LEG the appropriate charge for each 
end user. 

32. Exchange of Information Between 
IXCs and LECs. The LEG should 
establish a standardized format to be 
used for the flow of information 
between the LEG and the IXGs during 
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the equal access conversion and 
balloting process. Formats used by NW'B 
include magnetic tape and paper 
reports. Report deadlines should be 
determined In order to insure the 
accurate and orderly exchange of 
information between the IXCa and the 
LKC. 

33. Tariff Update RequirvmaiU^ 
Interstate access tariffs of the local 
exchange carriers must be revised to 
reflect the general parameters of the 
allocation plan within 15 days of the 
release date of the Order, on 30 days' 
notice. These revisions must include 
language providing for: 

33.1. End user notification and non¬ 
exclusive balloting procedure. 

33.2. Allocation process. 

33.3. Interexchange carrier customer 
lists. 

33.4. Customer Choice Discrepancy. • 

33.5. Retroactive Balloting Procedure. 

33.6. Presubscription Change Charge 
Application. 

(fit Doc. 35-15125 Filed 6-21-65: a45 soil 

aiLLMO COOC i712>S1-4l 


47 CFR Part 73 

I MM Docket No. S4-7S2) 

Changes in the AM Technical Rules To 
Reflect New International Agreements 

aqcncy: Federal Communications 
Commission. 

action: Final rule; Partial stay. 

summary: This action stays the effective 
dale of the new metric AM curves in 
§ 73.184. adopted by the Commission in 
MM Docket No. 84-752. This stay is 
necessary to permit distribution of the 
new curves and related materials in 
advance of the deadline for their use 

aFFicnvc date: Affected rule stayed 
indefinitely. This action is effective June 
24.1985. 

rOR FURTHER INFORMATION CONTACT. 

Iona than David. Mass Medio Bureau. 
(202) 632-7792. 

SUPPLEMENTARY INFORMATION: 
partial stay 

In the matter of changes in AM techniail 
rules to reflect new intemutlonal 
Agreements; MM Docket No. 64-752. 

Adopted: May 30.1965. 

Released May 31,1965 

By the Chief. Mass Media Bureau. 

1. The Commission has before it a 
Motion for Stay of the Commission's 
March 28.1985. Report and Order in the 


above'captioned proceeding.* * filed by 
John B. Heffelfinger.* In this document 
the Commission adopted several 
changes in AM tc^chnical rulc^ to reflect 
new international agreements which 
had been or were being negotiated. In 
his pleading. Mr. Heffelfinger questions 
whether it will be possible to put certain 
of the new rules into effect by the June 3. 
1985. date specified in the Report and 
Order, 

2. The motion is not directed to the 
principal changes made by the 
document, namely: (1) Allowing AM 
stations to use intermediate power 
levels instead of restricting them to 
certain fixed power levels and (2) 
allowing Class III AM stations in 
Alaska. Hawaii. Puerto Rico and the 
Virgin Islands to increase power above 
the current 5 kW limit. Rather, it is 
directed to the difficulties said to arise 
in connection with implementing use of 
the new metric curves in ( 73.184 which 
were adopted by the Commission to 
replace the previous curv'es. (based on 
English units), when performing various 
AM calculations. 

3. Although Heffelfinger agrees that 
there it a pressing need to convert to 
metric curves, he argues that it is neither 
necessary nor practical to implement 
these curves immediately. Rather, he 
asserts that several steps need to be 
taken before use of the new curxes and 
the data on which they arc based can 
take place. This is said to include 
release of a computer print-out of the 
date points used in plotting the 
groiindwave curves as well as the 
production and distribution of the new 
graph paper which is to be used in AM 
field strength analysis. In addition, the 
Motion points out the problem that con 
arise if applications already on file need 
to be amended. If the new curves are to 
be used for the amendment, this means 
employing different curves than were 
used in preparation of the application 
originally. 

4. To deal virith this situation, the 
Motion suggests use of a transitional 
period until January 1.1966. in which to 
phase in use of the new curves. During 
this period, use of the new curves could 
be implemented gradually and the old 
curves phased out. culminating in a 
complete transition for applications filed 
on or after January 1,1906. This 
arrangement Is designed to provide time 


'Th* docnmral we * relt*«Md by th« CommlMion 
on April 24.1966 (FOC 8S-150i aitd pubUihed in 
the FedwaJ Rnsitlor on Ktay 2. 1965. (SO FR 16618) 

* In iidcUtUn. HcffrlRn^ hu filMi a i¥tUioa for 
Recontidimilion of tha Commitaion'i drciauui 
Insofar as it spociTias an effective date for the nearly 
adopted curvet. However, in hshl of the action 
ijea^ Udien on his Motion for Slay, the IVtltkin for 
Reronsideratlon can be dismissed as moot 


for the needed materials to be 
distributed before their use becomes 
mandatory. 

5. As the Motion correctly notes, the 
current effective date of June 3,1985. 
does not allow enough time for the 
distribution of the new grouncKvnve 
curves and related material in advance 
of the deadline for their use. As a result, 
a delay In the effective date for the new 
curves Is required. However, providing a 
transitional period during which both 
sets of curves could be used would 
disrupt the orderly processing of 
applications. It is important to have 
applications filed and processed under a 
single, consistent standard, one defined 
by the dale on which the application is 
filed 

6. Therefore, we will stay use of the 
new curves and will continue use of the 
existing curves pending completion of 
the work necessary to make the new 
curves available for use. After this has 
been completed, a new effective date 
can be established which will allow 
sufficient time for their use in the 
preparations of materials for filing. It is 
not now possible to establish this dtte. 
as efforts are continuing to determine 
the best format to use in making the new 
materials available to the industry. In 
addition, as the Report and Order noted 
the Commission has adopted other new 
metric curves and will be releasing new 
Figures 5.7.8.9.10 and 11 of { 73.190 in 
the future.We anticipate having this 
material included when a new effective 
date is established for the groundwave 
curves. 

7. Accordingly, it is ordered, that 
pursuant to authority contained in 
sections 4(1). 5(d)(1) and 303 of the 
Communications Act of 1934. ns 
amended, and { 0.283 of the 
Commission's Rules, the above- 
referenced amendments to $ 73.164 of 
the Commission's Rules are stayed. 

8. It is further ordered. That the 
subject Motion for Stay is granted and 
That the subject Petition for 
Reconsideration is dismissed as moot. 
Federal Communlijaliont Commission, 
lames C. McKinney, 

Chief. Mass Media Bursaa. 

|FR Doc. 85-15115 Filed 6-21-85; 845 am) 
aiLUNO coot erii-ov-M 


47 CFR Part 73 

(MM Docket No. 83-1124; RM-4S48i 

FM Broadcast Station In Ksrrville, TX; 
Correction 

AGENCY: Federal Communications 
Commis.sion. 
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actiom: Final rule; correction. 

summary: On March 1.1965. the 
Commistlon published a Final Rule 
(Report and Order) in this proceeding 
concerning the assignment of an FM 
bn>ddcast station in Kerrville. TX [50 FR 
8322). Inadvertently, the docket number 
of this proceeding was referred to as 
MNf Docket No. 84-1124 in the preamble. 
The correct docket number, which 
uppearad in the text of tho document. Is 
MM Docket No. 83-1124. 

FOR FURTHCR INFOmAATION COMTACT: 

0. David Weston (202) 624-6530. 

WtlUam |. Tricnka 

Sr! rr^taiy, Ftkhmi C omamni a a iota 

Cavmisnion, 

(FR Doc. a&-1S124 Hied 6-21-85; ft45 ain| 
BLUNa CQOC triS-St-AI 


DEPARTMENT OF TRANSPORTATION 

Research and Special Proprams 
Administration 

49CFRPart 173 

tDocksI No. HM-166R; Arndt. Nos. 172-96, 
173-1S5.174-47,176-21, 177-65, 176-63. 
And 179-371 

Shipment of Hazardous Materials; 
Miscellaneous Amendments 

CorrccUoill 

in FR Doc. 65-6030, beginning on page 
11018 In the issue of Tue^ay, March 19, 
1B85. make the following correction: 

On page 11053. nrst column, the first 
line of 1 173.119 [a] (17) (ii) should have 
read (ii) Specification MC 3ia MC 311 
or’*. 


M.LiNQ coat 1S0S-SMA 
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Proposed Rules 


Federal Rf^iater 
Vol. 50. No, 121 
Monday, |une 24. 1965 


This sectioo of the FEDERAL REGISTER 
contains notices to the pubtic of the 
proposed issuance of rules and 
regulations The purpose of these notices 
IS to give interested persons an 
opportunity to participate in the rule 
making poor to the adoption of the fmai 
rules. 


DEPARTMENT OF AGRICULTURE 
Agricultural Marketing Service 
7 CFR Part 981 

Handling of Almonds Grown in 
California; Reopening of Time for 
Receipt of Written Comments on 
Roadside Sales Exemptions and 
Disposition of Inedible Almonds 

AGENCY: Agricultural Marketing Service 
USDA. 

action: Proposed rule. 

SUMMARY; Notice is hereby given of 
reopening the time period for filing 
written comments on proposals: (1) 
Clarifying the term "at retail at a 
roadside stand" used in § 961.13 of the 
almond marketing order, and (2) 
extending from )uly 31 to August 31. 
1985, the date by which handlers must 
dispose of their inedible 1964 crop 
almonds. The reopening of the comment 
period will give interested persons 
additional time to analyze and submit 
written comments on the proposal. 
OATES: The additional time for 
comments ends June 26.1985. 
ADDRESSES: Interested persons are 
invited to submit written comments 
concerning the proposed changes during 
the extended period. Comments should 
be sent in duplicate to the Docket Clerk. 
Fruit and Vegetable Division. AMS. 
USDA. Room 2069. South Building. 
Washington. D.C. 20250. Comments 
should reference the date and page 
number of the issue of the Federal 
Register and will be available for public 
inspection in the office of the Docket 
Clerk during regular business hours. 

FDR FURTHER INFORMATION CONTACT: 
Frank M. Grasberger. Acting Chief, 
Specialty Crops Branch. Fruit and 
Vegetable Division. AMS. USDA. 
Washington. D.C. 20250 (202) 447-5053. 
SUPPLEMENTARY INFORMATION: Pursuant 
to the Agricultural Marketing Agreement 
Act of 1937 [7 U.S.C 601-074) a notice of 
proposed rulemaking was published in 
May 29.1985. issue of the Federal 


Register (50 FR 21853). regarding 
changes in the administrative rules and 
regulations under the Federal marketing 
agreement and order for California 
almonds (7 CFR Part 981). The proposal, 
recommended by the Almond Board of 
California which works with USDA in 
administering the order, pertained to a 
clarification of the phrase "at retail at a 
roadside stand" used in 5 981.13. The 
purpose is to give the Board definitive 
standards in determining when roadside 
stand sales exemptions should be 
granted under that section of the order. 
Another proposal would extend the 
deadline date from )uly 31 to August 31. 
1985, by which handlers must dispose of 
1984 crop inedible almonds. This change 
is necessary to give handlers more time 
to process the record large 1984 crop. 

The California Farm Bureau has 
requested that the comment period be 
reopened because it had insufficient 
time after it received notice of the 
proposals to analyze and submit written 
comments on them. Therefore, the 
period for receipt of written data, views, 
or arguments is reopened. Written 
comments must be received by June 26. 
1965. 

List of Subjects in 7 CFR Part 961 

Marketing agreements and orders. 
Almonds. California. 

1. The authority citation for 7 CFR 
Part 961 continues to read as follows: 

Authority: Secs. 1-ia 48 StaL 31, as 
amended: 7 U.S,C 601-674. 

Dated: |une 18,1985. 

Wiliiani |. Doyle. 

Acting Deputy Director, Fruit ami Vegetable 
Division, 

[FR Doc 85-15075 Filed 6-21-85: 8:45 am| 
BIUJP«0 COOf 


DEPARTMENT OF JUSTICE 

Immigration and Naturalization 
Service 

8 CFR Parts 3 and 212 
(A.Q. Order No. 1096-851 

Executive Office for Immigration 
Review—Documentary Requirements: 
Nonimmigrants; Waivers; Admission of 
Certain Inadmissible Aliens; Parole 

agency: Executive Office for 
Immigration Review, Justice. 


action: Proposed Regulation. 

summary: The proposed revisions 
would eliminate the appeal to the Board 
of Immigration Appeals from a denial of 
a 212(c) application by an INS district 
director. The revision provides that a 
212(c) application may be renewed 
before an immigration judge in exclusioo 
or deportation proceedings and that an 
immigration judge's denial of 212(c) 
relief may be appealed to the Boartl 

The revision would also substitute the 
term "immigration judge" for the seldom 
used term "special inquiry officer" 
throughout the applicable sections. 
date: Comments must be received on or 
before July 24.1985 
ADDRESS: Please submit written 
comments in duplicate to Gerald S. 
Murwitz. Counsel to the Director, 
Executive Office for Immigration 
Review, Suite 1609, 5203 Leesburg Pike, 
Falls Church. Virginia 22041. 

FOR FURTHER INFORMATION CONTACT; 
Gerald S. Hurwitz, Counsel to the 
Director. Executive Office for 
Immigration Review. Suite 1609.8203 
Leesburg Pike, Falls Church. Virginia 
22041. telephone; (703) 756-6470. 
SUPPLEMENTARY INFORMATION: The 
proposed revisions would streamline the 
procedure for adjudication of 212(c) 
applications by eliminating an appeal to 
the Bo8rd in applications adjudicated by 
district directors. The appeal to the 
Board of an immigration judge's 212(c) 
denial is retained. This change is 
proposed to encourage speedy 
adjudication and economy of resources 

Under current regulations, the Board 
may review the same 212(c} application 
twice: once after the district director's 
denial and subsequently; in conjunction 
with an appeal of an exclusion or 
deportation proceeding. There appears 
to be no compelling reason to justify t«ro 
separate appeals for the same 
application. This revision would 
eliminate one layer of appeal 

Further, the proposed rule brings 
adjudication of 212(c) applications into 
line with other applications such as 
asylum and adjustment of status to 
permanent residence, both of which 
permit only one appeal to the Board 
after a determination by an immigration 
judge. 

Due process is protected In this 
revision since there may be an initial 
district director's determination 
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folio wck) by a renewal of the 212(c) 
application before an immigration jiulge 
and finally a review before the Board. 
Only the duplicative Board review is 
removed. 

Several technical changes are 
proposed. To modernize terminology, 
the seldom used term “special inquiry 
offioef" is replaced by the modem 
equivalent “immigration judge** at the 
appropriate placet. Alta BCFR 3.1(bH3) 
is revised to conform to the modifk>^ 
procedure. 

In accordance with 5 U.S.C OOS(b), the 
Attorney General certiHes that this rule 
will not have significant economic 
impact on a sul^tantial numbr of small 
entities. This rule, if promulgated, will 
not be a major rule within the meaning 
of section 1(b) of Executive Order 12291. 

List of Subjects 

BCFRPariS 

Administrative practice and 
procedures 

8 aPH. Port 212 

Administrative practice and 
procedure; Aliens. Immigration. 

Ar.cordinfliy. it is proposed to amend 
Chapter 1 of Title 8 of the Code of 
Federal Regulations as followr 

PART 3—EXECUTIVE OFFICE FOR 
IMMIGRATIOM REVIEW 

1. The authority citation for Part 3 
continues to read as follows: 

Authority: 28 U.S.C SOO. 510: 5 U.S.C 301. B 
use 1103. 

§3.1 (Amsnrisd) 

2.8 CFR 3.1(b)(3) would be revised to 
read as follows: 


(3) Dectsioiu of immigration judges on 
Bpplicatiom for the exercise of the 
discretiofiary authority contained in 
section 212(c) of the Act as provided in 
Part 212 of this chapter. 

• • • • • 

PART 212-(XX:UMENTARY 
RLQUIREIIENTS: MONIMMIGRANTS; 
WAIVERS; ADMISSION OF CERTAIN 
INADMISSIBLE AUENS; PAROLE 

3. The authority citation for Part 212 
continoea to read as follows: 

Autberily: 8 U.S.C. 1101, lid. 1182.1184. 
1225,1228. 1228.1252. Iia2b. 1182c. 

4.8 CFR 212.3 would be revised to 
faad as follows: 

§ 2124 Appileationt lor ths sxsrctss of 
<1lscratloii untfar ssctlon 212(c>. 

An application for the exercise of 
discretion under section 212(c) of the 
Act shall be submitted on Fonn 1-191 to 


the districl director in charge of the area 
in which the applicanfs intended or 
actual place of residence in the United 
States is located prior to. at the lime of. 
or at any time subsequent to the 
applicant's arrival in the United Slates. 

The applicant shall be notified of the 
decision and if the application is denied, 
hc/she shall be notifi^ of the reasons 
for denial. No appeal shall lie from a 
denial. However, the application may be 
renewed during proceedings before an 
immigration judge under section 235. 

230. and 242 of the Act and this Chapter. 
An application for the exercise of 
discretion under section 212(c] of the 
Act may be submitted by the applicant 
to an immigration judge in the course of 
proceedings before him/her under 
section 235, 238. and 242 of the Act and 
this chapter, and shall be adjudicaUKl by 
the immigration judge in such 
proceedings, regardless of whether the 
applicant has made such application 
previously to the districl director. When 
an appeal may not be taken from a 
decision of an immigratUm (udge 
excluding an alien, but the alien has 
applied for the exercise of discretion 
under section 212(c) of the Act, the alien 
may appeal to the ^ard from a denial 
of such application in accordance with 
the provisions of section 2364(b) of this 
chapter. 

Dated )une ia 198S. 

Edwin Mease fll. 

Attorney General, 

|FR Doc. 8&-14018 Plied 8-21-85: 8r4S am| 
Biujiio cooc 44)e-oy-«i 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR ParU 610 and 660 

lOochat Na 64I4-020S) 

Additional Standards for Diagnostic 
Substances for Laboratory Tests; 
Proposed Amendment of Addttionat 
Standards for Reagent Red Blood 
Cells. 

Correction 

In FR Doc. 65-13979 beginning on page 
24542 in die issue of Tucdiuiy, lime 11, 
1985, make the following corrections: 1. 
On page 24545. in the first column, in 
i 66a33. in the second line from the 
bottom, •'fc,** should read “K,**. 

2 On page 24545. in the second 
cohuna in 166044(e). in the fourteenth 
and fifteenth lines, “UoodL when** 
should read “blood. When**. 


3. On page 24546. in the first columa 
in S 66046(aMl). in the sixth line, “in“ 
should read “on“. 
ssuiio cooc IfOS^t-SI 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Offict of tbe Assistant Secretary for 
Houslng«-Federal Housing 
Commissioner 

24 CFR Parts 207,213. 220, 221,231, 
222, 241, and 242 

lOochet No. R-6S-122S; FR-1819) 

Prepayment Limitation for Bond- 
Rnanced Projects 

agency: Office of the Assistant 
Secretary for Housing—Federal Housing 
Commissioner. HUD. 
action: Proposed rule. 

summahy: This proposed rule would 
permit a mortgage to contain a 
prepayment restriction and prepayment 
penalty charge where the mortgage 
funds were obtained from the proceeds 
of a bond offering. 

date: Comments must be received by 
August 23. 1965. 

ADDRESS: Interested persons are invited 
to submit comments regarding this rule 
to the Office of the General Counsel. 
Rules Docket Clerk, Room 10276, 
Department of Housing and Urban 
DevelopmenL 451 Seventh Street SW., 
Washington. D.C 20410. 

Communications should refer to the 
above docket number and title. A copy 
of each communication submitted will 
be available for public inspection and 
copying during regular business hours at 
the above address. 

FOR FUfTTHCn INFORMATION CONTACT, 
lames Hamemick, Director. OfYlce of 
Muhifamlly Housing Development, 
Department of Housing and Urban 
Development. 451 Seventh Street SW., 
Washington. D.C 20410. Telephone (202) 
755-5720. (This is not a toll-free 
number.) 

SUPPIEMENTARY INFORMATION: Many 
insured projects arc financed from the 
proceeds of bonds or bond anticipation 
notes sold to the public. The typical 
indenture provides, as a protection to 
(he bondholders, a ten-year period 
during which the bonds cannot be called 
except for extraordinary events such as 
a mortgage default (resulting in the 
payment of FHA mortgage l^nefits). or a 
casualty or condemnation proceeding 
(the proceeds of which will be used to 
retire the bonds). In the usual case. 
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therefore, there could be no prepayment, 
for at least ten years, of a mortgage loan 
financed by such a bond offering. 

Although this rule would provide for a 
limitation on prepayment of bond- 
financed mortgages, it remains the 
policy of the Department, with respect 
to most types of unsubsidized mortgage 
transactions, to discourage restrictions 
or prohibitions on the prepayment of 
mortgage indebtedness, lliat policy is 
modiried in this rule only because of the 
special nature of bond-financed 
mortgages. 

Accordingly, the Department, under 
the rulemaking authority conferred on 
the Secretary under section 211 of the 
National Housing Act. 12 U.S.C. 1715b. 
proposes to adopt this rule to allow a 
mortgage to contain a prepa>mient 
prohibition and prepayment penalty 
charge acceptable to the Commissioner 
as to term, amount, and conditions, 
where the mortgage loan Is financed by 
the issuance of bonds. 

A Finding of No Significant Impact 
with respect to the environment has 
been made in accordance with HUD 
regulations in 24 CFR Part 50, which 
implement section 102(1)(C) of the 
National Environmental Policy Act of 
1969.42 U.S.C. 4332. The Finding of No 
Significant Impact is available for public 
inspection during regular business hours 
in the Office of the Rules Docket Clerk. 
Room 10276, Department of Housing and 
Urban Development, 451 Seventh Street 
S,W.. Washington, D.C. 20410. 

This rule does not constitute a **major 
rule** as that term is defined in section 
l(b] of Executive Order 12291 on Federal 
Regulation issued on February 17,1981. 
Analysis of the rule indicates that it 
does not: (1) Have an annual effect on 
the economy of $100 million or more: (2) 
cause a major increase in costs or prices 
for consumers, individual industries. 
Federal. State or local governmental 
agencies, or geographic regions; or (3) 
have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

Under the provisions of 5 U.S.C. 605(b) 
(The Regulatory Flexibility Act), the 
undersigned hereby certifies that this 
rule does not have a significant 
economic impact on a substantial 
number of small entities. The rule would 
permit contracting parties to provide for 
limitations on prepayment, but does not 
impose any new requirements. 

This rule was listed as Item 60 (H-^S4- 
83: FR-1819) in the Departmenfs 
Semiannual Agenda of Regulations 
published on April 29.1985 (50 FR 17286, 


17306) under Executive Order 12291 and 
the Regulatory Flexibility Act. 

The Catalog of Federal Domestic 
Assistance program numbers are 14.127, 
14.134,14.138, and 14.157. 

list of Subjects 
24 CFR Part 207 

Mortgage insurance. Rental housing. 
Mobile home parks. 

24 CFR Part 213 

Mortgage insurance, Cooperatives. 

24 CFR Part 220 

Home improvement. Mortgage 
insurance. Urban renewal. Rental 
housing. Loan prog]:ams: housing and 
community development. 

24 CFR Part 221 

Condominiums, Low and moderate 
income housing. Mortgage insurance. 
Displaced families. Single family 
housing. Projects. Cooperatives. 

24 CFR Part 231 
Aged. Mortgage insurance. 

24 CFR Part 232 

Fire prevention. Health facilities. Loan 
programs: health. Loan Programs: 
housing and community development. 
Mortgage insurance. Nursing homes. 
Intermediate care facilities. 

24 CFR Part 241 

Energy^ conservation. Mortgage 
insurance. Solar energy. Projects. 

24 CFR Part 242 
Hospitals. Mortgage insurance. 
Accordingly, the Department proposes 
to amend 24 CFR Parts 207. 213. 220, 221, 
231.232. 241. and 242 to read as follows: 

PART 207—MULTIFAMILY HOUSING 
MORTGAGE INSURANCE 

1. The authority citation for 24 CFR 
Part 207 continues to read as follows; 

Authority: Secs. 207.211. National Housing 
Act (12 U.S.C 1713.17t5b): Sec 7(d). 
Department of Housing and Urban 
Development Act (42 U.S.C. 3535(d)). 

2. Section 207.14 is amended by 
revising paragraph (a) and by adding a 
new paragraph (d) to read as follows: 

S 207.14 Prepayment prfvllepe; 
prepayment and lata charpaa. 

(a) Prepayment privilege. Except as 
otherwise provided in paragraph (d) of 
this section, the mortgage shall contain a 
provision permitting the mortgagor to 
prepay the mortgage in whole or in part 
upon any interest payment date after 
giving to the mortgagee 30 days* notice 


in writing in advance of its intention to 
so prepay. 

• • • • • 

(d) Prepayment of bond-financed 
mortgages. Where the mortgage is given 
to secure a loan made by a lender that 
has obtained the funds for the loan by 
the issuance and sale of bonds or bond 
anticipation notes, or both, the mortgage 
may contain a prepayment restriction 
and prepayment penalty charge 
acceptable to the Commissioner as to 
term, amount, and conditions. 

PART 213—COOPERATIVE HOUSING 
MORTGAGE INSURANCE 

3. The authority citation for 24 CFR 
Part 213 continues to read as follows: 

Authority: Secs. 211, 213, National Housing 
Act (12 U.S.C msb, ITlSe); Sec. 7|d). 
Department of Housing and Urban 
Development Act (42 U.S.C 3535(d)). 

4. Section 213.18 is amended by 
revising paragraph (a) and by adding a 
new paragraph (d) to read as follows; 

{ 213.16 Prapaymsnt privtiepe: 
prepayment and late chargea. 

(a) Prepaymentprivi/ege. Except as 
otherwise provided in paragraph (d) of 
this section, the mortgage shall contain a 
provision permitting the mortgagor to 
prepay the mortgage in whole or in part 
upon any interest payment date after 
giving to the mortgagee 30 days* notice 
in miting in advance of its intention to 
so prepay. 

• • • • • 

(d) Prepayment of bond-financed 
mortgages. Where the mortgage is given 
to secure a loan made by a lender that 
has obtained the funds for the loan by 
the issuance and sale of bonds or bond 
anticipation notes, or both, the mortgage 
may contain a prepayment restriction 
and prepayment penalty charge 
acceptable to the Commissioner as to 
term, amount and conditions. 

PART 220-URBAN RENEWAL 
MORTGAGE INSURANCE AND 
INSURED IMPROVEMENT LOANS 

5. The authority citation for 24 CFR 
Part 220 is revised to read as set forth 
below and any authority citation 
following any section in Part 220 is 
removed: 

Authority: Secs. 207,211, 220, National 
Housing Act (12 U.S.C 1713.1715b. 1715k); 
sec, 7(d). Department of Housing end Urbsn 
Development Act (42 US.C 3535(d)). 

6. Section 220.590 is amended by 
revising paragraph (a)(1) and by adding 
a new paragraph (c) to read as follows: 
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{ 220.S90 Prepayment privilege and 
pffpayment charoe. 

(a) Prepayment privilege. (1) Except 
as otherwise provided in paragraph (c) 
of this section, the security instrument 
shall contain a provision permitting 
prepayment of the loan in whole or in 
part upon any interest payment date 
after giving to the lender 30 days* 
advance written notice. 

• • • • • 

(c) Prepayment of bond-financed 
nnyrtgageA Where the mortgage is given 
to secure a loan made by a lender that 
has obtained the funds for the loan by 
the issuance and sale of bond or bond 
antidpation notes, or both, the mortgage 
may contain a prepayment restriction 
and prepayment penalty charge 

.!(ceptable to the Commissioner as to 
term, amount, and conditions. 

PART 221—LOW COST AND 
MODERATE INCOME MORTGAGE 
INSURANCE 

7. The authority citation for 24 CFR 
Part 221 continues to read as follows; 

Authority: Secs. 211.221. National Mousing 
Act (12 U.S.C. 1715b. 17151); Sec. 7(d). 
Department of Housing and Urban 
Development Act (42 1J.S.C 3535(d}). 

a. In S 221.524. paragraph (a)(1) and 
p^iragraph (d) are amended to read as 
follows: 

1221.524 Prepayment prtvHeges. 

(a) Prepayment in /u//—(1) Without 
prior Commissioner consent. Except as 
otherwise provided in paragraph (d) of 
this section, a mortgage indebtedness 
may be prepaid in full and the 
Commissioner*s controls terminated 
without the prior consent of the 
Commissioner in the following cases: 

• • • • • 

(d) Prepayment of bond-financed 
mortgages. Where the mortgage is given 
to secure a loan made by a lender that 
has obtained the funds for the loan by 
the issuance and sale of bonds or bond 
anticipation notes, or both, the mortgage 
niay contain a prepayment restriction 
and prepayment penalty charge 
acceptable to the Commissioner as to 
term, amount, and conditions. 

part 231—housing MORTGAGE 
insurance for the elderly 

9. The authority citation for 24 CFR 
Part 231 is revised to read as set forth 
below and any authority citation 
following any section in Part 231 is 
removed. 

Authority: Sees. 211.231. National Housing 
Act (12 U.S.C 1715b. ITlSv): see. 7(d), 
t^’Partmant of Housing and Urban 
Dcvi^lopmant Act (42 U.S.C. 3535(d)). 


10. Section 231.12 is amended by 
revising paragraph (a) and by adding a 
new paragraph (d) to read as follows. 

The introductory phrase to the section is 
shown for the convenience of the reader 
and remains unchanged. 

$231.12 Private mortgapor-nonproftt; 
prepayment privilege end prepayment 
chairgee. 

In the case of a private mortgagor— 
nonprofit: 

(a) Prepayment in full. Except as 
otherwise provided in paragraph (d) of 
this section, the mortgage indebtedness 
may be prepaid in full and the 
Commissioners controls terminated 
only upon the condition that the 
Commissioners prior consent is 
obtained and upon such terms and 
conditions as the Commissioner may 
prescribe. 

• • • • • 

(d) Prepayment of bond-financed 
mortgages. Where the mortcage is given 
to secure a loan made by a Tender that 
has obtained the funds for the loan by 
the issuance and sale of bonds or bond 
anticipation notes, or both, the mortgage 
may contain a prepayment restriction 
and prepayment penalty charge 
acceptable to the Commissioner as to 
term, amount, and conditions. 

11. Section 231.13 is amended by 
revising paragraph (a) and by adding a 
new paragraph (c) to read as follows; 

$ 231.13 Private mortgagor-profit; 
prepayment privileges and prepayment 
charges. 

(a) Prepayment privilege. Except as 
otherwise provided in paragraph (c) of 
this section, the mortgage shall contain a 
provision permitting the mortgagor to 
prepay the mortgage in whole or in part 
upon any interest payment date after 
giving to the mortgagee 30 days* notice 
in writing in advance of its intention to 
so prepay. 

• t • • • 

(c) Prepayment of bond-financed 
mortgages. Where the mortgage is given 
to secure a loan made by a lender that 
has obtained the funds for the loan by 
the issuance and sale of bonds or bond 
anticipation notes, or both, the mortgage 
may contain a prepayment restriction 
and prepayment penalty charge 
acceptable to the Commissioner as to 
term, amount, and conditions. 

PART 232—NURSING HOME AND 
INTERMEDIATE CARE FACILITIES 
MORTGAGE INSURANCE 

12. The authority citation for 24 CFR 
Part 232 continues to read as follows: 

.Authorit>': Secs. 211. 232. National Housing 
Act (12 I l.s.c. 1715b. 1715W): Scc. 7(d). 


Department of Housing and Urban 
Development Act (42 U.S.C 3535(d)). 

13. Section 232.37 is amended by 
revising paragraph (a)(1) and by adding 
a new paragraph (c) to read as follows: 

$ 232.37 Prepayment privilege and 
prapayment charges. 

(a) • • • 

(1) Prepayment privilege. Except as 
otherwise provided in paragraph (c) of 
this section, the mortgage shall contain a 
provision permitting the mortgagor to 
prepay the mortgage in whole or in part 
upon any interest payment date after 
giving to the mortgagee 30 days* notice 
in writing in advance of its intention to 
so prepay. 

• • • • • 

(c) Prepayment of bond-financed 
mortgages. Where the mortgage is given 
to secure a loan made by a lender that 
has obtained the funds for the loan by 
the issuance and sale of bonds or bond 
anticipation notes, or both, the mortgage 
may contain a prepayment restriction 
and prepayment penalty charge 
acceptable to the Commissioner as to 
term, amount, and conditions. 

PART 241—SUPPLEMENTARY 
FINANCING FOR INSURED PROJECT 
MORTGAGES 

14. The authority citation for 24 CFR 
Part 241 is revised to read as set forth 
below and any authority citation 
following any section in Part 241 is 
removed: 

.Authority: Secs. 211. 241. National Housing 
Act (12 U.S.C 1715b. 1715Z-6); Sec, 7(b), 
Department of Housing and Urban 
Development Ad (42 U.S.C. 3535(d)). 

15. Section 241.100 is amended by 
revising paragraph (a)(1) and by adding 
a new paragraph (c) to read as follows: 

$ 241.100 Prepaynwnt privilege and 
charge. 

(a) Prepayment privilege. (1) Except 
as otherwise provided in paragraph (c) 
of this section, the security instrument 
shall contain the following provisions: 

• • • • • 

(c) Prepayment of bond-financed 
mortgages. Where the mortgage is given 
to secure a loan made by a lender that 
has obtained the funds for the loan by 
the issuance and sale of bonds or bond 
anticipation notes, or both, the mortgage 
may contain a prepayment restriction 
and prepayment penalty charge 
acceptable to the Commissioner as to 
term, amount, and conditions. 
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PART 242—MORTGAGE INSURANCE 
FOR HOSPITALS 

16. The Huthority citation For 24 CFR 
Part 242 continues to read as follows: 

Authority: Secs. 211. 242. Nationiil Housing 
Act (12 U.aa 1715b, 1715JK-7); sec. 7\dl 
Depurtmpnt of Housing and Urban 
Development Act (42 US-C. 3535(dl). 

17. Section 242,51 is amended by 
revising paragraph (aMl] and by adding 
a new paragraph (c) to read as follows: 

f 242.$1 Prepayment prtvheoe and 
prapaymant cnainas. 

(ar • • 

(1) Prepayment prtvile^. Except as 
otherwise provided in paragraph (c) of 
this section, the mortgage shall conUin a 
provision permitting the mortgagor to 
prepay the mortgage in whole or in part 
upon any interest payment datn after 
giving to the mortgagee 30 days* notice 
in writing in advance of its intention to 
so prepay. 

• • • • • 

(c) Prepayment of bond-financeil 
mojigoges. Where the mortgage is given 
to secure a loan made by a lender that 
has obtained the funds for the loan by 
the insurance and sale of bonds or bond 
anticipation notes, or both, the mortgage 
may contain a prepayment restrictiem 
and prepayment penalty charge 
acceptable to the Commissioner as to 
term, amount, and conditions. 

Ualud: |une 14.1965. 
lanel Hala. 

Actmg CemnU Deputy As$tstattt Secretafy 
for HiutsingDcputy Pederat Housing 
Commissioner 

(FK Doc. 65-15157 Filed 6-21-65. a45 am] 
etUJMO coot 


24 CFR ParU 232 and 242 
lOochet No. R-6S-1234: FR-ia061 

Refinancing of HUD-lnaured Hospital 
Mortgages 

AGENCY: Office of the Assistant 
Secretary for Housing—Federal Housing 
Commls^oner. HUD. 
actiom: Proposed rule. 

summary: *rhe Department proposes to 
amend its regulations governing the 
insurance of mortgages for hospitals. 
Under this proposal HUO would be able 
to insure a mortgage given to rerinance 
un existing HUD*insured mortgage 
ixivering a hospital. Insuranco coverage 
would, however, be subject lo 
limitations related to the new* 
mortgage's principal amount term and 
debt service provisions. The rule would 
also correct a technical defect in the 


reHnancing provisions applicable to 
I lUD-insured nursing homes and 
intermediate care facilities. 
date: Comment Due Date: Atigust 23. 
1085. 

ADDRESS: Interested persons arc invited 
to submit comments to the Rules Docket 
Clerk, Office of the General Counsel 
Room 10276. Department of Mousing and 
Urban Development 451 Seventh Street 
SW.. Washington. D.C 2041(>-500a 
Comrounicationt should refer to the 
above docket number and title. A copy 
of each communication will be available 
for public inspection during regular 
business hours at the above address. 

FOR FURTHER INFORMATION CONTACT: 
|omo8 L Hamemick. Director, Office of 
Insured MulUfamily Housing 
Development. Room 6125. Department of 
Housing and Urban Development 451 
Seventh Street SW„ Washington. D.C. 
20416-5000, telephone (202) 755-5720. 
(This is not a tolffree number). 

SUPPLEMENTARY INFORMATION: 

A. Refinancing of Insured Hospital 
Mortgages 

Section 242 of the National Housing 
Act (the Act). 12 U.S.C 17152-7. 
authorizes t^ Department to insure any 
mortgage that covers a new or 
rehabilitated hospital including 
equipment to be used in its operation, 
subject to express limitations. The 
Department's regulations governing the 
insurance of mortgages for hospitals are 
in 24 CFR Part 242. 

Section 223{aK7) of the Act. 12 U.S.C. 
1715(a)(7). authorizes the Department to 
insure, ander any section or title of the 
Act a mortgage that is given to 
refinance an existing mortgage insured 
under the Ad. Accordingly, the 
provisions of section 223(a|(7| can be 
made applicable to any hospital-related 
mortgage insured und^ section 242 of 
the Act. However, the insurance 
authority in section 223(a)(7) is subject 
lo the following limitations. 

(1) The principal amount of the 
refinancing mortgage cannot e.xceed the 
urigtna! principal amount of the existing 
mortgage. 

(2) The interest rate charged on the 
new mortgage cannot exceed any 
maximum rate prescribed under the 
applicable section or title of the Act. 
(Notably, however, section 242 of the 
Act does not prescribe a maximum 
interest rate for mortgages for the 
financing of hospitals.) 

(3) The term of the refinancing 
mortgage cannot exceed the unexpired 
term of the existing mortgage, unless the 
Secretary determines that an additional 
term would prove beneficial to the 
applicable insumoce fund (here, the 


General Insurance Fund), taking into 
account the outstanding insurance 
liability under the existing mortgage. 
HUD can then extend the term by up to 
12 years beyond the unexpired term of 
the existing mortgage. 

Section 223(aH^ is generally desigurd 
to allow a mortgagor to refinance an 
existing HUD-insured mortgage if 
refinancing would result in a reduced 
debt service payment without increasing 
the Department's insurance liablllt>^ 

This proposed rule would add a new 
S 242Jffi. '*^igihillty of refinancing 
transactions**, which would prescribe 
the following limitations relating to the 
principal amount, debt service rate, and 
term €>f the refinancing mortgage: 

(1) The principal amount of the 
mortgage could not exceed the lesser of 
(a) the original principal amount of the 
existing mortgage or (b) the sum of the 
unpaid principal balance of the existing 
mortgage and loan closing charges 
associated with the refinancing 
mortgage and costs of improvements, 
upgrading or additions required to be 
made to the property. These alternative 
loan amount limitations would serve to 
ensure that where the original principal 
amount of an existing mortgage has 
been substantially reduced over lime, 
the refinancing could not result in a 
significant increase In HUD's insoram e 
liability. 

(2) Ibe mortgagor's monthly debt 
service payment could not increase oi a 
result of the refinancing. 

(3) In appropriate circumstances, the 
new mortg^'s term could exceed the 
unexpired balance of the existing 
mortgage by up to 12 years. 

B. Technical Correefions lo Part 232 
Refinendug Provisions 

The Department's regulations 
governing mortgage insurance related to 
nursing homes and intermediate care 
facilities are found at 24 CFR Part 232. 
Section 232 42. •‘Eligibility of refinanced 
mortgages'*, incorporates by referener 
the provisions of 24 CFR 207.32, 
•'Eligibility of refinancing transacbotu-** 
These sections implement the provisions 
of section 223ta)(71 of the Act for nursini 
homes and intermediate care facilities 
having 20 or more beds, and for 
multifamily housing projects having hve 
or more rental units, respectively. Thr 
current Incorporation by reference in 
§ 232.42 is inaccurate insofar at it 
adopts the language In the opening 
paragraph of { 207.32 stating that "a 
mortgage given to refinance an exiatins 
mortgage covering five or more resial 
units may be insui^ under this snbpart 
, . .*' (emphasis added). To cure this 
technical defect. { 232.42 is proposed to 
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be revised to clearly indicate its 
iipplication to nursing homes and 
intermediate care facilities, while 
continuing to incorporate by reference 
the substantive provisions at $ 207.32 (a) 
through (c). 

The same technical defect appears at 
24 CFR 232.41, which incorporates by 
reference the provisions of 24 CFR 
207.31. Both sections are entitled 
Flligibility of miscellaneous type 
iDortgages.^* Section 232.41 would be 
revi^ to make clear its application to 
nursing homes and intermediate care 
facilities, while continuing to 
incorporate by reference the substantive 
provisions contained in section 207.31 
(b) and [c). 

C rmdings 

A Finding of No Signincant impact 
with respect to the environment has 
been made in accordance with HUD 
regulations in 24 CFR Part 50, which 
implements section 102(2)(C) of the 
National Environmental Micy Act of 
1969.42 U.S.C. 4332. The Finding of No 
Significant Impact is available for public 
inspection duHng regular business hours 
in the OfTice of the General Counsel 
Rules Docket Clerk. Room 10270,451 
Seventh Street SW., Washington. D.C. 
:^04l(«000. 

This rule does not constitute a *‘ma]or 
rule** as that term is defined in Section 
1(b) of Executive Order 12291 on Federal 
Regulation issued on February 17.1961. 
Analysis of the rule indicates that it 
does not (1) have an annual effect on the 
economy of $100 million or more; (2) 
cause a major increase in costs or prices 
for consumers, individuals, industries. 
Federal. Stale or local government 
ugendes, or geographic regions: or (3) 
have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of the United States-based 
enterprises to compete with foreign- 
biised enterprises in domestic or export 
markets. 

Under section 605(b) of the Rcgulator>’ 
Flexibility Act (5 U.S.C 601), the 
Undersigned certifies that this rule does 
not have a significant economic impact 
on a substantial number of small 
entitles. The rule would generally be 
applicable to HUD-insur^ hospitals, 
most of whch are not small entities, and 
would make Federal mortgage insurance 
available to hospitals seeking to 
refinance existing insured mortgages. 

This proposed rule was listed as item 
number 93 (H--50-83: FR-1B06) in the 
Uepartment's Semiannual agenda of 
Regulations published on April 29.1965 
(50 FR 17266,17311). under Executive 
Order 12291 and the Regulatory 
Flexibility Act. 


The hospital mortgage insurance 
program is listed in the Catalog of 
Federal Domestic Assistance as 
program number 14.126. The insurance 
program for nursing homes and 
intermediate care facilities is listed in 
the Catalog as program number 14.129. 

list of Subjects 

24 cm Part 232 

Fire prevention, health facilities, loon 
programs, health, loan programs; 
i lousing and community development, 
mortgage insurance, nursing homes, 
intermediate care facilities. 

24 CFR Port 242 

Hospitals, mortgage insurance. 

Accordingly, the Department proposes 
to amend 24 Cre Parts 232 and 242 as 
follows: 

PART 232—NURSING HOMES AND 
INTERIIEOIATE CARE FACILfTIES 
MORTGAGE INSURANCE 

1. The authority citation for 24 CFR 
Part 232 continues to read as follows: 

Authority: Sect. 211. 232. National Housing 
Act (12 U.S.C 1715b. 1715W); sec. 7(d), 
Department of Housing and Urban 
Development Act (42 U.S.C. 3535(d)). 

2. By revising { 232.41 to read as 
follows: 

§ 232.41 Eligibility of miscellaneous type 
mortgages. 

A mortgage covering o facility having 
20 or more beds shall bo eligible for 
insurance under this subpart if it meets 
the requirements of S 207.31 (b) and (c) 
of this chapter, as well as the 
requirement of this aubpart. 

3. By revising S 232.42 to read as 
follows; 

§ 232.42 EligIbUity of refinanced 
mortgages. 

A mortgage given to refinance an 
existing insured mortgage covering a 
faciliiy having 20 or more beds may be 
insured under this subpart pursuant to 
section 223(a)(7) of the National Housing 
Act if it meets the requirements of 
{ 207.32 (a) through (c) of this chapter, 
as well as the requirements of this 
subpart. 

PART 242—MORTGAGE INSURANCE 
FOR HOSPITALS 

4. The authority citation for 24 CFR 
Part 242 is revised to read as set forth 
below and any authority citation 
following any section in Part 242 is 
removed: 

Authority: Secs. 211. 223(0. 242. National 
Housing Acl (12 U.S.C ITlSb. 1715n{n. 1715z- 
7): sec 7(d). Department of Housing and 
Urban Development Act (42 U.S.C 3535(d)). 


5. By adding a new § 242.96 to read as 
follows: 

9 242.96 ENgiblItty of refinancing 
trsnsactidns. 

A mortgage given to refinance an 
existing instired mortgage covering a 
hospital may be insured under this 
subpart pursuant to section 223(a)(7) of 
the National Housing Act. Insurance of 
the new, refinancing mortgage shall be 
subject to the following limitations: 

(a) Principal anwunr The principal 
amount of the refinancing mortgage 
shall not exceed the lesser of (1) the 
original principal amount of the existing 
insured mortgage, or (2) the unpaid 
principal amount of the existing insured 
mortgage, to which may be added loan 
closing charges associated with the 
refinancing mortgage, and costs, as 
determined by the Commissioner, of 
improvements, upgrading or additions 
required to be made to the property. 

(b) Debt service rate. The monthly 
debt service payment for the refinancing 
mortgage may not exceed the debt 
service payment charged for the existing 
mortgage. 

(c) Mortgage term. The term of the 
new mortgage shall not exceed the 
unexpired term of the existing mortgage, 
except that the new mortgage may have 
a term of not more than 12 years in 
excess of the unexpired term of the 
existing mortgage in any case in which 
the Commissioner determines that the 
insurance of the mortgage for an 
additional term will inure to the benefit 
of the General Insurance Fund, taking 
into consideration the outslanding 
insurance liability under the existing 
insured mortgage, and the remaining 
economic life of the property. 

Diited: June 14.1065. 
laoel Halo. 

Acting General Deputy Assistant Secretory 
for Housing—Deputy Federal Housing 
Commissioner. 

(FR Doc. 65-15159 Filed 6-21-65. 8 45 am) 
MJJNO coot 41 Y»- 27 -M 


Office of Assistant Secretary for 
Community Planning and 
Development 

24 CFR Part 571 

{Docket No. R-aS-1228: FR-20161 

Community Development Block Grants 
for Indian Tribes and Alaskan Native 
Villages; Conflict of Interest 

agency: Office of the Assistant 
Secretary for Community Planning and 
Development. HUD. 
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action: Proposed rule. 

SUMMMY: This rule proposes to udd 
regulations governing conflirt of interest 
situation for the Community 
Development Block Grant (CDBG) 
Program for Indian Tribes and Alaskan 
Native Villages. Currently, simitar 
regulations in 24 CFR Part 570, Sulipart 
K. arc made applicable, by reference, to 
the Indian CDBG Program. This 
proposed rule would provide 
refinements in Part 571 that are more 
reflective of circumstances in Indian and 
Alaskan Native communities, and would 
supersede the cross reference to l*arl 
57a 

DATE: Comments must be received on or 
before August 23.1985. 

AODRCSS: Interested persons arc invited 
to submit comments regarding this rule 
to the Office of the General Counsel. 
Rules Docket Clerk. Room 10276, 
Department of Housing and Urban 
Development, 451 Seventh Street, SW.. 
Washington, D.C. 20410. Comments 
should refer to the above docket number 
and title, A copy of each comment 
submitted will be available for public 
inspection and copying during regular 
business hours at the above address. 

FOn FURTHER INFORSUTION CONTACT: 

Marcia A.B. Drowm. Room 7134, Office 
of Program Policy Development Office 
of Coromuninty Planning and 
Development 451 Seventh Street SW,« 
Washington, D.C 204ia Telephone 
number (202) 755-6092. (This is not a 
toll-free number.) 

SUPPLEMENTARY INFORMATION: For the 
most part, the conflict of interest in 
provisions in 24 CFR 570.611, applicable 
to the CDBG entitlement program, are 
also applicable to the Indiian CDBG 
program, and mafor portions have been 
induded without change in this 
pmpoaed rule. However, theu^ are 
certain conflict of interest sttuatiuns that 
are unavoidable for grantees that are 
small Tribes and Villages. 

In order to proceed with their funded 
projects, these grantees now must 
request exceptions from the responsible 
HUD field office. Exceptions are usually 
granted, because the person affected is 
of (he same grOup or class as the 
beneficiaries of the project. To eliminate 
the delay in grantees' projects while 
exceptions are being considered by 
Hl^D. proposed S571.607(e) provides for 
circumstances under which the conflict 
prohibition would not apply. The grant 
recipienf may make the exception under 
the described circumstances, provided 


that to do so would not result in a 
violation of Tribol or State law^ on 
conflict of interest. This provision is not 
intended to allow recipients to violate 
their own Tribal conflict of Interest 
laws. The exception cannot be granted if 
it violates such laws, or if it violates 
applicable State laws. Records showing 
the decisions reached by recipients on 
exceptions would have to be maintained 
for HUD review. 

Other Information 

A Finding of No Signiticanl Impact 
with respect to the environment has 
been made in accordance with HUD 
regulations in 24 CFR Part 50 which 
implement section 1Q2(2)(C) of the 
National Environmental Policy Act of 
1969. 42 U.S.C 4332, The Finding of No 
Significant Impact is available for public 
inspection and copying during regular 
business hours in the Office of the Rules 
Docket Clerk, Room 10276,451 Seventh 
Street, NW.. Washington D.C. 20410. 

This rule would not constitute a 
''major rule** as that term is defined in 
section 1(b) of Executive Order 12291 on 
Federal Regulations issued by the 
President of February 17,1981. Analysis 
of the rule indicates that it would not (1) 
have an annual effect on the economy of 
$100 million or more: (2) cause a major 
increase in costs or prices for 
consumers, individual industries. 

Federal, State, or local government 
agencies, or geographic regions, or (3) 
have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to complete with foreign- 
based enterprises in domestic or export 
markets. 

This rule would not constitute a 
'*major rule** as that term is defined in 
section 1(b) of E^xecutive Order 12291 on 
Federal Regulations issued by the 
President on February 17.1981. Analysis 
of the rule indicates that it would not (1) 
have on annual effect on the economy of 
$100 million or more; (2) cause a major 
increase in costs or prices for 
coosiimerb, individual industries. 
Federal. Stale, or local government 
agencies, or geographic regions, or (3) 
have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-bosed 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

In accordance with 5 U.S.C. 605(b) 

(the Regulatory Flexibility Act), the 
iindemigned hereby certifies that this 


rule would not have a significant 
economic impact on a substantial 
number of small entities. The rule would 
simplify and reduce the requirements for 
grant recipients with respect to potential 
conflict of interest situtations, but would 
impose no economic burden nor have a 
significant economic impact on these 
recipients. 

This rule is listed as item number 182 
lCPD-5-64: FR-2016) in the 
Department's Semiannual Agenda of 
Regulations published on April 29.1985 
(50 FR 17288.17328) in accordance with 
Executive Order 12291 and the 
Regulatory Flexibility Act 

The Information collection 
requirements contained in this rule have 
b€?en submitted to the Office of 
Management and Budget for review 
under the provisions of the Paperwork 
Reduction Act of 1980 (44 U.S.C. 3501- 
3520). No person may be subjected to a 
penalty for failure to comply with lhes«- 
information collection requirements 
until they have been approved and 
assigned an OMB control number. The 
OMB number, when assigned will be 
announced by separate notice in the 
Federal Register. 

The Catalog of Federal Domestic 
Assistance number is 14.223. 

List of Subjects in 24 CFR Part 571 

Community development block grants. 
Grant programs: Housing and 
community development. Grant 
programs: Indians. Indians. 

Accordingly, the Department propo.w 
to amend 24 CFR Part 571 as follows: 

PART 571—COMMUNITY 
DEVELOPMENT BLOCK GRANTS FOB 
INDIAN TRIBES AND ALASKAN 
NATIVE VILLAGES 

1. The authority citation for 24 CFR 
Part 571 is revised to read as set forth 
below and any authority citation 
following any section in Part 571 is 
removed: 

Authority: Title I. Housing «nd Cofnmttnit> 
Development Act of 1974 |42 U.8.C S301- 
5320): sec. 7(d). Department of Housing end 
Urban Devclopmcot Act (42 U.SvC. 353S(d)l 

2. Part 571. Subpart G would be 
amended by adding a new i 571.607. to 
read as follows: 

$ 571.607 Conflicl of Interest 

(a) Applicability. (1) In the 
prt)(:urement of supplies, equipment, 
construction, and services by grantees 
and subredpienLs (Including those 
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ipedftod at § S70.204(c] of this title), tbe 
conflict of int(>rest provUions in 
Attachment O of OMB Circulars A-102 
(^antees). and A-110 (subredpimts) 
shall apply. 

(2) lo all cases not governed by 
Att.ichxneiU O of OMB Ckculars A<'1Q2 
and A-110, the provisions of this section 
shall apply. Such cases mdude the 
acquisition and disposition of real 
prupcrt>% and the provision of assistance 
b)' the recipient or by its subredpients. 

In in(t)viduals» businesses and other 
private entitles under eligible activities 
:h.it duthodzt such assistarKLe (e.g.. 
rthubililalion. presen ation. and other 
:mp.*^uveiQeiits of private properties or 
fadlitii^ under S 570.202; or grunts, 
loans, and other assistance lo 
lMi!iinefses» individuals and other 
private entities under S 570.203 or 
J 570.204). 

(bj Conflicts prohihilcdL Fjicept for 
approved etigible administratin* or 
personnel costs, the general rule is that 
00 persons described in paragraph (c) of 
this seetkifi who exercise or ha\^ 
exercised any functions or 
rt sf^rmsiWlHics with respect lo CDBC 
activities assisted under this Part, or 
who are in a position to participate in a 
on-making process or gain inside 
information with regard to such 
achviHeei may obtain a personal or 
finunctal interest or benefit from the 
ictivity, or have an Interest in any 
contract, subcontract, or agreement with 
fwprct thereto, or the proceeds 
ihertunder. either for themselves or for 
those with whom they have family or 
business tk^s. during their employment 
or tenure in office and for one year 
thereafter. 

(c) Iversons coverRil The conflicl of 
interest provisions of paragraph fb) of 
this section apply to any peraon who is 
« employee, agent, consultant, officor. 
or elected official or appointed official 
of the recipient, or of any designated 
pahlic ugemnes. or suhr^ipienls under 
1570.201 of this title, receiving funds 
■iuier this Part, 

(dj Exceptions requiring HUD 
o/yimKo/--{i I Thre^otd requireawnts. 
Upon the written request of a recipient. 
HUD may grant an exception to the 
provistons of paragraph (bJ of this 
wctioo on a case-by-case basis, when it 
dolrrmines that such an exception will 
lo further the purposes of the Act 
tnd the effective and efficient 
»dmintstretkjn of the recipienfs 
Pt^graii or protect. An i^eption may be 
considered only after the recipient has 
P^vided the following: 

(i) A disclosure of the nature of the 
pouible conflict accompanied by an 
^vurance that there has been public 
disclosure of the conflicl and a 


description of how the publk disdimirr 
was made; and 

(ii) An opinion of the recipienfs 
attorney that the interest for which the 
exception is sought would not violate 
1 nbal laws on conflict of interest, or 
applicable State laws. 

(2) Fociors to be considered for 
rxeeptioas: In determining whether lo 
grant a requested exoeptioii after the 
recipient has satisfnclorily met the 
requirements of paragraph (d)(t) of this 
section. HUD sh^ consider tl^ 
cumulative effect of the following 
factors, w'here applicable: 

(1) Whether the exception would 
provide a significant cost benefit or 
essential expert knowledge to the 
program or project which would 
otherwise not he available: 

(ii) Whether an opportunity was 
provided for open competitiw bidding 
or negotiation: 

(iii) Whether the affected person has 
withdrawn from his or her functions or 
responsibilities, or from the decision- 
making process, with reference to the 
specific assisted activity in question: 

(iv) W’hether the interest or lienehl 
was present before the affected person 
was in a position as described in 
paragraph (b) of this section; 

(v) Whether undue hardship will 
result either to the recipient or to the 
person affected, when weighed against 
the public interest served by avoiding 
the prohibited conflict: 

(vi) Any other relevant 
considerations. 

(e) Circumstances under which the 
conflict prohibition does not apply —11) 
In instances where a person who might 
otherwise be deemed to be included 
under the conflict prohibition is a 
member of a group or class of 
beneficiaries of the assisted activity and 
receives generally the same interest or 
benefits as are being made available or 
provided to the group or class, the 
prohibition does not apply, except that 
if, b>* not applying the prohibition 
against conflict ol interest, a violation of 
Tribal or Stele laws on conflict of 
interest would result, the prohibition 
does apply. 

(2) All records pertaining to the 
recipient's decision under this section 
shall be maintained for HUD review 
upon request. 

DaliKi: June 17.10B5. 

Alfred C Moran. 

Assiskutt Secretary for Community Planning 
and Derehpment, 

|FR Doc. 85-15158 Filed 5-21-05: 8:45 ami 

SIXUMO COOC 42IS-2S-M 


DEPARTMENT OF THE TREASURY 
Bureau of Alcohol, Tobacco and 
Firearms 

27 CFR Parts 4,5, and 7 
I Notice Ho. 565) 

Disclosure ol Sulfitinq Agents in the 
Labeling of Wine, DisUfled Spirits and 
Matt Beverages 

agency: Bureau of Alcohol. Tobacco 
and Firearms (ATF), Treasury. 

ACTION: Niitice of proposed rulemaking. 

SUMMANY: The Bureau of Alcohol. 
Tobacco and Firearms issues this noticr 
in order to obtain public comment 
regarding the agency's proposal to 
require disclosure of the presence of 
sulfur dioxide or sulfiting agent on the 
label of a beverage alcxitol product 
where the lev'el sulfur dioxide or 
sulfiting agent, expressed as total sulfur 
dioxide, equals or exceeds the lev el of 
measurable detection established by the 
U.S. Food and Drug Administration 
(FDA) for sulfitiiig agents added to foods 
and beverages. FDA is proposing 10 
parts per million at the level of 
measurable detection. 
date: Comments must be received on or 
before August 23.1065. 

ADDRESS: Send written comments to: 
Chief, FAA. Wine and Beer Bninch. 
Bureau of Alcohol Tobacco and 
Firearms. P.O, Box 385, Washington. DC 
2CXH4-0385 (Ref: Notice No. 566). 

Copies of this proposal and the 
written comments will be available for 
public inspection during normal 
bufdness hours at: ATF Reading Room, 
Room 4407.1200 Pennsylvania Avenue 
NW.. Washington DC. 

FOR FURTHER INFORMATION CONTACT: 
Michael |. Breen Coordinator, or fumes 
P. Ficaretta, Coordinator. FAA. Wine 
and Deer Branch, Room 6237, Bureau of 
Alcohol Tobacco and Firearms. 
Washington. DC 2022 6 , Telephune: (202) 
566-762a 

SUPPIEMENTARY INFORMATION: 
Background 

The Federal Alcohol Aciiuinistratiun 
Act (FAA Act). 27 U.S.C. 205(e)(2). vesis 
authority in the Director of die Bureau of 
Alcohol Tobacco and Firearms, as the 
delegate of the Secretary of the 
Treasury, to prescribe regulations which 
will provide ^‘adequate information" 
regarding the identity and quality oi 
beverage alcohol products. Under this 
authority, labeling requirements are 
prescribed In Title 27. Code of Federal 
Regulations, Parts 4. 5, and 7. for wines, 
distilled spirits, and malt beverages, 
respectively. The regulations requiring 
baste mandatory ladling information 
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for beverage alcohol products have been 
in effect for nearly 50 years. 

In T.D. ATF-150, published In the 
Federal Register of October 6,1963 (46 
h’R 45549). ATF required disclosure in 
the labeling of beverage alcohol 
products of the presence of FDftC 
Yellow No. 5 since it had been 
established that this colorant posed a 
recognized health problem. The 
preamble of the Treasury decision 
included the statement that ATF would 
look at such other ingredients on a case* 
by-case basis. 

In the three years following 
publication In the Federal Regbter of 
July 9.1962 (47 FR 29956). of its 
proposals to ofTimi the GR/\S status of 
sulfur dioxide, sodium metnbisuirue. 
sodium bisulfite and potassium 
metabisulfite and to revoke the GRAS 
status of potassium sulfite and soldium 
sulfite. FDA reexamined the literature 
pertaining to the use of sulfiting agents 
in foods and drugs and commissioned 
the Federation of American Societies for 
Experimental Biology (FASEB) to review 
this data. 

In light of the concern about the use of 
sulfiting agents. ATF published in the 
Federal Register of September 24.1964 
(49 FR 37527). Notice No. 543. in which 
ATF' proposes to revise the limitation 
presedbed for residual sulfur dioxide in 
wine from the presently authorized level 
of 350 parts per million to levels of 125 
parts per million in low solids red wine. 
175 parts per million in low solids white 
wine, and 275 parts per million in high 
solids wines with 5 grams of solids per 
100 milliliters being proposed as the 
level of distinction between high solids 
and low solids wines. 

In the preamble of T.D. ATF-182 
which also appeared in the September 
24.1984, issue of the Federal Register (49 
FR 37510). ATF states, in part, that: 

At the present lime, there U infufricienl 
scientific data to iustify ATFt delisting of the 
use of sulfiting agents in the treatment of 
wine. Accordingly. ATF is returning sulfur 
dioxide as an authorized preservative agent 
in the treatment of wine. However, if at some 
future dale the U S. Food and Drug 
Administration were to detemiine that the 
sulfiting of foods end be\Tragcs presents a 
risk to public health and requires lobeling 
disclosure. ATF would promptly propose the 
disclosure in labeling of sulfur dioxide and 
sulfiting agents. 

In the April 3.1985. iasiie of the 
Federal Rogistor (50 FR 13306). the 
Commissioner of Food and Dnigs and 
the Secretary of Health and Human 
Services propose amendment of the food 
labeling regulations presr.nbod in Title 
21. Code of Federal Regulations. Part 
101. to establish 10 parts per million as 
the level of measurable detection of a 


sulfiting agent in foods and beverages. 
FDA proposes that where the level of 
sulfur dioxide or sulfiting agent equals 
or exceeds 10 parts per million, 
expressed as total sulfur dioxide, 
disclosure shall be made in labeling. 

In the preamble of this proposal. FDA 
states that ^sulfiting agents have been 
shown to produce allergic-type 
responses in humans, and the presence 
of these ingredients in food may have 
serious health implications for those 
persons who are intolerant of sulfites.** 
FDA states further that **a label 
declaration of sulfites in food will 
enable persons intolerant to sulfites to 
minimize their exposure to these 
ingredients.” 

In light of FDA's rulemaking proposal 
ATF believes that there is now official 
recognition of evidence linking the 
presence of sulfur dioxide ana sulfiting 
agents in foods and beverages to a 
health risk for a small precentage of 
consumers. Accordingly, ATF proposes 
to air the issue of disclosure of the 
presence of sulfur dioxide or of a 
sulfiting agent on the label of a beverage 
alcohol product in which sulfur dioxide 
or a BulOting agent is present at a 
measureable level of detection, namely, 
10 parts per million expressed as total 
sulfur dioxide. 

Form of Disclosure 

The form of disclosure of preseva lives 
as mandated by food and drug law 
includes the specific name of the 
sulfiting agent added and its technical or 
functional effect, e.g.. "Potassium 
metabisulfite added to prevent 
oxidation** or "Sulfur dioxide added as a 
preservative.” 

However. ATF believes, in light of 
FDA's concern about the level of 
sulfiting agent present in finished foods 
and beverages, that the statement 
"Contains sulfur dioxide” or wording of 
similar Import, c.g.. "Contains potassium 
metabisulfite” or "Contains a sulfiting 
agent", constitutes an adequate warning 
to consumers of beverage alcohol 
products and requires a label revision 
resulting in a minimal impact on 
suppliers of beverage alcohol products 
affected by this proposal. 

ATF has no objection to labels 
bearing a more detailed statement such 
as "This product contains not more than 
(blank) parts per million total sulfur 
dioxide (added as a preservative).” 

The statement disclosing the presence 
of sulfur dioxide or sulfiting agent shall 
be truthful and appear separate and 
apart from any other descriptive of 
informational material. Where the level 
of sulfur dioxide or sulfiting agent 
present in the finished product is 
disclosed in labeling, such statement 


shall report only the parts per million 
total sulfur dioxide. 

Transition Period 

Implementation of a final rule 
requiring disclosure of sulfiting agentg 
on product labels would requuire a 
transition period. 

For foods and nonalcoholic beverag^i 
FDA has proposed a transition period of 
six months following the publication of 
any final regulation. FDA proposes a 
relatively short transition period 
"because information about the 
presence of sulHting agents is not merely 
informative but is necessary to protect 
the health of sensitive individuals." In 
addition. FDA's proposal constitutes a 
clarification of existing statutory and 
regulatory requirements. 

ATF proposes a transition period of 
180 days following the date of 
publication of a Treasury decision (final 
rule) in the Federal Register. However, 
ATF is proposing a new regulatory 
requirement which, if adopted, would 
require revisions of the labels of most 
wines offered for sale in the United 
States and to a lesser extent would 
require revisions to the labels of some 
malt beverages and few. if any. distilled 
spirits products offered for sale in the 
United States. On and after the effecthn 
date of any final rule, the label of a 
beverage alcohol product affected by 
the requirement for disclosure of 
residual sulfur dioxide would have to 
bear the mandatory statement at the 
time of its removal from Internal 
Revenue bond or from U.S. Customs 
bond. 

Method of Analysb 

Under this proposal, the detectable 
amount of a sulfiting agent would be 10 
or more parts per million, expressed 
total sulfur dioxide, in the finished 
beverage alcohol product when a 
sample of the product is analyzed usinf 
§S 20.123-20.125. 'Total Sulfurous 
Acid,” in ''Official Methods of Analyiii 
of the Association of Official Analytiml 
Chemists." 14th Ed. (1984). 

A copy of this method is available 
from the Association of Official 
Analytical Chemists. P.O. Box 540. 
Benjamin Franklin Station, Washington. 
DC 20044. 

Public Participation 

ATF requests comments from all 
interested parties*regarding this 
proposal. Of particular interest will be 
comments from affected industry 
members in which specific data are 
presented on the cost burden related to 
adoption of this proposal. This data 
should include costs associated with 
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idditional manpower and rer,ordkeepini? 
expenses as welt as costs rdativc to the 

C intitig of revised labels and strip 
brls. ATF also requests comments 
rrgurding the prupo^ form of 
diKlosure and the feasibility of the date 
pniposed for implementation. 

AH f ommenis received before the 
dPMDgtiale of the comment period will 
be < arefulty considered. Comments 
received after the closing date and too 
bte for consideration will be treated as 
possibla suggestions for future ATF 
•ction. 

After consideration of all commenls 
iihJ ''(jggestions, ATF may issue a 
Treasuiy decision. The proposals 
d^'icussra in this notice may be modified 
dot to the comments and suggestions 
reciMved as well as due to any revision 
which FDA may make prior to issuance 
of a final rule in Title 21. Code of 
Federal Regulations. Part 101. 

Disdosure of Comments 

ATP win not recognize any 
(lirx'.gnatioii of material In comments as 
confidential or not to be disclosed. Any 
material that the commenter considers 
to be conndenlial or inappropriate for 
dlsdosure to the public should not be 
included in the comments. The name of 
any persons submitting comments is not 
exempt frum disclosure. 

Any interested person who desires an 
opportunity to comment orally at a 
public hearing on these proposed 
regulations should submit a request, in 
writing, to the Director within the (Ki-day 
comment period. The Director, however, 
reserves the ri^t to determine whether 
in light of all circumstances a public 
hearir^ should be held. 

Compliance With Executive Order 12291 

It hat been determined that this 
proposed regulation is not a ^ma}or 
rule** within the meaning of Executive 
Order 12291 of February 17.19111. 
because it will not have an anmial effect 
on the oconomy of $100 million or more; 
it will not result in e major increase tn 
costs or prices for consumers, individual 
indiisirifsii, Federal State, or local 
go\ eminent agencies, or geographic 
regions; and it will not have signiflcanl 
Adverse effects on competition, 
employment, investment, productivity, 
innovatioii, or on the ability of United 
States based enterprises to compete 
with foreign-based enterprises in 
domestic or export markets. 

(Regulatory FlaxibiUty Act 

The provisions of the Regulatory 
n^ xibility Act relating to an initial and 
final regulatory flcxibiHty analy^sis (5 
U.S.C. 003.604) are not applicable to this 
proposal because the notice of proposed 


rulemaking, if promulgated as a final 
rule, will not have a significant 
economic impact on a substantial 
number of small entities. The proposal 
will not impose, or otherwise cause, a 
significant increase in reporting, 
recordkeeping, or other compliance 
burdens on a substantial number of 
small entities. The proposal is not 
expected to have significant secondary 
or incidental effects on a substantial 
number of small entities. 

Accordingly, it is hereby certified 
under the provisions of section 3 of the 
Regulatory Flexibility Act (5 U.S.C. 
605(b)) that this notice of proposed 
rulemaking, if promulgaled as a final 
rule. wiH not have a significant 
economic impact on a substantial 
number of small entities. 

Paperwork Reduction Act 

The requirements to collect 
information proposed in this notice have 
been submitted to the Office of 
Management and Budget for review 
under Sec. 3504(h) of tl^ Paperwork 
Reduction Act of 1980, Pub. L 96-511,44 
U.S.C. Chapter 35. Comments relating to 
ATFs compliance with 5 CFR Part 
1320—Controlling Paperwork Burdens 
on the Public, should be submiUed to: 
Office of Information and Regulatcvy 
Affairs, Attention; ATF Desk Officer, 
Office of Management and Budget 
Washington, D.C. 20503. 

Drafting Information 

The authors of this document are 
Coordinators Michael). Breen and 
fames P. Ficarelta of the FAA. Wine and 
Beer Branch, Bureau of Alcohel 
Tobacco and Firearms. 

UsI of Subjects 

27 CFR Part 4 

Advertising. Consumer protection. 
Customs duties and inspection. Imports, 
Labeling, Packaging and containers. 
Wine. 

27CFR Parts 

Advertising, Consumer protection. 
Customs duties and inspection. Imports, 
Labeling. Liquors. Packaging end 
conteiners. 

27 CFR Pori 7 

Advertising. Beer. Consumer 
protection. Customs duties and 
inspection. Imports. Labeling. 

Authority and biuaoce 

PART 4—1 AMENDEOl 

27 CFR Part 4—Labeling and 
Adverthiing of Wine is amended as 
follows: 


Par. 1 The authority citation for 27 
CFR Part 4 continues to read as follows; 

Authority: August 29i 1935. Chapter 814. 
see. 5.49 Slat. 985. as amended (27 U.SC. 

206). anlew otherwise noted. 

Par. la. Section 4.32 is amended by 
revising the introductory text of 
paragraph (a) to reference paragraph (e) 
and adding a new paragraph (e) as 
follows: 

$ 4.32 Mandatory label informatloa 

(a) Except as otherwise provided in 
paragraphs (c). (d) and (e) of this 
seclion. there shall be slated on the 
brand label: 

• • • • • 

(c) Inhere shall be alatcxl on the brand 
lal^l or on a back label separate and 
apart from all other information, the 
statement ''Contains sulfur dioxide** or 
warding of similar import where sulfur 
dioxide or a sulfiting agent is preset at 
a level of 10 or more parts per million, 
expressed as total sulfur dioxide. 

PART 5-1 AMENDED) 

27 CFR Part 5—Labeling and 
Advertising of Distilled Spirits is 
amended as follows: 

Par. 2. The aulhority citation for 27 
CFR Part 5 is revised to read as follows: 

Authority: August 29i, 1935. Chapter B14. 
sec. &. 49 Slat. 9HS. at amended (27 t!.S.C. 

206). unless otherwise noted. 

Par. 2a. SiKition 5.32 is amended to add 
a new paragraph (b)(6] and to 
redesignate paragraphs (b) (8). (7), and 
(8) as paragraphs (b) (7), (BJ. and 19). 
respectively, as follows: 

§ S.32 Maodstory tabal Informatlon. 

• • • • • ^ 

(b) On Ihe brand label or on a back 
label: 

• • • • • 

(6) The statement "Contains sttlfur 
dioxide'* or wording of similar import 
where sulfur dioxide or a sulfiting agent 
is present at a level of 10 or more parts 
per million, expressed as total sulfur 
dioxide. 

PART 7—I AMENDED) 

27 CFR Part 7—Labeling and 
Advertising of Mall Beverages is 
amended as follows: 

Par. 3a. The authority ettaiion for 27 
CFR Part 7 continues to read as follows: 

Authority: August 29.1935, Chapter 614. 
sec. 5.49 Slot 065. se amended (27 U.S.C 
205). unless olherwlse noted. 

Section 7.22 is amended by adding 
new paragraph (bX^) 89 fbllowr. 
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$ 7.22 Mandatory iabot Information. 

a • • • 

• • • 

(5) The statement **Contains sulfur 
dioxide'* or wording of similar import 
where sulfur dioxide or a suinting agent 
is present at a level of 10 or more part 
per million, expressed as total sulfur 
dioxide. 

Signed: April IS. 19B5. 

Stephen E Higgins, 

Director 

Approved: May t3.1965 
Edward T. Stevenson. 

Acting Assistant Secretary (Enforcement and 
Operations), 

|FR Doc 85-15080 Filed 8:45 am] 

SILUNQ COOC at0>3«-ll 


DEPARTMENT OF JUSTICE 
Parole Commission 
28 CFR Part 2 

Parole, Release, Supervision and 
Recommitment of Prisoners, Youth 
Offenders, and JuvenNe Dellquents; 
Proposed Changes In Policy 
Guidelines 

Correction 

In FR Doc. 85-13375. beginning on 
page 24236 in the issue of Monday, fune 
10.1985. make the following correction: 
On page 24237, in the first column, in the 
fourth line of the first complete 
paragraph, between the words "the" and 
"appropriate" insert "prisoner’s good 
institutional conduct). Once It has 
calculated the". 

SIUJNO COOC IfOS-Ot-SI 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 73 

IMM Docket No. 8S-177; Riyi-47721 

FM Broadcast Stations In Barstow, CA 

agency: Federal Communications 

Commission. 

action: Proposed rule. 

summary: Action taken herein proposes 
to allot Channel 217A to Barstow, 
California, as that community's first 
noncommercial educational FM 
broadcast service, in response to a 
petition filed by the First Assembly of 
God Church. 

DATES: Comments must be Bled on or 
before August 9.1985. and reply 
comments on or before August 28,1985. 


ADDRESS: Federal Communications 
Commission, Washington. D.C. 20S54. 
FOR FURTHER INFORMATION CONTACT: 
Nancy V. Joyner, Mass Media Bureau 
(202) 634-6530. 

SUPPLEMENTARY INFORMATION:. 

List of Subjects in 47 CFR Part 73 

Radio broadcasting. 

The authority citation for Part 73 
continues to read as follows: 

Authority: Secs. 4. 303. 48 Stat. as 
amended. 1066. 1082; 47 U.&C. 154. 303. 

Proposed Rule Making 

In the matter of amendment of 4 73.504(a). 
Table of Allotments. Noncommercial 
Educational FM Broadcast Stations (Barstow, 
California): MM Docket No. 85-177. RM-4772. 

Adopted: May 22.1985. 

Released: June 17.1965. 

By the Chief. Policy and Rules Division. 

1. Before the Commission for 
consideration Is a petition for rule 
making filed by the First Assembly of 
God Church ("petitioner"), requesting 
the allotment of Channel 217A to 
Barstow, California, as that community's 
first noncommercial educational FM 
broadcast service. Petitioner states that 
it will apply for the channel. 

2. A staff engineering study reveals 
that Channel 217A can be allotted to 
Barstow in conformity with the 
minimum distance separation 
requirements specified in §S 73.207(a) 
and 73.507(c) of the Commission's Rules. 
However, since Barstow is located 
within 320 kilometers (199 miles) of the 
common U.S.-Mexlcan border, the 
Commission must obtain concurrence in 
the proposal. 

3. Since the proposed allotment could 
provide a first noncommercial 
educational FM broadcast service to 
Barstow, California, the Commission 
believes it is appropriate to elicit 
comments on the proposal to amend the 
noncommercial educational FM Table of 
Allotments, i 73.504(a) of the 
Commission's Rules, as follows: 



OwimINd 

-^ 

WopOMd 

fUnirMi railnfnia ... 


217A 




4. The Commission's authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 

Note. A showing of continuing interest U 
required by paragraph 2 of the Appendix 
before a channel virill be atsigned 


5. Interested parties may file 
comments on or before August 9. 

and reply comments on or before Augufi 
26.1985. and are advised to read the 
Appendix for the proper procedures. 
Additionally, a copy of such comments 
should be served on the petitioners, or 
their counsel or consultant, as follows: 
George M. Malti, Esq., Farrand, Malti 5 
Cooper. 701 Sutter Street, 7th Floor, Sdn 
Francisco, CA 94109 (Counsel for 
petitioner). 

6. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act ot 1980 do not 
apply to rule making proceedings to 
amend the FM Table of Assignments 

§ 73.202(b) of the Commission's Rules. 
See. Certification that sections 603 and 
604 of the Regulatory Flexibility Act Do 
Not Apply to Rule Making to Amend 
§§ 73,202(b), 73,504 and 73,a06{b) of the 
Commission's Rules, 46 FR 11549, 
published February 9,1981. 

7. For further information concerning 
this proceeding, contact Nancy V. 
Joyner, Mass Media Bureau (202) 634- 
6530. However, members of the public 
should note that from the time a Notice 
of Proposed Rule Making is issued until 
the matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission proceeding's, 
such as this one, which involve channel 
assignments. An ex parte contact Is a 
message (spoken or written) conoeniing 
the merits of a pending rulemaking, 
other than comments officially filed at 
the Commission, or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an ex parU‘ 
presentation and shall not be considered 
in the proceeding. Any reply comment 
which has not been served on the 
person(s) who filed the comment, to 
which the reply is directed, constitutes 
an ex parte presentation and shall not 
be considered in the proceeding. 

Federal Communications Commission. 
Charles SebotL 

Chief Policy and Rules Division, Sfoss Afedto 
Bureau. 

Appendix 

1. Pursuant to authority found in 
sections 4(1). 5(d)(1). 303 (g) and (r). and 
307(b) of the Communications Act of 
1934, as amended, and ii 0.61, 01204(b) 
and 0.283 of the Commission's Rules, it 
is proposed to amend the FM Table of 
Allotments, § 73.504(a) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Ruk 
Making to which this Appendix is 
attached. 
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2. Showing Required. Comments arc 
invited on the proposaUs) discussed in 
the Sotice of Proposed Rule Making to 
which this Appendix is attached 
Proponent(s] will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed allotment is also expected to 
file comments even if it only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is allotted and. if 
authorized, to build a station promptly. 
Failure to file may lead to denial of the 
request. 

3. Cut-off Procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered if 
advanced in initial comments, so that 
parlies may comment on them in reply 
comments. They will not be considered 
d advanced in reply comments (See 

11.420(d) of the Commission' Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposails] in this Notice, they will be 
consider^ as comments In the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. It they are Hied later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to allot a 
different channel than was requested for 
any of the communities involved 

4. Comments and Reply Comments: 
Service. Pursuant to applicable 
procedures set out in S§ 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rules Making to which this 
Appendix is attached. All submissions 
by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleading. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
^’ed on the person(8) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
ihall be accompanied by a certificate of 

ice. (See 5 T420 (a), (b) and (c) of 
the Commission's Rules.) 

5. Number of Copies. In accordance 
Hilh the provisions of $ 1.420 of the 
Commission’s Rules and Regulations, an 
<Jfiginal and four copies of all comments, 
^ply comments, pleadings, briefs, or 


other documents shall be furnished the 
Commission. 

6, Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Conunission's Public Reference 
Room at its headquarters. 1919 M Street. 
NW.. Washington. D.C, 

(FR Doc. 8S>151ia Filed 6-21-85 8:45 am) 
siujNO coot •712<01-ai 


47 CFR Part 73 

(MM Docket No. 85-176: RM-4934) 

FM Broadcast Stations In Tawaa City, 
Ml 

AGENCY: Federal Communications 

Commission. 

action: Proposed rule. 

summary: This action proposes the 
substitution of Class C2 Channel 284 for 
Channel 284A at Tawas City. Michigan, 
and modification of the Class A license 
for Station WK)C(FM) in response to a 
petition filed by Carroll Enterprises. Inc. 
The assignment could provided Tawas 
City with a first Class C2 assignment. 
DATES: Comments must be filed on or 
before August 9.1985. and reply 
comments must be filed on or ^fore 
August 26.1985. 

address: Federal Communications 
Commission. Washington. D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Kathleen Scheuerle. Mass Media 
Bureau. (202) 834-8530. 

SUPPLEMENTARY INFORMATION: 

List of Subjects in 47 CFR Part 73 
Radio broadcasting. 

The authority citation for Part 73 
continues to read as follows: 

Authority: Sect. 4. 303.48 StaL. as 
amended. 1066,108Z 47 U.S.C. 154.303. 

Proposed Rule Making 

In the matter of amendment of S 73.202(b). 
Table of Allotments. FM Broadcast Stations 
ITiwat Qty. Michigan): MM Docket No. 85- 
176. RM-4934. 

Adopted: May 21.1985. 

Released: |uAe 17,1985. 

By the Chief. Policy and Rules Division. 

1. The Commission has before it a 
petition for rule making filed by Carroll 
Enterprises. Inc.* (“petitioner”), 
requesting the substitution of FM 
Channel 284C2 for Channel 284A at 
Tawas City. Michigan, and modification 


' IVtitioncr is the licentee of Ststiofi WKICfFXf). 
Tiwas Qty. Michijtsru 


of its license for Station WKfQFM) to 
specify operation on the new channel. 

2. We ^lieve the petitioner's proposal 
warrants consideration. The channel 
can be assigned in compliance with the 
minimum distance separation 
requirements provided there is a site 
restriction 24.9 kilometers (15.5 miles) 
northwest of Tawas City. The site 
restriction will prevent a short spacing 
to FM Channel 283A’(vacant). Saginaw. 
Michigan, and Channel 285A. Station 
WIDU Caro, Michigan. In addition, we 
shall propose to m^ify the license of 
Station WKIC(FM) (Channel 284A) as 
requested by petitioner, to specify 
operation on Channel 284C2. However, 
in conformity with Commission 
precedent, should another party indicate 
an interest in the Class C2 allotment the 
modification could not be implemented 
unless an additional equivalent channel 
is also allotted. See, Modification of FM 
and TV Stations Licenses, Docket 83- 
1148. 49 FR 34007. published August 28. 
1984. 

3. Concurrence of the Canadian 
government is required since Tawas 
City, Michigan, is located within 320 
kilometers (199 miles) of the common 
U.S.-Canadian border. 

4. In order to provide a wide coverage 
area station for the Tawas City area, the 
Commission proposes to amend the FM 
Table of Allotments. § 73.202(b) of the 
Commission's Rules, as follows: 



CheoneiNa 
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5. The Commission's authority to 
institute rule making proceedings, 
showings required. cut*off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 

Nola: A showing of continuing Interest is 
required by paragraph 2 of the Appendix 
before a channel will be assigned. 

8. Interested parlies may file 
comments on or before August 9.1985, 
and reply comments on or before August 
26.1965. and are advised to read the 
Appendix for the proper procedures. 
Additionally, a copy of such comments 
should be served on the petitioners, or 
their counsel or consultant, as follows: 
Christopher D. Imlay, Booth. Frcret A 
Imlay, 1920 N Street NW.. Suite 520. 
Washington. D.C. 20036 (Counsel for 
petitioner). 


2 Channel 283A wet recently allotled to Sesinew* 
Michigan. In MM Docket S4-231. SO FR 3514. 
published |eniiar> 25. IflSSk 
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7. The ConuniBSton has determined 
that the relir\ant proviaiont of the 
Regulatory Flexibility Act of 1900 do not 
apply to rule making prooeedingi to 
amend the FM Table of ABBignmenls. 

S 73.202(b) of the CommiBaion't rules. 
See, Certification that section 4t03 and 
60t of the RcguJaiary Flexibility Act Do 
Not Apply to Role Making to Amend 

73.202/61, 73S04 and 73M6(b) of the 
Commission's Rules, 46 FR11549. 
published February 9,1961. 

a. For further infonnation concerning 
this proceeding, contact Kathleen 
Scb^erle* Mass Media Bureau, (202) 
634-6530. However, members of the 
public should note that from the time a 
Notice of PropoBed Rule Making it 
Issued until the matter is no longer 
sab)ect to Commission consideration oir 
court review, all ex parte contacts are 
prohibited in Commission proceedings, 
such as this one. which involve channel 
esaignmenta. An ex parte contact is a 
Lmssage (spoken or wriUen) concerning 
the merits of a pending rule making, 
other than comments officially bled at 
the Commission, or oral presentation 
required by the Commbsion. Any 
comment which has not been served on 
the petitioner constitutes an ex parte 
presentation and shall not be considered 
in the prooeeding. Any reply comment 
which has not been served on the 
person(s) who tiled the comment to 
which the reply is directed constitutes 
an ex parte presentation and shall not 
be consider^ in the proceeding. 

Federal Communications Commissioa. 

Charles Schott 

Chief, Policy arui Rules Division, Maes Medio 
Bureau. 

Appendix 

1. Pursuant to authority found in 
sections 4(i)» 5(d)(1). 303 (g) and (r). and 
307(b) of the Communications Act of 
1B34. as amended, and §( 0.61. 0 204(b) 
and 0.263 of the Commission's Rules, it 
is proposed to amend the FM Table of 
Allotments. | 73.202(b) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Rule 
Making to which this Appendix is 
attached. 

2. Showings Required. Comments are 
invited on the proposaUs] discussed in 
Iho Notice of Proposed Piule Making to 
which this Appendix is attached. 
Proponcnt(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed allotment is also expected to 
file comments even if It only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is alloted and if authorized. 


to build a station promptly. Failure to 
file may lead to denial of the request. 

3. Cut-off Procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Counterproposals advanced in this 
proceeding itself wiQ be considered If 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
If advanced tn reply comments. (See 

S 1.426(d) of the Commission's Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposaUs) in this Nqtice, they will be 
consider^ as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they arc filed laier 
than that, they will not be considered In 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to allot a 
different channel than was requested (or 
any of the communities involved. 

4. Comments and Reply Comments: 
Service. Pursuant to appbcable 
procedures set out in §§ 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parlies may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attadied. All submissions 
by parties to this proceeding or persons 
acting on behalf of sudi parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the personfs] who filed 
comments to which the reply Is directed. 
Such comments and reply comments 
shall be accompanied by a ccrtificBte of 
service. (See S 1.420 (a), (b) and (c) of 
the Commission's Rules.) 

5. Number of Copies. In accordance 
with the provi^ons of i 1.420 of the 
Commission's Rules and Regulations, an 
original and four copies of oil comments, 
reply comments, plradings. briefs, or 
other documents shall be furnished the 
Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters. 1919 M Street, 
NW„ Washington. D.C. 

|FR Doc. 85-15119 Filed 6-21-85: a45 em\ 
BitLmo cooc 


47 CFR Part 73 

|MM Docket No. SS-tBO; Rlll-4773t 

FM Broadcast Stations in Butte. MT 

agency: Federal Communications 

Commission. 

action: Proposed rule. 

SUMMARY: This action proposes the 
allotment of FM Channel 224A to BuUe. 
Montana, in response to a petition filed 
by Ronald ). Huckeby and }ohD D. 
jacobs. The allotment of Channel 224A 
to Butte could provide a third FM 
broadcast service to that community. 
DATES: Comments must be Bled on or 
before August 9.1965. and reply 
comments on or before August 26, 1965 
ADDRESS: Federal Communications 
Commission, Washington. D.C. 20554. 
FOR FURTHER INFORMATION CONTACr. 
Kathleen Scheuerle. Mass Media 
Bureau, (202} 634-0530. 

SUPPLEMENTARY INP0RMAT10N: 

List of Subjects in 47 CFR Part 73 

Radio broadcasting. 

The authority citation for Port 73 
continues to read as follows: 

Autborily: Sect. 4. 303, 48 Slut., at 
amended, 1066.1062: 47 U.S.C. 154. 809 

Proposed Rule Making 

In tha matter of amendment of | 7a.202(bl 
Table of Allotments. FM Broadcaet Staiiooi 
(Butte. Montana): MM Docket Na 65«180L 
RM-4773. 

Adopted: May 21.1985. 

Released: June 17.1965. 

By the Chief. Pohey and Rules Divismn 

1. A petition for rule making has hero 
filed by Ronald I. Huckchy and |ohii D. 
facobs ("petitioner"), requesting the 
allotment of FM (Channel 224A to Butlc. 
Montana, as that community's third FM 
service. Petitioner has expressed an 
Interest in applying for the channel if 
alloted. The channel can be allocated ia 
compliance with the minimum distance 
separation requirements of { 73,207 of 
the Commission's Rules. 

2. In view of the fact that the proposed 
allotment could provide a third FM 
service to Butte, the Commission 
believes It is appropriate to propose 
amending tlie FM Table of Allotments 

i 73.202(b) of the Commission's Rules, 
with respect to that community, as 
follows: 


OWMtNo 
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3. The Commission's authority to 
institute rule making proceedings, 
showing required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 

Nolt. A showing of continuing interest is 
required by paragraph 2 of the Appendix 
brfore a channel will be allotted. 

4. Interested parties may file 
comments on or before August 9.1963. 
and reply comments on or before August 
2a 196a and are advised to read the 
Appendix for the proper procedures. A 
copy of such comments should be 
served on the petitioner as foUowii: 
Ronald |. Huckeby* }ohn D. Jacobs, 122 
Star Lane* Butte. Montana 59701. 

5. The Commission has determined 
that the relevant provisions of the 
Requlatory Flexibility Act of 1980 do not 
apply to rule making proceedings to 
amend the FM Table of Assignments* 

i 73.202(b) of the Commission's Rules. 
See. Certification that sections 603 and 
604 of the Regulatory Flexibility Act Do 
Not Apply to Rule Making to Amend 
§§ 73.202(bJ. 73.504 and 73.606(b) of the 
Commission's Rules, 46 FR11549, 
published Februa^ 9.1961. 

6. For further information concerning 
this proceeding* contact Kathleen 
Scheuerle* Mass Media Bureau, (202) 
634-6530. However, members of the 
public should note that from the time a 
Notice of Proposed Rule Making is % 
issued until the matter is no longer 
subject to Commission consideration or 
court review, all ex parte contacts are 
prohibited in Commission proceedings, 
luch as this one* which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule making 
other than comments officially filed at 
the Commission or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an ex parte 
presentation and shall not be considered 
in the proceeding. Any reply comment 
which has not been sen ed on the 
person(s) who filed the comment, to 
which the reply is directed, constitutes 
jn ex parte presentation and shall not 

be considered in the proceeding. 

Federal Communications Commission, 
fhifias Schott. 

^ief. Policy and Rales Division Mass Media 

OUTtQV, 

Appendix 

1 Pursuant to authority found in 
J^tions 4(1), 5(d)(1). 303(g) and (r). and 
307(b) of the Communications Act of 
*934. as amended, and §{ 0.61,0.204(b) 
and 0.263 of the Commission's Rules, it 
» proposed to amend the FM Tabic oI 


Allotments* } 73.202(b) of the 
Commission's Rules and Regulations* as 
set forth in the Notice of Proposed Rule 
Making to which this Appendix is 
attached. 

Z Showings Required. Comments are 
invited on the proposalls) discussed in 
the Notice of Proposed Rule Making to 
which this Appendix is attached. 
Proponent(8) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed allotment is also expected to 
file comments even if it only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is allotted and. if 
authorized, to build a station promptly. 
Failure to file may lead to denial of the 
request. 

3. Cut-off Procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parlies may comment on them in reply 
comments. They will not be considered 
If advanced In reply comments. (See 

S 1.420(d) of the Commission's Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposalfs) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect w^ill be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to allot a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments: 
Service. Pursuant to applicable 
procedures set out in §§ 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may Hie 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix it attached. All submissions 
by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the per8on(s) who filed 
comments to whicls the reply is directed. 
Such comments and reply comments 
shall be accompanied by a certificate of 
service. (See § 1.420 (a), (b) and (c) of 
the Commission's Rules.) 


5. Number of Copies. In accordance 
with the provisions of i 1.420 of the 
Commission's Rules and Regulations, an 
original and four copies of all comments, 
reply comments, pleadings, briefs* or 
other dociiments shall be furnished the 
Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters. 1919 M Street 
NW.* W'ashington. D.C. 

|FR Doc. 65-15122 Filed 6-21-83: 8:45 am) 
«UJNQ COOC tril-OI-il 

47 CFR Part 73 

(MM Docket No. 65-181; RM-47551 

FM Broadcast Stations in Port Isabel, 
TX 

aqshcy: Federal Communications 

Commission. 

action: Proposed rule. 

summary: Action taken herein, at the 
request of Jaime Martinez, proposes the 
allotment of Channel 271A to Port 
Isabel. Texas, as that community's 
second FM allocation. 

DATES: Comments must be filed on or 
before August 9.1965 and reply 
comments on or before August 26.1985. 
ADDRESS: Federal Communications 
Commission. Washington* D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Patricia Rawlings. Muss Media Bureau. 
(202) 634-6530. 

SUPPLEMENTARY INFORMATION: 

List of Subjects in 47 CFR part 73 
Radio broadcasting. 

The authority citation for Part 73 
continues to read as follows: 

Authority: Secs. 4. 303. 48 stal.. as 
amended. 1066.1062; 47 U.S.C 154. 303. 

Proposed Rule Making 

In the matter of amendment of I 73.202(b), 
Table of Allotments, FM Broadcast Stations 
(Pori Isabel. Texas): MM Docket No. 85-181, 
KM-4755. 

Adopted: May 21.1985. 

Released: |une 17.1065. 

By the Chief. Policy and Rules Division. 

1. The Commission has before it for 
consideration a petition for rule making 
filed by Jaime Martinez ("petitioner"J. 
requesting the allotment of FM Channel 
272A to Port Isabel. Texas, as that 
community's second FM channel.* 


• Recently In the Firsi Report and Order in MM 
Docket Na S4-231. SO FR 3514. published |«nuiiry 
25.1065. Chiinnal 2MA was ■llolled to Pon Isabel. 
Texas 

Contiaued 
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Although the petitioner submitted 
information in support of the proposal 
he failed to express an intention to 
apply for the channel if allotted. 
Therefore, he is requested to do so in his 
comments. 

2. A staff engineering study reveals 
that Channel 272A connot be allotted to 
Port Isabel in compliance with our 
minimum spacing requirements.* 
However, Channel 271A is available to 
Port Isabel in compliance with S 73.207 
of the Commission's Rules. Since Port 
Isabel is located within 320 kilometers 
(199 miles) of the U.S.'Mexican border, 
the proposal requires concurrence by 
the Mexican government. 

3. In view of the fact that the proposed 
allotment could provide a second 
channel to Port Isabel the Commission 
believes it is appropriate to propose 
amending the FM Table of Allotments. 

i 73.202(b] of the Commissiun's Rules, 
with respect to the following community: 


coy 

CnhmmiNo 

Pteoiwl 

WopoMd 

eon iMbK TX. 


mxMirTtA 


4. The Commission's authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 

Note.—A showing of continuing IntetesT is 
required by paragraph 2 of the Appendix 
before a channel will be allotted 

5. interested parties may file 
comments on or before August 9.19BS 
and reply comments on or before August 
26,1965 and are advised to read the 
Appendix for the proper procedures. 
Additionally, a copy of such comments 
should be ser>*ed on the petiltonem, or 
their counsel or consultant as fuHow^s: 
Jaime Martinez, Valley Broadcast 
Engineering. Inc., P.O. Box 3087, 
Harlingen. Texas 78551. 

6. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act of 1980 do not 
apply to rule making proceedings to 
amend the FM Table of Assignments. 

§ 73.202(b) of the Commission's Rules. 
See. Certification that sections 603 and 
OfH of the Heifuhtory Flexibitity .Act Do 
Not Apply to Rule Making to Amend 
§§ 73,302(bh 73.504 and 73.606/b) of the 
Commission's Rules. 46 FR 11549, 
published February' 9.1981. 

7. For further information concerning 


*Thrn* it« 02 5 km ISSS mllrt) thori tp«Mns ui 
CK4iCMwtZ73 Hi RrynoM. Tafnxullpit*. M<?Kt<ro. 


this proceeding, contact Patrida 
Rawlings. Mass Media Bureau, (202) 
634-6530. However, members of the 
public should note that the time a Notice 
of Proposed Rule Making is issued until 
the matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts arc 
prohibited in Commission proceedings, 
such as this one, which involve channel 
allotments. An ex portc contact is a 
message (spoken or written) concerning 
the merits of a pending rule making, 
other than comments officially filed at 
the Commission, or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an e\ parte 
presentation and shall not be considered 
in the proceeding. Any reply comment 
which has not been served on the 
penion(s) who filed the comment to 
which the reply is directed, constututes 
an ex parte presentation and shall not 
be considered in the proceeding. 

Federal Communications Commission. 

(Uiorlos Schott 

Chief. Policy and Rules Division. Moss Media 
Bureau. 

Appendix 

T Pursuant to authority found in 
sections 4(i). S(d)(1), 303(g) and (r). and 
307(b) of the Communications Act of 
1934, 08 amended, and i } 0.61, 0.2(H(b) 
and 0.283 of the Commission's Rules, it 
is proposed to amend the FM Table of 
Allotments. { 73.202(b) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Rule 
Making to which this Appendix is 
attached. 

2. Showings Required. Comments are 
invited on the propotal(s) discussed in 
the Notice of Imposed Rule Making to 
which this Appendix is attadied. 
Proponent(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed allotment is alto expected to 
nia comments even if it only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is alloted and. if authorized, 
to build a station promptly. Failure to 
file may lead to denial of the request. 

3. Cut-off Procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial commentSi so that 
parties may comment on them in reply 
comments. They will not be considered 


if advanced in reply comments. (See 
Section 1.420(d) of the Commission's 
Rules] 

(b) With respect to petitions for rutr 
making which conflict with the 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as tong as they are 
rdeil before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to allot a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comnwnls: 
Service. Pursuant to applicable 
procedures set out tn SS 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dales set forth in the Notice 
of Proposed Rule Making to which this 
Appemlix IS attached. All submissions 
by parltes to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
camments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person ftlilng the 
comments. Reply comments shall be 
served on the person(s) who filed 
cflhments to which the reply is directed 
Such comments and reply comments 
shall be accompained by a ceiifflcate of 
service. (See § 1.420(a). (b) and (c) of the 
Commission's Rules.) 

5. Number of Copies. In accordance 
with the provisions of § 1.420 of the 
Commission's Rules and Rcguhitions 
and original and four copies of all 
comments, reply comments, pleadings, 
briefs, or other documents shall be 
furnished the Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at Its headquarters, 1919 M Street 
NW., Washington. D.C. 

|FR Doc. 65-15123 Piled 6-21-85; 6:45 am) 
scLUMC coot 


47 CFR Part 73 

IMM Docket 65-179; 914-4870] 

TV Broadcast Stations in 
Ffsdericksbury, TX 

AOEMCY: Federal Communications 

Commission. 

action: Proposed rule. 
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ummary: This action proposes the 
^ ignment of VHP television Channel 2 
)Fri«i>Ticksburg. Texas, in response to 
petition tiled by Steven D. King, as 
bt c(wnnitinity*s first television 

'iriK^nt. In addition, channel offsets 
vtH be changed at Amarillo and 
idand. Texas. 

IATES: Comments must be tiled on or 
rfr-K August 9.1985. and reply 
i/T:rTM Mts on or before August 26,1955 

OOSESS: Federal Communic4itions 
T. ssion, Washington. D.C. 20554. 

OS FURTHER INFORMATtOM CdTrACT. 

|. Utfvid Weston. Mass Mi^ia fiiinrau. 
Kt4-6S3a 

UPPUMENTARY INPORMATfON: 
iMof SubiecU in 47 CFR Part 73 

Television broadcasting. 

The authority citation for Part 73 
BOtinues to read as folloH*s: 

Authority; Sites. 4. 303. 4B 5tuU.. as 
mfjMhrd 1006.1082: 47 U.S.C. 154. 303 

Rnie Making and Order To 
hoH Cause 

, In the matter of amendmrnt of ( 73.000ftO. 
-iitrof \A!itgnfnen1s.TV Brondcasl Stations 
Texas). MM Docket No. 85- 

;^.RM-4a7a 

I Adopted: May 22.1965. 

Rttrosed: |une 17, t965. 

Bjr the Chief. Policy and Rules DiviKion. 

i t Before the Commission is a petition 
>tnilE making filed by Steven 1). King 
titioner**) requesting the assignment 
f \TIF television Channel 2 to 
rrdencksburg. Texas, as that 
wununity's finrt commercial television 
ftsi^ment Petitioner has filed 
tfmmtition in support of the prupnffal 
rd iadicated an interest in appl>ring for 
channel, if assigned. 

2. Fr< (icrtckebuqi (population 6.412),' 
Hi of C’llleepie County (population 
IS located in cscntral Texas 
pptoximately 120 kllametcn (75 oiilcs) 
of Austin. Texas. The proposed 
^kignmtint can be made in compliance 
)ith the minimum distance separation 
' i other technical requirements 
'Dvided offset changes arc made for 
JAliofi KMID-TV. Channel 2, Midland, 
from **minus** to ’•‘plus’* and for 
but appliedTor Channel *2. 
»w*nllo. Texas.^from “plus’* to 
Binus”. Since Fredertcksbuig and 
idland. Texas, are within 400 
wneters (250 miles) of the U.S.- 
^vjcu border. Mexican concurrence is 

' N^uUiion fiiriRn mltaclrd front fW IfMTl 
S Ontn. 

for Ch«fin«!l *Z Amurfllu. Tmuiu. 
► Int mFETT-tSlU^KH}. iifitS 

lunlor Collesc Diitrict JBrFT4Kt121iiKM» 


roquired for the assignment and the 
change in offset at Midland. 

3. the ultimate permittee of Channel Z 
Fredericksburg. Texas, as a uindition of 
the assignment of that channel to 
Fredericksburg, will be required to 
reimburse the licensee of Station KMID- 
TV. Channel Z Midland. Texas, for 
reasonable expenses incurred as a result 
of the change in offset. 

4. In view of the foregoing and the fact 
that the proposed assignment could 
provide a first television assigiunent to 
Fredericksburg. Texas, the Commission 
believes it appropriate to propose 
amending the Television Table of 
Assignments. { 73.600(b) of the 
Commission’s Rules, as follows: 



OwinaND. 

fW— 

P^OpO<*ad 

Anwrtlft.TX.. - 

*S. 4. T. to. und 

. 4. 1. to 



«nd t4 • 

TX 

. ... 


MdOndlTX__ 

and It _— 

S~ and It 


5. Accordingly, it is ordered. That 
pursuant to Sutton 316(al of the 
Communications Act of 1934, as 
amended. Telcpicturos Broadcasting 
Corporafion (‘*Telepictures’’), lioensoeof 
Station KMl^TV, Midland. Texas, shall 
show cause why its license should not 
be modified to specify operation on 
Channel 2 — proposed herein instead of 
the present Channel 2-f. 

6. Fursuant to ST>B7 of the 
Commission’s Rules, Telepicturus may. 
not later than August 9,1965, request 
that a hearing be held on the proposed 
modification. Pursuant to { 1.87(0. if the 
right to request a hearing is waived. 
Telepictures nuiy. not later than August 
9.1985, file a written statement showing 
the particularity who iU license should 
not he modified as proposed In the 
Order to Show Cause. In this case, the 
Commission may call upon Telcpicturos 
to furnish additional information, 
designate the matter for hearing, or 
issue, without further proceedings, an 
Order modifying the license as provided 
in the Order to Show Cause. If the right 
to request a hearing is waived and no 
WTitten statement is filed by the date 
referred to above. Telopictures will be 
deemed to have consented to tiie 
modifications as proposed in the Order 
to Show Cause and a final Order wiH be 
Issued by the Commission If the above- 
mentioned channel modifications are 
ultimately found to be in the public 
interest. 

7. It is further ordered. That the 
Secretary shall send a copy of this 
notice of proposed rule making and 
order to show cause by certified mafl. 


return receipt requested, to Tclcpictures 
Droudeasting Corporation, 15303. 

Ventura Boulcvai^ Sherman Oaks. 
California. 91403: Family Media. Inc. 

1700 Duncan. Pampas. Texas 79178: ami 
Amarillo )unior College District P.O. 

Box 447. Amarillo. Texas, 79178. 

a The Cotnmissiem’s authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attained Appendix and are 
incorporated by reference herein. 

Note.—A showing of continuing intorest is 
required by paragraph 2 of the Appendix 
before a channel will be assigned 

d. Interested parties may file 
comments on or before August 9.1985. 
and reply comments on or before August 
26,1985, and are advised to mid the 
Appendix for the proper procedures. 
Additionally, a copy of such comments 
slmtild be served on the petitioners, or 
their counsel or consultant as follows: 
Steven D, King. P.O. Box 90357, Atlanta. 
Georgia 30364. 

10. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act of 1900 do not 
apply to rule making proceedings to 
amend the TV Table of Assignments. 

i 73.606(b) of the Commission’s Rules. 
See. Certification that sections 603 and 
604 of the Regulatory Flexibility Act Do 
Not Apply to Rule Making to Amend 
§§ 73M2(bk ^3.504 and Td.OOOfb) of the 
Comniission^BRules, 46 FR 11540, 
published February 9.1981. 

11. For further information concerning 
this proceading. contact D. David 
Weston. Muss Media Bureau. (202) 634- 
6530. However, members of the public 
should note that from the time a Notice 
of Proposed Rule Making is issued until 
the matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission proceedings, 
such AS this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule making, 
other than comments officially filed at 
the Commissioa or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an ex parte 
presentation and shall not be considered 
in the proceeding. Any reply comment 
which has not been served on the 
persnnls) who filed the comment, to 
which the reply is directed, constitutes 
an ex parte presentation and shall not 
be considered in the proceeding. 
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Federal Communications CommitJiion. 

Charlie Schott. 

Chief, Policy and Rules Division, Mass Media 
BureatL 

1. Pursuant to authority found in 
sections 4{i)« S(e)(1), 303(g) and (r). and 
307(b) of the Communications Act of 
1934, as amended, and SS 0.61,0.204(b) 
and 0.2B3 of the Commission's Rules, it 
is proposed to amend the TV Table of 
Assignments, §73.606(b) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Rule 
Making to which this Appendix is 
attached. 

2. Showings Required, Comments are 
invited on the propo8aI(s) discussed in 
the Notice of Proposed Rule Making to 
which this Appendix is attached. 
ProponenUs) be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed assignment is also expected to 
nie comments even if it only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is assimed, and, if 
authorized, to build a Station promptly. 
Failure to flic may lead to denial of the 
request. 

3. Cut-off Procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them In reply 
comments. They will not be considered 
if advanced in reply comments. (See 

S t.420(d) of the Commission's Rules.) 

(b) VVith respect to petitions for rule 
making which conflict with the 
proposalfs) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the ^mmission to assign a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments! 
Service, Pursuant to applicable 
procedures set out in SS 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions 


by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner bv the person filing the 
comments. Reply comments shall be 
served on the per8on(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
shall be accompanied by a certificate of 
service. (Sec S 1.420(a), (b) and (c) of the 
Commission's Rules.) 

5. Number of Copies, In accordance 
with the provisions of S 1.420 of the 
Commission's Rules and Regulations, an 
original and four copies of all comments, 
reply comments, pleadings, briefs, or 
other documents shall be furnished the 
Commission, 

6. Public Inspection of Filings, All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters, 1919 M Street 
NW., Washington, D.C. 

(FR Doc. S5-1S121 Piled 6-21-65; 8:45 am| 
SILUNO COOC S71S-01-II 


47 CFR Part 73 

(MM Docket rio. SS-174: RM-4876) 

TV Broadcast Stations in St Gsorgt, 
UT 

AGENCY: Federal Communications 
Commission. 

ACTfON: Proposed rule. 

summahy: This action proposes the 
assignment of VHP television Channel 
12 to St George. Utah, in response to a 
petition filed by Steven D. King, as that 
community's first commercial television 
assignment 

DATES: Comments must be filed on or 
before August 9,1965, and reply 
comments on or before August 26,1985. 
ADDRESS: Federal Communications 
Commission. Washington. D.C 20554. 
FOR FURTHER INFORMATION CONTACT. 

D. David Weston. Mass'Media Bureau. 
(202) 634-6530. 

SUPPtEMENTARY INFORMATION: 

List of Subjects In 47 CFR Part 73 

Television broadcasting. 

The authority citation for Part 73 
continues to read as follows: 

Authority: Secs. 4. 303. 48 slat., as 
amended, 1006.1062; 47 U.SC. 154. 303. 

Proposed Rule Making 

In the matter of amendment of 4 73.006(b), 
Table of Assignments. TV Broadcast Stations 


(St. George. Utoh): MM Docket No. 85-i7i 
RM-4a76. 

Adopted; May 21.1985. 

Released: |une 17,1985. 

By the Chief. Policy and Rules DivUiott 

1. A petition for rule making has beer 
filed by Steven D. King (“petitioner*’) 
requesting the assignment of VHF TV 
Channel 12 to St. George, Utah, as that 
community's first commercial telcviiioQ 
assignment Petitioner submitted 
information in support of the propoial 
and indicated his interest in applyingfci 
the channel, if assigned. 

2. St George (population 11,350). * nts 
of Washington County (population 
28,065), is located in southwestern Ut^h. 
approximately 170 kilometers (110 miles 
northeast of Las Vegas. Nevada. A stiff 
engineering study reveals that VUF 
television Channel 12 can be assigned k 
St George consistent with the minimum 
distance separation requiremenli of 

9 73.010 of the Commission's Rules. 

3. In view of the above considcratkms 
we believe the petitioner's ptoposal 
warrants consideration since it could 
provide a Brst commercial television 
service to St George. Utah. Tlierrfore, 
we shall propose to amend the 
Television Table of Assignments, 

9 73.606(b) of the Commission's Rules 
as follows: 


car 

ChtATMit 


Prvoomi 

St Oaorpt. UT_ 

•IS- 

isard'fl- 


4. The Commission's authority to 
institute rule making proceedings, 
showings required, cut-off procedures 
and filing requirements are oontuinodii 
the altached Appendix and arc 
incorporated by reference herein Sol* 
A showing of continuing interest is 
required by paragraph 2 of the Apperti 
before a channel will be assigned 

5. Interested parties may file 
comments on or before August 9.1985. 
and reply comments on or before 

26.1965, and are advised to read the 
Appendix for the proper procedures 
Additionally, a copy of such commeflU 
should be served on the petitioners or 
their counsel or consultant as follow* 
Steven D. King, P.O. Box 90357. Atlanlk 
Georgia 30364 (petitioner). 

6. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act of 1980 do id 
apply to rule making proceeding:^ to 
amend the TV Table of Assignments, 


• Population Tigum art txtrtcl«d frori iba W* 
U S. Ctnsua. 
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)73.606|b) of the CoxnmiBsion'e Rules. 
See, CifiitficQUon that eectionsWJ and 
ff[^ of the Regulatory Flexibility Act Do 
Sot Apply to Rule Making to Amend 
^ rJ^bk 73.504 and 73.606ibJ of the 
Co^^nmissiOD^s Rules, 46 F.R. 11549, 
published February 9.1961. 

7. For further information concerning 
!hi!i proccedifigt contact D. David 
Weston, Mass Media Bureau. (202) 634- 
6530. \ Ickwever. members of the public 
gliould note that from the time of Notice 
of Pn>posed Rule Making is issued until 
the matter is no longer subject to 
Commissioii consideration or court 
review, all ex parte contracts are 
prohibited in Commission proceedings, 
itich as this one. which involve chonnal 
sssignments. An ex parte contract is a 
roessage (spoken or written) concerning 
the merits of a pending rule making, 
other than comments officially filed at 
the Cummiaslon. or oral presentation 
lequired by the Commission. Any 
cpnimcnt which has not been served on 
the petitioner constitutes an ex parte 
presentation and shall not be considered 
ia the proceeding. Any reply comment 
which has not been served on the 
pcrson(s) who filed the comment, to 
which the reply is directed, constitutes 
sn ex parte presentation and shall not 
be consider^ In the proceeding. 

^•drnil Crmuniuiicatioiis Commission. 

QisHm Schott, 

Chief. Policy and Rules Div ision, Moss Shdia 
Burvau, 

Appendix 

1 Pursuant to authority found in 
lections 4(t), &(c)(l). 303(g) and (r) and 
W7lb) of the Communications Act of 
1934. as amended, and $( a61.0.204(b) 
and 0.268 of the Commission's Rules, it 
is pmposed to amend the TV Table of 
^igntnenlt, { 73.606(b) of the 
Commission's Rules and Regulations, os 
forth in the Malice of Propostfd Rule 
mkiaking to which the Appendix is 
witached. ^ 

w 1 Showings Required. Comments are 
^nvited on the proposalfs) discussed In 
■Itbe Malice of Proposed Rule Making to 
n^ich this Appendix is attached 
ynjp<meqt(s) will be expected to answer 
l^katevcr questions are presented in 
Iptihal cumments. The proponent of a 
■psposed asBignment is also expected to 
■jme romments even if it only resubmits 
■p ‘ncorporates by reference its former 
■W<*adings. It should also restate its 
■pwenl intention to apply for the 
■psnnel if |i is assigned, and. if 
Authorized, to build a station promptly, 
■^iiure to file may lead to denial of the 
Bluest. 


3. Cutoff Procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will ot be consider^ if 
advanced in reply comments. (See 

§ 1.420(d) of (he Commission's Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposalls] in this MoUce, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision In this 
docket. 

(c) Hie filing of a counterproposal 
may lead the Commission to assign a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments; 
Service. Pursuant to applicable 
procedures set out in if 1.415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comtPents and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions 
by parlies to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the person(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
shall be accompanied by a certificate of 
service. (See { 1.420(a), (b) and (c) of the 
Commission's Rules.) 

5. Number of Copies. In accordance 
with the provisions of f 1.420 of the 
Commission's Rules and Regulat'ions, an 
original and four copies of all comments, 
reply comments, pleadings, briefs, or 
other documents shall be furnished the 
Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
avaUdble for examinatioa by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters. 1910 M Street. 
NWh Washington. DC. 

|FR Doc. 85-15117 Piled 6-21-83; 6:45 am| 
atctiNQ coos 


47 CFR Part 73 

IMM Dodcal No. $5-178; RM-4016i 

TV Broadcast Stations In Mayvilla, Wl 

AQCNCV; Federal Communications 

Commission. 

action: Proposed rule. 

SUMMAHY: Action taken herein proposes 
the assignment of DHF TV Channel 52 
to Mayville. Wisconsin, as that 
community's first commercial television 
service, at the request of The Pacer 
Television Company. 

DATES: Comments must be filed on or 
before August 9,1965. and reply 
comments on or before August 26,1985. 

ADDRESS: Federal Communications 
Commission, Washington D.C. 20SS4. 
FOR FURTHER INFORMATION CONTACT: 
Patricia Rawlings. Mast Media Bureau. 
(202) 634-6530. 

SUPPLEMENTARY INFORMATION: 

List of Subjects in 47 CFR Part 73 

Television broadcasting 
The authority citation for Part 73 
continues to read as follows: 

AutboHty: Secs. 4.309.48 stsU as 
amended 1066.1082; 47 U.S.C 154. 303. 

Proposed Rule Making 

in Ihe mstier of smtadment of § 7a.2O0(b), 
Table of Assignments. TV Broadcast Ststioos 
(Mayville, Wisconsin); MM Docket Na 85- 
178. RM-4916. 

Adopted: May 22,1065. 

Released: fune 17.1965. 

By the Chief; Policy snd Rules Division. 

1. A petition for rule making was filed 
by The Pacer Television Company 
("petitioner"), requesting the assignment 
of DHF Television Channel 52 to 
Mayville. Wisconsin, as that 
community's first commercial television 
sei^doe. Petitioner stated an intention to 
apply for the channel, if assigned. The 
assignment can be made hi compliance 
with the minimum distance separation 
requirements. 

2. Mayville (population 4.333)^ iir 
Dodge County (population 75.064) is 
located in southeastern Wisconsin 
approximately 75 kilometen (45 miles) 
northwest of Milw'aukee. 

3. in view of the fact that the proposed 
assignment could provide a first local 
tele^ion service to Mayville. thu 
Commission believes it is in the public 
interest to seek comments on the 
proposal to amend the TV Table of 
Assignments. { 73.606(b) of the 
Commission's Rules, for the following 
community: 










26012 


Federal Reyster / Vol. 50. No. 121 / Monday, |une 24, 1985 / Proposed Rules 


coy 

Ctwin^ No 

eroMTrt 1 Procotod 

Mtyvll* Wt 

-! » 


4. The Commission's authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 

Not*—A showing of continuing interest is 
required by paragraph 2 of the Appendix 
before a channel will be assigned. 

5. Interested parties may file 
comments on or before August 9,1985. 
and reply comments on or before August 
26.1985, and are advised to read the 
Appcndi.x for the proper procedures. 
Additionally, a copy of such comments 
should be 8er\^ed on the petitioners, or 
their counsel or consultant as follows: 
Lyle Robert Evans, Broadcast 
Engineering Consultant, 1145 Pine 
Street. Green Bay. Wl 54301 (Consultant 
for Petitioner). 

6. The Commission has determined 
that the relevant provisions of the 
Regulatory Flexibility Act of 1980 do not 
apply to rule making proceedings to 
amend the FM Table of Assignments, 

i 73.608{b) of the Commission's Rules. 
Sec, Certification that sections 603 and 
604 of the Regulatory Flexibility Act Do 
Not Apply to Rule Making to Amend 
§§ 73.202(bh 73,504 and 73,606(b) of the 
Commission's Rules, 48 FR 11549, 
published February 9,1981. 

7. For further information concerning 
this proceeding, contact Patricia 
Rawlings, Mass Media Bureau. (202) 
634-0530. However, members of the 
public should note that from the time a 
Notice of Proposed Rule Making Is 
issued until the matter Is no longer 
subject to Commission consideration or 
court review, all ex parte contacts arc 
prohibited in Commission proceedings, 
such os this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule making 
other than comments officially filed at 
the Commission or oral presentation 
required by the Commission. Any 
comment which has not been served on 
the petitioner constitutes an ex parte 
presentation and shall not be considered 
In the proceeding. Any reply comment 
which has not been served on the 
personls) who filed the comment, to 
which the reply is directed, constitutes 
an ex parte presentation and shall not 
be considered in the proceeding. 


Federal Communications Commission. 

Charles Schott. 

Chief, Policy and Rules Division, Mass Media 
Bureau, 

Appendix 

1. Pursuant to authority found in 
sections 4(1), 5(e)(1). 303(g) and (r), and 
307(b) of the Communications Act of 
1934. as amended, and SS 0.61.0.204(b) 
and 0.283 of the Commission's Rules, it 
is proposed to amend the TV Table of 
Assignments. $ 73.606(b) of the 
Commission's Rules and Regulations, as 
set forth in the Notice of Proposed Rule 
Making to which this Appendix is 
attached. 

2. Showings Required, Comments are 
invited on the proposaUs) discussed in 
the Notice of Proposed Rule Making to 
which this Appendix is attached. 
Proponent(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed assignment is also expected to 
file comments even if it only resubmits 
or incorporates by reference its former 
pleadings. 11 should also restate its 
present intention to apply for the 
channel if it is assigned, and, if 
authorized, to build a station promptly. 
Failure to file may lead to denial of the 
request. 

3. Cutoff Procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
if advanced In reply comments. (See 

S 1.420(d) of the Commission's Rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposal(s) in this Notice, they will be 
consider^ as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered In 
connection with the decision in this 
docket. 

(c) The filing of a counterproposal 
may lead the Commission to assign a 
different channel than was requested for 
any of the communities involved. 

4. Comments and Reply Comments; 
Service, Pursuant to applicable 
procedures set out in 55 1-415 and 1.420 
of the Commission's Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions 
by parties to this proceeding or persons 


action on behalf of such parties mu^t be 
made In written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be serv ed og 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the personts) who filed 
comments to which the reply is directed 
Such comments and reply comments 
shall be accompanied by a certificate of 
service (Sec 5 1.420(a). (b) and (c) of the 
Commission's Rules.) 

5, Number of Copies, In accordance 
with the provisions of 5 1-420 of the 
Commission's Rules and Regulations, an 
original and four copies of all comments, 
reply comments, pleadings, briefs, or 
other documents shall be furnished the 
Commission. 

6. Public Inspection of Filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters. 1919 M Street 
NWm Washington. D.C. 

|FR Doc. 85-15120 Filed 6-21-65: 8:45 am) 
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47 CFR Part 97 

IPR Docket No. 85-196; FCC 85-3131 

Amendment of the Rules To Permit the 
Maintenance of Pools of Ouesticf^s for 
Amateur Operator Examinations 

agency: Federal Communications 
Commission. 

action: Proposed rule. _ 

summary: This document proposes to 
allow Volunteer-Examiner Coordinators! 
(VEC's) instead of the FCC to maintain 
the question pools for each written 
examination element under the amateot 
operator volunteer examination 
program. This action is being proposed 
because it is no longer necessary for IM 
FCC to continue this function in an 
otherwise all-volunteer program. 
date: Comments are due by August 30, 
1985 and replies by September 30.1985. 
ADDRESS: Federal Communications 
Commission, 1919 M Street. N.W. 
Washington, D.C 2a*>54. 

FOR FURTHER INFORMATION CONTACT. 

lohn I. Borkowski, Private Radio Bureis 
Washington. D.C. 20554. (202) 632-4961 

SUPPLEMENTARY INFORMATION: • 

list of Subjects In 47 CFR Part 97 

Amateur radio. Examinations. Radio 
broadcasting. 

In the matter of Amendment of P«n ^ ^ 
the Commission’s Rules to Permit VoluntMF 
Examiner Coordinators (VECs} to 
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IHioU of Questions for Amateur Operator 
Examinations: PR Docket No. 8S-196. FCC 8S- 
513 

Notice of Proposed Rule Making 

Adopted: June 12,1965 

ReU'asr |unc 16, 1965. 

By the Commission. 

1. The volunteer examination system 
(or amateur licenses above the Novice 
Qass went into effect December 1.1963. 
Report and Order, PR Docket No. 83-27» 
47 FR 45652. October 6.1983. The system 
was adopted to implement legislation 
designed to maximize the number of 
amateur operator examination 
opportunities, which had been recently 
limited due to Commission resource and 
personnel reductions. See 47 U.S.C. 
1S4(f|(4). As part of our continuing 
regulatory review we are issuing this 
Notice of Proposed Rule Making to 
determine whether certain examination 
functions we retained in initial 
implementation of this legislotion may 
DOW be assumed by amateur volunteer 
organizations. 

2. Under the Report and Order in PR 
Docket No. 83-27, supra, each written 
examination element was to be designed 
by the FCC from the publicly available 
FCC-approved question pool for that 
element. On reconsideration in this 
docket, Volunteer-Examiner 
Coordinators (VECs) were given the 
function of designing the written 
examination elements. Starting January 

1.1987, both VEC’s and volunteer 
examiners may design written 
examination elements. See 
Mvmorandum Opinion and Order, PR 
Docket No. 83-27, 49 FR 30310, July 30. 
1964. 

3. Currently, the FCC maintains and 
annually updates the question pools for 
each of the written examination 
elements (Elements 2,3. 4(A) and 4(B)). 
These pools arc published by the FCC 
and made available to the public as PR 
Bulletins 1035 A. B, C and D. Individual 
amateur operators may submit 
»^8Reaied questions for these pools to 
the FCC. as prescribed in the Study 
Guide for FCC Amateur Radio Operator 
J^nse Examinations, PR Bulletin 1035. 

annually report to the FCC on ihe 
afficacy of the questions in the question 
pools. 

4. A VEC designs a written 
axsmination element by choosing 
Questions from the FCC^issued pool for 
ihat element. Volunteer examiners 
•ominister the examination element In 
ihat form to applicants for amateur 
^raior licenses. In less than two years 
volunteer examiners will also be 
jj^mhied to choose the questions from 
w FCC'issued pools to design a 
particular written examination element. 


5. It appears that it is unnecessary' for 
us to continue to be the source of 
question pools for written examination 
elements. Our maintenance of these 
question pools is now mainly a custodial 
function. Changes are made primarily 
from the suggestions of the VEOs. 

VECTs with handS‘On experience at 
coordination of the administration and 
preparation of amateur operator 
examinations appear at least as well 
suited as we are to maintain the 
question pools for each written 
examination element. PR Bulletin 1035 
will continue to be the syllabus for 
construction of the question pools and 
examination elements. The syllabus 
insures sufTident control and uniformity 
so that only qualified applicants pass 
the examinations. 

6. We are therefore proposing rule 
changes which would abolish PR 
Bulletins 1035 A, B, C. and D and instead 
vest VEC*8 with the duty to maintain 
publicly available question pools for the 
examinaton elements. The rules 
proposed would allow VEC's to start 
with current question pools and then 
supplement them with recommendations 
from qualified amateur radio operators. 
We propose to permit amateur operators 
to recommend question changes to any 
recognized VEC. 

7. We currently write the questions in 
each question pool in a manner that 
permits the designer of the examination 
to choose whatever format (essay, 
multiple choice, nil-in-the-blank. or 
multi-purpose) is desired. We expect 
that VEC*s under the proposed program 
would publish question pools with 
similar flexibility, but we do not propose 
to require them to do so. 

a We would require that each VECs 
question pools be publicly available, 
llicse pools are currently publicly 
available and act as a valuable study 
tool. Their availability docs not appear 
to appreciably accelerate current pass 
rates. Moreover, volunteer examiners 
preparing and administering 
examinations for the Novice Class will 
continue to need a pool of Element 2 
questions from which to design their 
examinations. Additionally, under the 
current rules volunteer examiners 
preparing and administering 
examinations above the No\ice class 
would need these pools for all written 
elements starting fanuary 1,1987 for 
their design of written exarhinations. 

9. Since we have already decided to 
allow volunteer examiners to design 
written examinations, and since transfer 
of the question pool maintenance 
function provides an immediate 
infrastructure which accommodates this 
intent, we see no reason to further delay 
examiners* entry into the design process. 


We propose accelerating their Ianunr>' *1* 
1987 entry to the design process to a 
date consistent with the effective date of 
these rules. Volunteer examiners would 
be able to choose whether to make their 
own examination designs or to use those 
provided by their VEC. Both VEC's and 
volunteer examiners would be required 
to keep examination designs in 
confidence. 

10. The proposed rules include a 
requirement that VEC question pools 
exceed the number of questions used for 
any one examination element by a 
factor of ten in order to continue to 
minimize the likelihood of any abuse of 
the examination process by rote 
memorization of publicly available 
quesMons. See Report and Order, PR 
Docket No. 83-27, supra at para. 55. The 
FCOimposed algorithms for each 
element which w'ould be abolished 
along with PR Bulletins 1035 A. B, C, and 
D would be replaced with publicly 
available VEC algorithms representative 
of the syllabi In and based upon the 
requirements of PR Bulletin 1035. We 
expect to specify the number of 
questions required for each written 
examination element in our Instructions 
to the VECs. In the near future, we do 
not expect to deviate from the current 
requirements: twenty questions for 
Element 2. fifty questions for Element 3. 
fifty questions for FJement 4(A) and 
forty questions for Element 4(B). 

11. Accordingly, rules to transfer the 
function of maintenance of question 
pools for amateur operator written 
examination elements from the FCC to 
VEC*s are proposed as set forth in the 
attached Appendix. We ore also 
proposing to amend paragraph (a) of 

§ 97.29 to clarify that it applies both to 
the Novice and above-Novice volunteer 
examination programs and that 
examiners are responsible (as part of 
their duty to grade the examinations) for 
determining the correct answer to each 
question. 

Other Matters 

12. For purposes of this non-restricted 
notice and comment rule making 
proceeding, members of the public are 
advised that ex parte contacts are 
permitted from the time the Commission 
adopts a notice of proposed rule making 
until the time a public notice is issued 
stating that a substantive disposition of 
the matter is to be considered at a 
forthcoming meeting or until a final 
order disposing of the matter is adopted 
by the Commission, whichever is earlier. 
In general, an ex parte presentation is 
any written or oral communication 
(other than formal written comments/ 
pleadings and formal oral arguments) 
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between a person outside the 
Commission and a Commissioner or a 
member of the Commission's staff which 
addresses the merits of the proceeding. 
Any person who submits a written ex 
parte presentation must serve a copy of 
that presentation to the Commission's 
Secretary for inclusion in the public file. 
Any person who makes an oral ex parte 
presentation addressing matters not 
fully covered in any previously filed 
written comments for the proceeding 
must prepare a written summary of that 
presentation: on the day of oral 
prt^sentation. that written summary ouist 
be served on the Commission's 
Secretary for inclusion in the public file, 
with u copy to the Commission official 
receiving the oral presentation. Each ex 
parte presentation described above 
must slate on its face that the Secretary 
luB been served, and roust also slate by 
docket miinber the proceeding to whkh 
it relates. See generally, $ 11231 of the 
CommiBsion's rulc»i. 47 CFR 1.1231. A 
summary of the Commission's 
procedures governing ex parte contacts 
in informal rule makings is available 
from the Commission's Consumer 
Assistance Office. PCC. Washington. 
D.C 20554 (202) 632-700a 

13. Authority for issuance of this 
notice is contained in section 4(i) and 
303(r| of the Communications Act of 
1934. as amended. 47 U.S.C. 154(i) and 
303(r). Pursuant to applicable 
procedures set forth in i 1.415 and 1.419 
of the Commission's Rules (47 CFR 
1.415 and 1.419) interested parties 

may file comments on or before August 
30.1985. and reply comments on or 
before September 30.1965. All relevant 
and timely comments will be considered 
by the Commission before finul artiim is 
taken in this proceeding. To file 
Formally in this proceeding, participants 
must file an original and five copies of 
all comments, reply comments and 
supporting comments. If participants 
want each Commissioner to receive a 
personal copy of their comments, un 
original and nine copies must be filed. 
Comments and reply commments should 
be sent to Office of the Secretary. 
Federal Communications Commission. 
Washington. D.C. 29554. Comments and 
reply comments will be available for 
public inspection during regular 
business hours in the Dockets Reference 
Room (Room 239) of the Federal 
Communications Commission. 1919 M 
Street, N.W. Washington. D.C. 20554. 

14. The proposal contained herein has 
lieen analyzed with respect to the 
Paperwori Reduction Act of 1900 and 
found to contain no new nr modified 


form, information collection and/or 
record keeping, labeling, disclosure, or 
record retention requirements: and will 
not increase or decrease burden hours 
imposed on the public. Any burdens or 
duties assumed by VECs are assumed 
voluntarily and therefore not subject to 
the provisions of the Paperwork 
Reduction Act. 

IS. In accordance with section ti05 of 
the Regulatory Flexibility Act of 1980 (5 
U.S.C. 605), we certify that this rule 
change would not. if promulgated, have 
a significant economic impact on a 
substantial number of small entities, 
because these entities may not use the 
Amateur Radio Service for commercial 
radio communication, (see 47 CFR 
97.3(b)). 

18.11 is ordered, that the Secretary 
shall cause a copy of this Notice to be 
served upon the Chief Counsel for 
Advocacy of the Small Business 
Administration. 

17. For information concerning this 
proceeding, contact }ohn Borkowskk 
Federal Communications Commission, 
Private Radio Bureau, Washington. D.C 
20554 (202) 632'-4984. 

Pedeni) Communications Commiskion 
WlllUm I.TricaHco. 

Secretary. 

PART 97-H AMENDED) 

Part 97 of Chapter I of Title 47 of the 
Code of Federal Regulations would be 
amended as follows: 

1. The authority citation for Part 97 
continues to read as follows: 

Authority: Sees. 4. 303. 40 staU as 
aimeodad, 1060.1062; 47 U.S.C 154. 303. 

2. Paragraphs (c). (d) and (e) of § 97.27 
would be revised to read: 

$ 97.27 Examination preparation. 

t • • • • 

(c) Element 2 must be designed by the 
examiner by selecting questions from 
the current Element 2 VEC question poo) 
according to that VECs published 
algorithm. 

(d) The volunteer examiner team shall 
design Elements 3.4(A) and 4(B) or 
obtain them from the VEC. 

E.xaminalion5 must be designed by 
selecting questions from the VEC's 
current question pool for the appropriate 
element. The questions must be selected 
according to the VECs published 
alogrithm. 

(e) Volunteer examiners must hold 
examination designs in confidence. 

3. Paragraph (a) of S 97.29 would be 
revised to read: 


} 97.29 Examination grading. 

(a) I1ie cxaminer(a) must determioc 
the correct answer for each examinsiir 
question and grade each examinatioo 
element separately. 

• • • • • 

4. Paragraph (d) of $ 97.31 would U> 
revised to read: 

§ 97.31 Volunteer examlnar require ^8^,^ 

• • • • t 

(d) Each volunteer examiner who 
desigus or administers an examinstiin 
for the Technician. General Advaneni 
or Amateur Extra class operator hi 
must be accredited by the Volunteer- 
Examiner Coordinator (see Subpart I) 
coordinating that examination 

a • • a a 

5. flection 97.517 would be revisiniloi 
read: 

1 97J17 Examinations. 

A VEC may design (see f 97.27(d)). 
assemble, print and distribute Elements 
1(B). no. 3. 4(A) and 4(B), A VEC is 
requir^ to bold examination designta 
confidence. 

0. Section 97.521 would be reviiUMf to 
read: 

497.521 OuasUon pools. 

(a) A VEC must maintain a current 
pool of questions for each written 
examination element. The question pc:- 
for each element must contain at lead 
ten times the number of questions to bi 
specified for a single examination. Ibt 
current question poo! for each element 
must be published and made available 
to any member of the public upon 
request. 

(b) VEC question pools may be 
composed of questions from two 
sources: 

(1) The appropriate last issue of IH 
Bulletin 1035 A. B. C. or D; or 

(2) Questions submitted to the VECb) 
amateur radio operators in accordanct 
with the instructions in PR Bulletin 
Amateur Extra licensees may submit 
written questions for any examtnaiioa 
element. Advanced licensees may oafy 
submit questions for Elements 2 and 3 
General or Technician licensees miy 
only submit questions for Element Z 

7, Section 97.523 would be revis<^ t® 
read: 

$97,523 Algorithms. 

A VEC must publish and provide to 
the public upon request an algorithm hr 
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tach examination element for choosing 
questions from its question pool to 
design an examination for that element. 
Each algorithm must assure that each 
examination element contains questions 
representative of the various subject 
catcgoiies set forth in the syllabus for 
that ( lament in PR Bulletin 1035. 

|fK Doc. 85-15112 Filed 5-21-a5 S 45 iim| 
nxMO cooc sn 2 >oi>« 


INTERSTATE COMMERCE 
COMMISSION 

49CFR Part 1039 

lEi Parte No. 346 (Sot>-19)l 

Boxcar Car Hire and Car Service 

AOCHCv: Interstate Commerce 
Commission. 

ACTION: Scheduling of supplemental 
comment period for advance notice of 
proposed rulemaking. 

summahy: The Commission grants the 
petitions of several participants for an 
opportunity to file supplemental 
comments in response to proposals 
idvanced in the reply comments 
tecelved April 25,1985. Comments were 
received in response to an advance 
notice of proposed rulemaking (49 VR 
27333. |uly 3,1984) which gave 
cornmnnlors an opportunity to offer 
alternatives to the Commission's boxcar 
decision in Ex Parte 346 (Sub-No. 8) 
published at 48 FR 20412. May 6.1983. as 
it pertains to car hire and car scr\’ice 
rules for boxcars. 

OATES: Supplemental comments arc due 
luly 24. 1985. 

ADDRESS: An original and 15 copies of 
^applementaJ comments In Ex Parte No. 
34t) (Sub-No. 19) should be sent to: 

Office of the Secretary. Case Control 
Branch. Interstate Commerce 
Commission. Washington. DC 20423 

SupplRmcntal comments must also be 
served on all parties of record in both 
Ex Parte No. 346 (Sub-No. 19) and Ex 
1 Parte No. 346 (Sub-No. 8). 

^OR FURTHEII INFORMATION CONTACr. 

Eouif E. Citomcr. (202) 275-7245. 

B«:jdcd: |un<? 14.1965. 

Commisilon. ChairmaD Taylur, Vlu* 
Cradison. Commissionm Strrrptt. 
Aruln*. Simmons. Lamboley and Strenio. 
laniet H. Bayna 

m Doc 85-15009 Filed 6-21^. 8:45 am) 
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DEPARTMENT OF THE INTERIOR 

Fish and Wildlife Service 

50 CFR Part 23 

Export of American Ginseng 
Harvested in 1985 and Subsequent 
Seasons 

agency: Fish and Wildlife Service. 
Interior. 

ACTION: Proposed rule. 

SUMMARY: The Convention on 
International Trade in Endangered 
Species of Wild Fauna and Flora 
(CITES) regulates international trade in 
certain animal and plant species. In 
general, export of wild specimens of 
plants listed in Appendix II of CITES 
may occur only if: (1) The Scientific 
Authority (SA) has advised the permit- 
issuing Management Authority (MA) 
that such exports will not be detrimental 
to the survival of the species and will 
maintain the species throughout its 
range at a level consistent with its rote 
in the ecosystems in which it occurs: 
and (2) the MA is satisfied that the 
plants were not obtained in violation of 
laws for protection of the species. 

Export of cultivated specimens of plants 
listed in Appendix II may occur only if 
the MA is satisfied that the plants were 
ertincially propagated. 

This document announces the U.S. 

Fish and Wildlife Scr\ ice's MA and SA 
proposed findings on export of 
American ginseng [Panax quinqaefolius 
Linnaeus) from the United States. Until 
1982 such findings were made annually 
on a State-by-State basis. In 1982. the 
Service revised guidelines and made 
multi-year findings covering the 1982. 
1983. and 1984 harvest seasons (which 
end with the calendar year). The Service 
now proposes to grant multi-ycar 
ginseng export approval for the 1985 and 
subsequent harvest seasons. The 
Service seeks data and information on 
topics described in this proposal as a 
basis for determining whether to initiate 
or to continue export approval from 
States for the 1985 and/or subsequent 
seasons. 

Monitoring State ginseng programs for 
eight years has shown the Service that 
States for which ginseng export has 
been approved will usually continue to 
satisfy CITES requirements. To ensure 
that this is so. the Service plans to 
continue annual monitoring in 
accordance with the procedures 
described herein. Existing management 
reports are analyzed concerning each 
State for which ginseng export is 
approved, by the end of May of each 
year, to document its most recent 
harv est and current status of ginseng. 


ITie Serv ice also requests information 
on environmental or economic impacts 
that might result from these findings, 
and suggestions on alternative 
approaches to meeting CITES 
requirements. 

date: The Service will consider 
information and comments received by 
July 24.1985. in making its final rule. 
ADDRESS: Please send correspondence 
concerning this notice to the Federal 
Wildlife Permit Office. U.S. Fish and 
Wildlife Service, 1000 North Glebe 
Road, room 611. Arlington. Virginia 
22201. Materials received will be 
available for public inspection from 7:45 
a.m. to 4:15 p.m., Monday through 
Friday, In room 620 of the office. 

FOR FURTHER INFORMATION CONTACT: 
Management Authority: Mr. Thomas ). 
ParisoL Chief. Federal Wildlife Permit 
Office. U.S. Fish and W'lldlife Service 
(address above), telephone (703) 235- 
2418; 

Scientific Authority: Dr Bruce 
MacDr>'de. Botanist. Office of Scientific 
Authority, U.S. Fish and Wildlife 
Serv ice. Washington. D.C. 20240. 
telephone (202) 653-5948 
SUPPLEMENTARY INFORMATION: Export 
from the United States of species listed 
in Appendix 11 of CITES may only occur 
upon approval of both the MA and SA. 
which functions are the responsibility of 
the U.S. Fish and Wildlife Serv ice. The 
U.S. Department of Agriculture. Animal 
and Plant Health Inspection Service, is 
responsible for enforcing CfTES for 
terrestrial plants (see final rule of 
October 25.1984. 49 FR 42907). This is 
the first of two notices concerning the 
Service’s MA and SA findings on export 
of American ginseng taken in the 1985 
and subsequent harvest seasons. The 
previous rule for export of ginseng w as 
published on August 26.1984 (49 FR 
34020). 

Scientific Authority Findings 

General criteria used by the SA in 
adv ising on whether export will not be 
detrimental to the survival of a species 
are as follows (originallv described in n 
notice of July 11.1977, 42 FR 35800): 

(1) Whether such export has occurred 
In the past and has not reduced numbers 
or distribution of the species, nor caused 
signs of ecological or liehavioral stress 
within the species, or in other species of 
the affected ecosystems: 

(2) Whether such export is expected 
to increase, decrease, or remain 
constant; and 

(3) Whether the life history 
parameters of the species and the 
relevant structure and function of its 
ecosystems indicate that present or 
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proposed levels of export will not 
appreciably reduce the numbers or 
distribution of the species, nor cause 
signs of ecological or behavioral stress 
within the species or in other species of 
the affected ecosystems. 

For ginseng, the evaluation for 
nondetriment by the SA, in accordance 
with these criteHa. will continue to be 
based on the folloMring information for 
each affected State, to the extent it is 
available in annual reports (with 
sources and accuracy indicated) or 
otherwise (slightly revised from the rule 
of October 4.1982.47 FR 43701): 

(1) hiistofic, present and potential 
distribution of wild ginseng by county, 
using Slate maps with county outlines; 
distribution of optimal natural habitat 
on a regional basis in the State, and 
description of recent trends in loss or 
protection of habitat: and map of 
locations and information on 
approximate acreage and percentage of 
the State*! wild ginseng that is on 
statute^protecled lands where collecting 
is prohibited (ginseng is considered as 
willd if it occurs in naturally- 
perpetuated habitat, where the species 
is naturally propagated or with only 
limited planting of wild seed by people 
and no subsequent tending of the 
species until harvest): 

(2) Map of the approximate number or 
density of wild ginseng populations per 
county or region, and information on the 
total number of wild ginseng localities in 
the State: 

(3) Map of the average number of 
plants per population or patch, or local 
abundance of wild ginseng, per county 
or region of the State; map of the 
population trends per county or region, 
indicating if populations of wild ginseng 
are increasing, stable, decreasing, 
extirpated, or unknown: and discussion 
of any changes from previous years or 
differences from historical population 
sizes: 

(4) A description of the State*! annual 
harvest practices and controls on %v{ld 
ginseng, including limitation of harvest 
season (45 FR 60H44. October 21.1980; 
States are urged not to permit local 
harvest until fruits are ripe and seeds 
thus mature), and harvest requirements 
such as on minimum size or age of 
collected plants and on planting their 
seeds: 

(5) Map of the harvest intensity by 
county or ri^ion. indicating If collecting 
is hea\ 7 , moderate, light, none; or 
unknown, and discussion of any 
changes from previous years: 
information on the number of ginseng 
collectors in the State, and on the 
amount of wild ginseng from the State 
harvested and amount certified for 
export. In pounds (dry weight) per year. 


(6) Information on the average number 
of wild roots per pound (dry weight] 
harvested, preferably on a county or 
regional basis or, if not available, on a 
statewide basis: and an assessment of 
any trend in root sizes or number of wild 
roots per pound (dry weight) over 
previous years; 

(7) A description of the State*s 
research program on wild ginseng and 
its progress, including a summary of 
results obtained: and 

(8) State maps showing those counties 
in which ginseng is commercially 
cultivated (cultivated ginseng is 
considered that artificially propagated 
and maintained under controlled 
conditions, for example in intensively 
prepared or managed Helds, gardens, or 
patches with artificial or natural shade): 
and information on the amount of . 
cultivated ginseng from the State 
harvested and the amount certified for 
export in pounds (dry weight) per year. 

Management Authority FuKiings 

In addition to SA advice that ginseng 
exports will not be detrimental to the 
survival of the species, the MA must be 
satisHed: (1) That the ginseng was not 
obtained in contravention of laws for its 
protection: and (2) whether it was of 
wild or artiHcially propagated origin. 

Criteria used by the MA in 
determining If a State program qualifies 
for export are that the State has adopted 
and is implementing the following 
regulatory measures (revised from 
notices of October 21,19aa 45 FR 69844, 
and July 23.1984,49 FR 29635): 

(1) A State ginseng law and 
regulations mandating State licensing or 
regulation of persons purchasing or 
selling ginseng collected or grown In 
that State; 

(2) State requirements that these 
licensed or registered ginseng dealers 
maintain true and complete records of 
their commerce in ginseng, and report 
such commerce to the State in a signed 
and dated statement every 30 days, as 
well as in a signed and dated annual 
accounting at the end of the State's 
export year, 

(3) Dealer records required to show 
date of transaction, name and address 
of seller/buyer of ginseng, whether roots 
were wild or artiHcially propagated, if 
roots were green (fresh) or dried at time 
of transaction, weight of roots. State of 
origin of roots, and the identification 
numbers of the State certiHcates used to 
ship ginseng from the State; 

(4) Inspection and certiHcation by 
State personnel of all ginseng harvested 
in the Stale to authenticate that the 
ginseng was legally taken from wild or 
cultivated sources within the State. 
Experience has shown the value of an 


inspection and certiHcation program by 
a State official who can document both 
the weight of the roots in question and 
that they were legally taken from the 
wild or artiHrialiy propagated in that 
State: 

(a) Ginseng unsold by December 31 of 
the harvest year must weighed by the 
State and the dealer given a we^< 
receipt. Future Slate export certiHcation 
of this stock is to be issued against the 
State weight receipt: 

(b] The certiHcates of origin musi 
remain in State control until issued at 
certiHcation and must contain the 
following information: 

—Stale of origin, 

— serial number of certificate. 

— name and address of dealer, 
—dealer's State registration number. 

— dealer's shipment number for that 
harvest season, 

—year of harvest of ginseng being 
certified. 

—designation as wild or artificially 
propagated roots. 

—designation as green (fresh) or dried 
roots. 

—weight of roots, expressed both 
numerically and in writing. 

—verified statement that the glnscn)i 
was obtained in that State in 
accordance with State laws of that 
harvest year. 

—name and title of Stale-certifying 
ofHcial. 

—date of certification, and 
—signatures of both dealer and Stale 
official making certiHcation. 

This certificate should be issued in 
triplicate with the original designated 
for dealer's use in commerce, first copy 
for dealer records, and second copy 
retained by State for reference: and 

(5) State regulations that prohibit 
uncertiHed ginseng from entering or 
leaving the State. 

Each State for which ginseng expiirt b 
approved is requested to inlcude the 
following information in its annual 
report: 

(1) RcufHrm State ginseng program 
and indicate modifications concerning: 

(a) State ginseng law and regulations^ 

(b) Season of harvest and selling/ 
buying operations. 

(c) State dealer, digger, and/or grouft 
license or registration rules, 

(d) Sample of digger's license, if any. 
in^cating cost of license and dates of 
authorized use. 

(e) Cost of dealer license or 
registration. 

(f) Dealer record maintenance and 
reporting requirements. 

(g) Sample of current-year dealer 
certificates and reporting forms. 
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(h) Sample of current-year State 
certtficate of legal lake and origin. 

(i) Description of State-certification 
lytifem for wild and cultivated ginseng 
legally harvested within the State. 
IncItKitng controls to minimize 

an< rrlimd ginseng from moving into or 
from the State: and 

(j) Name, address, and telephone 
number of State person to contact 
conrF>miiig such information. 

(2) llie report should also include 
information on the following: 

(a) Pounds (dry weight) of wild and of 
cultivated ginseng (i) harvested and (ii) 
certified by the State, as well as the 
pounds of each (iii) sold from in-State 
and from out-of-State sources. 

(b) Indicate how dealers not resident 
in the State have ginseng roots 
harvested in that State certified and 
bow this commerce is controlled by 
Slate law. and 

(c) Indicate ginseng law enforcement 
proceduratf. violations discovered, and 
remedies. 

Findings for Artifldally Propagated 
Ginseng 

In an October 21,1980. rule (45 FR 
0S844). the Service announced it would 
approve export of artifically prtypagated 
ginseng only from States for which 
export of wild-collected ginseng was 
approved, because those States had 
programs necessary to docmmenl the 
source of roots. The Service more 
recently armounced in an October 4 , 

1902, rule (47 FR 43701) that it would 
approve export of artificialiy propagated 
ginseng from other States if procedures 
had been implemented to minimize the 
risk that wild-collectcd plants would be 
claimed as cultivated. The Service 
proposed to continue granting such 
spprovaL 

Export ritx:Qdure8 

Valid Federal CITES documents ore 
necessary to export wild or artificially 
propagated ginseng roots. Applications 
for these documents should be sent to 
the Federal Wildlife Permit Office at the 
sddress given above. 

Ginseng may only be exported 
through U.S, Department of Agriculture 
(USDA) ports recently designated by the 
G S, Department of the Interior (see 49 
PR 42938; October 25.1964). For each 
report the exporter must present to the 
IfSDA, Animal and Plant Health 
Inspection Service, Plant Protection and 
Q^mruntine (PPQ) Pori Inspector the 
following: 

(1) Ginseng roots being exported; 

(2) Original State certificates of origin 
|or the ginseng (or foreign export 
documents for reexport). An exporter or 
dealer may split an original State 


certificate by striking a line through the 
original weight on the certificate, and 
identifying by numbers and writing the 
new (lower) weight of ginseng being 
exported. This change in certificate 
weight must be certified by the dealer or 
exporter with the written words *i made 
these changes on (date)** followed by 
full legal signature of the dealer or 
exporter. 

(3) Two completed Federal CITES 
export documents (permits or 
certificates): 

(4) One copy of executed waybill and 
invoice: and 

(5) One copy of Customs declaration 
for the shipment. 

The PPQ Port Inspector may sign and 
validate the CITES documents oidy after 
a satisfactory Inspection of the export 
documentation and contents of the 
shipment Once the CITES documents 
are validated, the inspector will forward 
Slate certificates, one CITES export 
documents, waybill, invoice, and 
Customs form to the Service for 
recordkeeping and reporting. The 
remaining CITES export document will 
authorize the international shipment of 
the ginseng and will be collected by the 
importing country. 

Previous Export Approval 

On October 4.1982 (47 FR 43701). the 
Service granted multi-year export 
approval for 1982-64 harvested ginseng 
only from States with a legally regulated 
ginseng program that provided for a 
Slate inspection and certification system 
and that satisfied at) other revised 
criteria of both the SA and MA. Export 
from certain additional States was 
approved under these guidelines on 
October 7,1983 (48 FR 45775). March 19. 
1984 (49 FR 10123) and August 28.1964 
(49 FR 34020). The export of wild and/or 
cultivated ginseng harvested from 19^ 
through 1984 was approved only from 
the States named in 50 CFR 23.51(e) (see 
below). 

Wisconsin has developed a somewhat 
different ginseng regulatory program 
that appears to offer the same legal 
assurance as the standard State 
certification system usually required by 
the Service. This program includes 
annual measurement of cultivated 
ginseng gardens (fields) by a county tax 
assessor, and certification to the State of 
all ginseng commerce by growers and 
dealers. The appropriate State .officials 
spot-check these procedures and 
examine collected records of ginseng 
commerce from ail State growers and 
dealers. The State's analysis of these 
records of commerce are then sent to the 
Service for review. 


Multiyear Findings 

From monitoring State ginseng 
programs and the status of ginseng since 
1977. the Service expects that States 
from which expoii of ginseng has been 
approved will continue to satisfy CITES 
requirements. Each Slate seeking to 
obtain multi-year export approval for 
1965 and subsequent harvest seasons 
must apply by (30 days from date of 
publication) 1985, in accordance with 
the MA and SA requirements described 
above. States that have not done so 
should submit data on their harvest 
and/or status of ginseng for 1982,1983 
and/or 1984 as a precoi^tion of 
renewed export approval States seeking 
to begin harvests for exports of their 
ginseng under CITES should apply 
following the above procedures no later 
than May 31 of the year they hope to 
start To ensure that the States maintain 
successful programs and that export is 
not detrimental to the survival of this 
species, the Service plans to continue 
annual monitoring of State management 
programs and of information on the 
status of ginseng populations, especially 
by evaluation of annual reports from the 
States and of export docoraenti returned 
from the ports. 

Schedule of Notices 

The Service intends to publish its final 
export findings and rule on September 
1985, in advance of the 1963 harvest 
season. Notices will be published in 
future years if new information or 
chang^ conditions show reason for 
revised findings or guidelines. 

Request for Information and Comments 

The Service requests information and 
comments on the requirements and 
procedures for demonstrating that 
ginseng is not harvested in 
contravention of taws for its protection, 
that it is accurately declared as wild or 
artificially propagated, and that the 
ginseng being exported originates in 
States from which export has been 
approved Information is also requested 
to determine if export will not be 
detrimental to the survival of the 
species. 

The Service also requests information 
on environmental or economic impacts 
and effects on small entities (including 
small businesses, small organizations, 
and small governmental jurisdictions) 
that would result from findings for or 
against export approval This 
information will aid the Service in 
evaluating, prior to the final rule, the 
conclusions stated in the Note below. 
The proposed rule is issued under 
authority of the Endangered Species Act 
of 1973 (16 U.S.C. 1531 et seq.. 87 Stat. 
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684. as amended), and was prepared by 
S Ronald Singer. Federal Wildlife Permit 
Office, and Bruce MacBryde, Office of 
Scientific Authority. 

Note.—>Tbc Department hat detemimed 
that these proposed findings ore nol o major 
Federal action significantly affecting the 
quality of human environment under the 
National EnWronmental Policy Act and. 
therefore, the preparation of an 
Fjivironmcntal Impact Statement tt nol 
required. The Department determined that 
the findings for the 1981-64 harvest seasons 
were not major rules under Executive Order 
12291 and did not have a significant 
economic effect on a aubstAntial number of 
amall entities under the Regulatory Flexibility 
Act (5 U.S.C. eOl). Exporters normally derive 
their product from the ginseng harvested in a 
numt^r of States. Therefore, the approval or 
disapproval of wild singsong export from any 
one Slate would not stgnincantly affect the 
industry'. Furthermore, because the propofod 
rule treats exports on a SlAte by-Stale busia 
and proposes to approve export in 
accordance with State management 
programs, the rule would have little effect on 
small entities in and of itself. For the 1985 
and subsequent Karvesl seasons, the Service 
has analyzed the impacts and again 
crmcludes that this would not be a major rule 
and would not have a significant economk 
effect on a substantial number of small 
entitles. 

The information collection requirement 
contained in this final rule have been 
approved by the Office of Management and 
Budget under 44 USA 2501 ei seg. and 
assigned clearance number 1018-0022. The 
information will enable the Service to 
determinate if Stale ginseng management and 


export programs qualify for long-term export 
approval and in Issuing export permits for 
international movement of ginseng from 
approved States. Responses are necessary to 
oiitain a benefit. 

Ust of Subjects In 50 CFR Part 23 

Endangered and threatened plants. 
Endangered and threatened wildlife. 
Exports. Fish. Imports. Plants 
(agriculture). Treaties. 

Proposed Regulation Promulgation 

PART 23—ENDANGERED SPECIES 
CONVENTION 

Accordingly, it is proposed to amend 
Part 23. Subchapler B of Chapter 1. Title 
50. Code of Federal Regulations, as set 
forth below: 

1. The authority citation for Part 23 
continues to read as follows: 

Authority*. Convention on International 
Trade in Endangered Species of Wild Fauna 
and Hora. HAS 8249. and Endangered 
Species Act of 1973 as amended, 87 Slat. 864. 
16 U.S.C 1531 et teq. 

Subparl F—Export of Certain Species 

2. In S 23.51, revise that part of 
paragraph (e) that appears before 
‘‘Conditions” to read as follows: 

§ 23.51 American ginseng (Panax 
quinquefollus). 

• • • • • 

(e) 1962-1964 harvests (wild and 
cultivated for each year unless noted): 


Arkansas. Georgia. Illinois, Indiana, 
Iowa. Kentucky, Maryland. Mlnnesot i, 
Missouri. North Carolina. Ohio. 
Tennessee (wild and cultivated for 1982 
and 1983, cultivated only for 1984), 
Vermont (cultivated only for 1982 and 
1983, wild and cultivated for 1984). 
Virginia. West Virginia. Virginia, and 
Wisconsin. 

• • • • • 

3. In § 23.51. add new paragraph (f) as 
follows: 

• • « • • 

(f) 1985 and subsequent harvests (wild 
and cultivated for each year unless 
noted): As for 1984. subject to approv,)! 
of applications to be submitted by these 
or other Stales: Arkansas. Georgia, 
Illinois, Indiana, Iowa. Kentucky, 
Maryland. Minnesota, Missouri, North 
Carolina. Ohio. Tennessee. Vermont 
Virginia, West Virginia, and Wisconsin 

Conditions on export: Roots must be 
documented as to Slate of origin, season of 
collection, and dry weight. The State must 
certify whether roots ortginaled In their State, 
are wild or cultivated (artificially 
propagated), were legally obtained, and iTich 
certification must be prosented upon exp*jrl 
The Stale must maintain a ginseng fVogr rr^. 
ai described by the Service in the 1985 rule: s 
report is requested annually by May 31. 

Dated May 22.1985. 

|. Craig Poller, 

Acting Assistant Secretory for Fish and 
Wildlife and Parks. 

[FR Doc. 85-14934 Filed 6-21-65; 8:45 imj 
miima oooc 4sio-ss4f * 
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DEPARTMENT OF AGRICULTURE 

Science and Education Research 
Grants Program PoUcy Advisory 
Committee; Small Business Innovation 
Research; Meeting 

In accordance with the Federal 
Advlsoiy Committee AcL Pub. L 92-463, 
the U.S, Department of Agriculture 
announces the following meeting: 

Name: SubcxMnmittee for Phaac I Topic 
Mfinagcti, Small Business Innovation 
Roscardi, Technical Advisory Committee 
Saenct and Fducalion Rosearch Grants 
Program. 

Date: fuly tS. 1965. 

Tima: 6UI0 a.m. to OiX) p.m. 

Place: U.8. Department of Agriculture. 

Room 112 ).S. Morrill Building Washington. 
DC 

Purpose of Subcommittee: To provide 
advice and recommendation concerning 
lupport for Phase I research in the SBIR 
program. 

Agenda: To review and evaluate reseiirch 
proposala and projects as part of the 
sriectioa process for awards. 

Type of MeeUng Closed. 

Reason for Closing The proposals being 
rvviewed indude information of a proprietary 
or confidential natura. including technical 
Information, financial data, such as salaries; 
and associated with the propoaala* These 
matters are within exemptions (4| and (6) of 6 
li5.C. SS2b(c). the Government in the 
Stmthine Act. 

Authority to Close Meeting: This 
rminatlon was made by the Secretary of 
Agrirulture pursuant to provisions of Section 
10(d) of Pub. L 92-463. 

Contact Person: Wayne K. Murphey. 
Executive Secretary. Small Business 
Innoviation Research. Office of Grants and 
Program Systems. USDA. Rexim 112 |.S. 

MnmB Building Washington. D C. 20251. 

Done at Wiithlngtoa D.C.. this 13th day of 
|uoe 1985. 

Wayne K. Murphey, 

^eci///ie Secretary. 

[FK Doc. 85-15076 Filed 6-21-85: 8:45 am| 
•tUNO coo£ Mio-arr-u 


Selene# and EdueaUon Raaaarch 
Grants Program Policy Adviaory 
Committee; Small Business Innovation 
Research; Meeting 

In accordance with the Federal 
Advisory Committee AcL Pub. U 92-463, 
the U.S. Department of Agriculture 
annotmees the following meeting: 

Name: Subcommittee for Phase U Topic 
Managers. Small Businasa Innovation 
Reiearch, Technical Advlaoiy Committee 
Science and Education Research Grants 
Program 

Date; |uly 19,1985. 

Time: #30 a.m. to 8i:00 pjn. 

Place: U3. Department of Agriculture, 

Room 1121. S. Morrill Building, Washington. 
DC 

Purpose of Subcommittee: To provida 
advice and recommendation concerning 
support for Phase U research In the SBIR 
program. 

A^nda: To review and evaluate research 
proposals and projects as part of the 
selection process for awards. 

Type of Meeting: Closed. 

Reason for Closing; The proposals being 
reviewed include infarmatiem of a proprietary 
or confidential nature, includine tedinical 
informaUon. financial data, suc^ as salaries; 
and associated with the proposals. These 
matters are within exemptions (4) and (6) of 5 
IJ.S.C 552(c). the Government in the Sunshine 
Act. 

Authority to Close Meeting: This 
deteiminatiofi was mede by the Secretary of 
Agriculture pursuant to provisions of Sec^oo 
10(d) of PX. 92-463. 

Contact Person: Wayne K. Murpliey, 
Executive Secretary, Small Business 
Innovation Research. Office of Grants and 
Program Systems. USDA. Room 1121. S. 
Morrill Building. Washington. D.C 20251. 

Done at Washington. D.C, this 13th day of 
|une 1985. 

W'ayne K. Murphey, 

Executive Secretary. 

IFR Doc. 85-15077 Filed 6-21-85: 8:45 am) 
mixiNQ cooc Mio>arT-«i 


DEPARTMENT OF COMMERCE 
Intematlonef Tmde Administration 
IA-122-401) 

Antidumping Duty Order; Red 
Raspberries From Canada 

agency: International Trade 
Administration. Import Administration. 
Commerce. 

ACTION: Notice of antidumping duty 
order. 


summary: The United States 
Department of Commerce (the 
Department) and the United States 
International Trade Commission (the 
ITC) have determined that red 
raspberries from Canada are being sold 
at less than fair value and that sales of 
these products are materially injuring a 
United States industry. Therefore, based 
on these findings, all unliquidated 
entries, or warehouse withdrawals, for 
consumption of this product made on or 
after December 18,1984. the date on 
which the Department published its 
preliminary determination of sales at 
less than fair value in the Federal 
Register, will be liable for the possible 
assessment of antidumping duties. 
Further, a cash deposit of estimated 
antidumping duties must be made on all 
such entiies, and withdrawals from 
warehouse, for consumption made after 
the date of publication of this 
antidumping duty order in the Federal 
Register. 

Supplementary Information 

The merchandise covered by this 
investigation it fresh and frozen red 
raspberries packed In bulk containers 
and suitable for further processing. 

Fresh raspberries are classified under 
item numbers 146.5400 and 146.5600 of 
the Tariff Schedules of the United States 
Annotate (TSUSA), and frozen 
raspberries under item number 14a7400 
of the TSUSA. 

In accordance with section 733 of the 
Tariff Act of 1930, as amended (the Act) 
(19 U.S.C. 1673b), on December 18.1984, 
the Department published its 
preliminary determination that there 
was reason to believe or suspect that 
red raspberries from Canada were being 
sold in the United States at less than fair 
value (49 FR 49129). On May 10.1985, 
the Department published its final 
determination that these imports were 
being sold at less than fair value (50 FR 
19768). 

On June 17.1985. in accordance with 
section 735(d) of the Act (19 U.S.C. 
1673d(d)). the ITC notified the 
Department that imports of red 
raspberries are materially injuring a 
United States industry. 

Therefore, in accordance with 
sections 738 and 751 of the Act (19 
U.S.C 1673e and 1675), the Department 
directs United States Customs officers to 
assess, upon further advice by the 
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ndminlstering authority pursuant to 
section 736(a)(1) of the Act (19 U.S.C. 
1673e(a)(l)). antidumping duties equal to 
the amount by which the foreign market 
value of the merchandise exceeds the 
United States price for all entries of red 
raspberries from Canada, with the 
exception of that produced by 
Abbotsford Growers Cooperative 
Association which has been excluded 
from this investigation. 

These antidumping duties will be 
assessed on all unliquidated entries of 
such merchandise entered, or 
withdrawn from warehouse, for 
consumption on or after December 16. 
1984. the date on which the Department 
published its •‘Preliminary 
Determination of Sales ul Less Than 
Fair Value** notice in the Federal 
Register. 

On and after the date of publication of 
this notice. United States Customs 
officers must require, at the some time 
08 importers would normally deposit 
estimated customs duties on this 
merchandise, a cosh deposit equal to the 
estimated weighted-average 
antidumping duty margins as noted 
below: 


llanufftcairtri / pi oduoan ^ ciporic*^ 

1 fnar^n 
, OmcafXt 

JMM ProcaMffiQ iNVPMd. 

1 2276 

Mukh«« A Son* Packao. Ud _ 

! 121 

Eaa CHi»(»ack Pf\M Coop«vaiPMi 


M oPw manulacluiar&yproducdra/aiportara 

j 241 
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This determination constitutes an 
antidumping order with respect to red 
raspberries from Canada pursuant to 
section 736 of the Act (19 U.S.C. 1073e) 
and § 353.48 of the Commerce 
Regulations (19 CFR 353.48). We have 
deleted from the Commerce Regulations. 
Annex 1 of 19 CFR Part 353. which listed 
antidumping findings and orders 
currc.ntly in effect. Instead, interested 
parties may contact the Office of 
information Services. Import 
Administration, for copies of the 
iipdiitrd list of orders currently in effect. 

This notice is published in accordance 
with section 736 of the Act (19 U.S.C. 
1673cl and § 353.48 of the Commerce 
Regulations (19 CFR 353.46). 

AUn F. Molmer. 

Deputy Assistant Secretary for Import 
Administrotwn. 

)une 19.1905. 

|FR t>oc. 85-15168 Fiird 6-21^ 6:45 ain| 
•MJJMQ COOf 


IDocXtt No. A*sa0*4051 

Grand and Upright Pianos From the 
Republic of Korea; Postponement of 
Final Antidumping Duty Determination 

agency: International Trade 
Administration. Import Administration. 
Department of Commerce. 
action: Notice. 


SUMMARY: This notice informs the public 
that the Department of Commerce (the 
Department) has received a request from 
the petitioners in this investigation to 
postpone the final determination, as 
provided for in section 735(a)(2)(B) of 
the Tariff Act of 1930. as amended (the 
Act) (19 U.S.C. 1673d(a)(2)(B)). Based on 
this request, we are postponing our final 
antidumping duty determination as to 
whether sales df grand and upright 
pianos from the Republic of Korea have 
occurred at less than fair value until not 
later than September 9.1985. 

EFFECTIVE DATE: |une 24. 1965. 

FOR FURTHER INFORMATION CONTACr. 
Francis R. Crowe, Office of 
Inve.stigations. Import Administration. 
International Trade Administration. 
Department of Commerce. 14lh St. and 
Constitution Avenue. NW., Washington 
D C. 20230; telephone (202) 377-4087. 
SUPPLEMENTARY INFORMATION: On 
October 17. 1984. we announced the 
initiation of an antidumping duty 
investigation to determine whether 
grand and upright pianos from the 
Republic of Korea, are being, or are 
likely to be. sold in the United Slates at 
less than fair value (49 F.R. 40627). We 
issued our preliminary negative 
determination on April 25,1985 (50 F.R. 
16331). Thai notice stated that we would 
issue a final determination by (uly 3. 
1985. On May 17.1985. counsel fur 
petitioners requested that we extend the 
period for the final determination until 
not later than the 135lh day afler 
publication of our preliminary 
determination in accordance with 
section 735(a)(2)(B) of the Act. If a 
petitioner requests an extension after a 
negative preliminary determination, the 
Depaiiment is required . absent 
compelling reasons la the contrary to 
grant the request. Accordingly, we grant 
the request and postpone our final 
determination until not later than 
September 9.1965. 

This notice is published pursuant to 
section 735(d) of the Act 

Scope of Investigation 

The products covered by this 
investigation are grand and upright 
pianos as currently provided for under 
items numbered 725X1320 and 725.0100. 


respectively, of the Tariff Schedules of 
the United Stales Annotated, 

AUn F. Hobnef, 

Deputy Assistant Secretary' for Impart 
Administration. 

June 17 . 1985 . 

|FR Doc BS-15141 Filed 6*21-66; 8 45 am| 
•ILUMO coot )SM>-OS-4l 


Exporters* Textile Advisory 
Committee; Open Meeting 

A meeting of the Exporters* Textile 
Advisory Committee will be held on |uly 
25.1985 ot 1:30 p.m. until 4XX) p m. In the 
Music Box/Plymoulh Room. Grand 
Hyatt New York. Park Avenue at Grand 
Central. New York. New York 10017. 
The Committee provides advice about 
ways to promote increased exports in 
U.S. textiles and apparel. 

Agenda: Review of export data: report 
on conditions in the export market: 
recent foreign restrictions affecting 
textiles: export expansion activities; and 
other business. 

The meeting will be open to the public 
with a limited number of seals 
available. For further infornratlon or 
copies of the minutes, contact Helen 
UGrandc. (202) 377-3737. 

DfltecL |une 19.1985. 

Walter C Lanahan. 

Deputy Assistant Secretary for Textitos and 
Apparel 

|FR Doc 65*15139 Filed 6*21-65; 64.S am) 
SILUHO cooe SS10-OR-4f 


IA-570-0031 

Shop Towels of Cotton From the 
People's Republic of China; Finel 
Results of Administrative Review of 
Antidumping Duty Order 

AGENCY: International Trade 
Administration/Import Administratlun 
Commerce. 

ACTION: Notice of Final Results of 
Administrative Review of Antidumping 
Duty Order. 

summary: On February 14.1965. the 
Department of Commerce published the 
preliminary results of its administrative 
review of the antidumping duty order on 
shop towels of cotton from the People'i 
Republic of China. 1*hc review covers 
the three known exporters and three of 
the four known third-country resellers of 
this merchandise to the United Slates 
and the period March 28,1983 through 
December 31,1983. 

We gave interested parlies an 
opportunity to comment on the 
preliminary results. At the request of an 
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iin(K>rter, we held a public hearing on 
April 1,1985. Based on our analysis of 
(he ( ommenU received and the 
correction of clerical errors, we have 
changed the margins for certain firms 
from those presented in the preliminary 
results of review. 

IFFECTIVI date: |une 24.1985. . 
rOR FURTHER INFORMATION CONTACT: 
Mdureen A. Flannery or fohn R, 

Kugelman< Office of Compliance. 
Imemalional Trade Administration. U.S. 
Department of Conunerce. Washington. 

D C 20230; telephone: (202) 377-3801. 
SUPPUEMENTARY INFORMATION; 

Background 

On February 14.1985. the Department 
of Commerce (“the Department“) 
published in the Federal Register (SQ FR 
6227) the preliminary results of its 
administrative review of the 
antidumping duty order on shop towels 
of cottem from the People's Republic of 
China (48 FR 45277; October 4.1983). 

The Department has now completed that 
administrative review. 

Scope of the Review 

Imports covered by the review are 
shipments of cotton shop towels. Cotton 
shop towels are currently classiriable 
under item 386.2740 of the Tariff 
Schedules of the United States 
AnnotaledL 

The review covers the three known 
exporters and three of the four known 
third-country resellers of this 
merchandise to the United States and 
the period March 28.1963, through 
December 31,1983. 

Analysis of Comments Received 

We invited interested parties to 
comment on the preliminary results, as 
provided by { 353.53(d) of the 
Commerce Regulations. At the request 
of an importer, Fedtox Incorporated, we 
held a public hearing on April 1,1985. 

Comment t: Fedtex and another 
importer of Chinese shop towels, 

Unifirst Corporation, argue that the 
failure of Chinese exporters to respond 
to the Department's request for 
information did not justify the 
pepartroent's application of the best 
information rule set forth In section 
^6(b) of the Tariff Act of 1930 ('The 
Tariff Act”). They note that section 
776(b) applies only when “a party . . . 
refuses or is unable to provide 
information requested ... or otherwise 
significantly impedes an investigation.” 
They argue that beiuiuse China is a 
Btdte contiolled-economy country, the 
exporters do not possess information 
that could the basis for our foreign 
market value determination and the 


exporters therefore could do nothing to 
significantly impede that determination. 

Fedtex and Unifirst further claim that 
we cannot consider the Chinese 
exporters to have refused to provide 
requested foreign market value 
information, because we never 
requested such information during this 
review. The importers contend that, at 
most, the Department might have been 
able to use a response to question C.l of 
the Department's questionnaire to make 
adjustments to foreign market value for 
differences in physical characteristiLS, 
but the response could not have served 
as the overall basis of a foreign market 
value calculation. Question C.1 did not 
request production factor information 
(the Department's method of calculating 
fair value during the original 
investigation). Even if that question 
could be considered relevant to 
production factors, § 353.8(c) of the 
Commerce Regulations authorizes the 
Department to use that method for 
calculating foreign market value only 
after exhausting the possibility of using 
surrogate data from producers of the 
merchandise in non-8tate*controlled- 
economy countries comparable to China 
in level of economic development. The 
Department must follow and exhaust 
that hierarchy of options before 
resorting to best information. Except for 
the production factor methodology, all of 
the options require information that the 
Chinese exporters do not possess. 

Fedtex and Unifirst also contend that 
it is not the best information rule, but 
rather the substantial evidence 
standard, that requires the Department 
to conduct a thorough investigation. 
They contend that the record of this 
proceeding contains no indication that 
the Department sought to obtain 
surrogate information, demonstrating 
the Department's disregard of its 
statutory and substantial evidence 
obligations. If the Department had 
looked, it might well have found a 
surrogate pr^ucer willing to provide 
information. Even without such 
cooperation, we could have obtained 
surrogate information from other 
sources. 

Milliken argues in opposition that the 
Department's initial questionnaire 
request for information was only the 
first step in the administrative review 
process; the failure of Chinese exporters 
to respond to that request relieved the 
Department of any obligation to refine 
its questions in follow-up 
questionnaires. 

In a narrower vein, Milliken contests 
the importers' arguments that Chinese 
exporters had no information to provide 
about forei^ market value. A fictional 
constructed value must be based upon 


factors of production suppliedliy ihc 
Chinese industry. 

Di}partment*s Position: The complete 
refusal of the Chinese exprorlers lo 
respond to any of the Department's 
requests for information justifies the 
application of the best information rule 
of section 776(b) of the Tariff Act, 

Section 776(b) states that "the 
administering authority and (he 
Commission shall, whenever a party or 
any other person refuses or Is unable to 
produce information requested in a 
timely manner and in the form requirtKl, 
or otherwise significantly Impedes an 
investigation, use the best information 
otherwise available." The complete 
failure of the Chinese exporters to 
produce any of the information 
requested, to respond lo all to the 
questionnaire or to any other inquiries, 
constitutes refusal to respond and did 
significantly impede this administrative 
review. (On |une 11.1985, after the close 
of the comment period, the Department 
received, through counsel for Fedtex and 
Unifirst, a purported questionnaire 
response from Chinatex. 

Assuming this to be an official 
response from Chlnatex, the Department 
has not considered the data contained in 
the submission in reaching these final 
results because the Department 
considers questionnaire responses 
received after publication of preliminary 
results of review to be untimely. See 
also Comment 9.) 

The failure of the exporters to respond 
prevented the Department from 
obtaining accurate, timely information 
on U.S. sale prices, the types of 
merchandise sold to the U.S., and the 
dates of U.S. sales for choosing 
appropriate surrogate comparison sales. 
Further, the refusal of the Chinese 
exporters to respond prevented the 
Department from properly adjusting 
non-slule-controlled-cconomy prices or 
constructed values used to represent 
foreign market value for potentially 
adverse adjustments for differences in 
the physical characteristics of the 
merchandise and differences In 
circumstances of sale such as credit, 
commissions, etc. Thus, regardless of the 
method the Department might have used 
under S 353.8 of the Commerce 
Regulations, the absence of any 
response to the U.S. price portion of the 
questionnaire made It impossible for the 
Department to calculate accurately 
foreign market values. Absent response, 
the Department had to begin its 
calculations late In the review by 
resorting to the best information 
available for U.S. price. Collecting that 
information alone took four months. 
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J’he que^ion of the tufficicncy of the 
Uepaiiment’s questionnaire with regard 
to overtly requesting production factor 
information Is in our view immaterial 
There was no reason to believe that the 
Chinese exporters would have answered 
more direct questions regarxiing fudors 
of pnidiictk>Q. Nor would we have 
allowed them to answer only about 
those factors and not answ^er the rest of 
the questionnaire. 

Comment Z Fedtex and UnifirsI argue 
that, if the Department decides to 
continue to apply the best infonnalion 
rule in this review, the best infonnation 
is out what the Department chose for the 
preliminary results, ius^ not the 1983 
selling price of the lowest-priced U.S.' 
manufactured shop towel, the WlPO 
Faglc towel The importers slate that the 
legislative history of section 776(b) 
contains no indication that Congress 
intended the provision to be applied as a 
pimslty. particularly if a party were by 
its very nature unable to supply the 
requested mlormation; rather, the 
function of the provision is to enable Iho 
Department to reach required 
determinations within the strki 
statutory deadliru^s. They argue that the 
Department's own application of the 
rule demonstrates the Department's 
understanding that the provision is not u 
license to penalize, and that the 
Department is to weigh aitematives 
before selecting the l^st information 
othewise available. They cite fmol 
results of reviews of the aiuntervailiog 
duty order on Michelin X-radial steel- 
belted tires from Canada and of the 
antidumping duty finding on blc>*de 
speedometers from Japan as instances in 
which the Department exercised careful 
and independent Judgment in choosing 
the best information. The importers also 
note that the decision for the Court of 
Appeals for the Federal Circuit in 
Atlantic Sifgar, Ltd, v. United States, 774 
r.2d 1556 (Fed. Cir. 1964) merely 
indicated that a party unwilling or 
unable to produce informuHon ran the 
risk that the administering agenry^'s 
choice of best information otherwise 
available might work against the party's 
best Interests. They argue that, in 
Atlantic Sugar, the Inlernalfonul Trade 
Commission's choice of best informotinn 
actually rewarded the failure of the 
respondent U.S. firm by enhandng the 
evidentiary support for an affirmatiw 
injury finding. 

By contrast, Milliken argues that the 
.4//(C7/jf/c5i<garopinton supports the 
proposition that the Department is • 
statutorily compelled to resort to best 
information otherwise available 
whcncwcT a respondent fails to proddo 
requested informatton. As the court said. 


the Department may use this rule as an 
informal club over recalcitrant parties. 

Deportments Posit ton As wc have 
indicated repeatedly since 1960. In 
Federal Register notices, articles, 
internal memoranda placed in public 
files, hearings, etc., we believe that. In a 
situotion like the one at hand, the best 
information rule h a rule of ach'erse 
inference. Without such an 
interpretation, the Department's 
administration of the antidumping and 
c'otmlervaiHng duty laws would be 
futile. The ITcpartroent lacks any 
authonty to Issue subpoenas for 
information. Parties are under no direct 
compulsion to answer our requests for 
information. If we could not resort to 
interpreting such complete refusab to 
answer as the planned withholding of 
information known by the potential 
respondent to be detrimental to ib 
interests, then all respondenb would 
adopt with impunity such a strategy of 
withholding. We must have the 
authority to use other market 
information for the potentially 
detnmental information withheld. 

The fact that unrelated importers must 
bear the burden of refusab by exporters 
to respond is imbedded in the statute, 
for better or worse. It b no different in 
kind from the basic statutory scheme of 
requiring that unrelated importers pay 
the duties resulting from the unfair trade 
practices of exporters. 

The importers cite to two of our prior 
deebiona regarding our choice of best 
information. In the first, the final results 
of our administrative review of the 
countervailing duty order on Michelin X- 
radial steel-belted tires from Canada (48 
FR 48737; October 2.1981]. we stated 
that we review parties whose exports 
we have previously determined to be 
dumped. Those subject to an 
antidumping or countervailing duty 
order have the incentive *'to minimize 
. . . the magnitude of their dumping or 
subsidizatioa" We rejected all of 
Michelln's suggested best information 
figures for Canadian sales of its 
Canadian produced tires. We did so, 
among other reasons, because adoption 
of Its suggestions would reward its 
earlier refusal to provide requested 
information. W'e ultimately ^ose our 
best information with that in mind. 

Our deebion in the final results of 
review of the antidumping finding on 
bicyde speedometers from Japan (47 FR 
28978; July 2.1982) also clearly 
demonstrates our use of adverse 
inference. 

Moreover, as provided in § 353.51(b) 
of the Commerce Regulations: Where a 
party to the proceeding refuses to 
provide requested information, that fact 


may bo taken into account in 
determining what is the best avaiUbh* 
information. 

As for the court's dedsion in At Ionite 
Sugar, the court did say that our dioini? 
of best information may appear to be a 
penalty in the eyes of the non¬ 
cooperating party. Whether the ITC s 
actual applicatioa of best Information m 
Atlantic Sugar operated as a penally is 
irrelevant to our review here. In any 
eveol we believe our use of adverse 
inference b differenl than using sectiuo 
776 as a penalty. If it were a penalty, we 
could arbilrarily pick any number 
without regard to market data usable 
under the statute. 

In the context of our adverse 
inference interpretation, we do exercsse 
discretion in choosing die best 
informatioo otherwise available. For 
example* in deiennining United Slati s 
price for thb review, wc have rejected 
the petitioner's information and used 
avaibbte Customs Service data which 
we were able to obtain because of thi* 
suspension of liquidation of Chinese 
entries. Similarly, we have coa8iderp<i 
numerous avenues for calculating 
foreign market value. See Comments 3 
and 4. When we decide to use the best 
information otherwbe available, due to 
the complete failure of a manufacturer 
or exporter to respond to our requests 
for information, wc consider 
independent information that %ve can 
readily obtain without unduly delaying 
the review. 

Comment 3: Fedtex and Unifirst assert 
that the Department even in its 
selection of best information, it bound 
by the hierarchy for choosing foreign 
market value outlined in section 773(c) 
of the Tariff Act and | 353.8 of the 
Commerce Regulations. They argue that 
the Department's reasons for proceeding 
directly to U.S. producer prices ore 
cuToneous. 

The Importers argue that the 
Department possesses extensive 
information concerning shop towel 
export sales to the United States by 
Pakistani and Indonesian producers 
including import data reported in 
Census Publication IM 140. Tlie 
Department also could have obtained 
from the Customs Ser\;icc all necessary 
import data regarding Pakistani or 
Indonesian shop towel entries during the 
period of review. The Department used 
comparable Customs Service data for 
Chinese imports as the basis of United 
States price in thb review. The 
Department could have asked for 
invoices from the Customs Service. 
Alternatively the Department could 
have used the copies of commercial 
invoices that the importers submitted for 
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export sales to the United States from 
Hung Kong. Pakistan, and Pent. 

Fedtex and Unifirst contend that the 
Pakistani government's blocking of the 
Department's access to Pakistani 
companies for potential surrogate home 
market sales data in the original fair 
value investigation in this case is 
irrelevant In this review. Nor does it 
justify totally abandoning that country 
as a polenlittl surrogate. The hierarchy 
in the regulolions requires proceeding to 
the next staled option. 

In the importer's view, the 
Department's policy of not using as a 
surrogate any country subject to an 
antidumping or countervailing duty 
proceeding on comparable merchandise 
has not basis in law. Hie Department 
could easily include in the foreign 
market value whatever margin of 
dumping or subsidization the 
Department concludes e.xists for that 
MirrOgata* The Department's policy is 
hiHpprop'riatc l>ecuuse it seriously 
diminishes the likelihood of the 
D^ parlmenl's finding any reliable 
surrogate measure of foreign market 
value. Even if the Department refuses to 
consider countries subject to 
antidumping or countervailing duty 
proceedings, tiong Kong and Indonesian 
export sales to the United Stales would 
stiil be available. The petitioner's 
contention concerning Hong Kong towel 
manufacturers using dumped Chinese 
fabric is unsupported and irrelevant. 
Finally, in the countervailing duty 
investigation of Indonesian textiles, the 
Department preliminarily found 
fubsidles of only 0.83 percent; such a 
level of subsidization should not 
prohibit the use of Indonesian export 
sales as surrogate information. 

Should we not use sales to the United 
States from one of those countries as the 
basis for foreign market value, the 
importeif argue that we should use the 
one year old 1982 production factor data 
from the final les8*thanTair*value 
dptermlnotion as a reliable 
approximation of what 1963 production 
f«cturs would be. Shop towels ore not 
sophisticated products for which the 
prixJuctlpn process constantly changes, 
snd the Department could make an 
adjuslmenl for Indonesian inflation. 
Prices in Indonesia's clothing sector 
increased by only 4.4 percent from 1982 
to 1983, and wage rates In Indonesia's 
textile sector declined during that 
period. Further, the devaluation of the 
*^piah against the dollar between 1982 
and 1983 would have caused a 29 
percent drop In the Indonesian textile 
cost translated Into U.S. dollars. 

«'sijming costs in local currency 
'^mained constant. Finally, such 


adjustment for inflation would eliminate 
any incentive to a respondent not to 
answer and (o assume the Department’s 
use of the respondent’s prior rate as best 
information. 

The petitioner argues that 
Departmental policy correctly precludes 
the use of unfairly traded exports from 
one country as the standard for 
determining the foreign market value of 
imports from another country. Because 
the Department has found Pakistani and 
Indonesian export subsidies on shop 
towel shipment to the United Slates, 
those unfairly traded exports should not 
be used in this administrative review. 

Milliken also alleges that Mong Kong 
shop towels are in fact made with 
dumped Chinese fabric that firms in 
Hung Kong merely cut into squares and 
overedge. and that those towels should 
not be used here for foreign market 
value. 

The petitioners finally contends that 
the use of a constructed value based 
upon Chinese factors of production 
valued in a non-state-controlled- 
economy country, as provided for in 
S 353.8(c) of the Commerce Regulations, 
exceeds the Department's authority 
under section 773(cJ of the Tariff Act. 

Even if the factor approach were 
lawful, it would be inappropriate in this 
instance because the respondents during 
the fair value investigation did not 
provide information on those factors 
adequate to meet the requirements of 
§ 353.8(c). That fictional constructed 
value from the fair value investigation 
also is unusable now because there is no 
way of knowing the extent to which the 
Chinese factors of production or the 
Indonesian valuation of such factors 
may have changed. The lack of any 
response to the Department's 
questionnaire, even before the 
Department was able to reach the point 
of asking for updated information on the 
factors, gives rise to the negative 
inference that the factors have changed 
in a direction that would result in a 
higher margin than that found in the fair 
value Investigation. The petitioner also 
cites various inflation rates for several 
sectors of the Indonesian economy as 
evidence that we cannot adjust costs 
found during the fair value investigation 
for use in this review, absent a detailed 
study of Indonesian conditions during 
the review period. Milliken notes that 
the Indonesian currency devaluation 
cited by the importers would have 
increased the cost of dollar- 
denominated imports of the raw cotton 
Indonesia must import for shop towel 
production. 

In sum, the ordy data usable by the 
Department, whether or not referred to 


as best information, are U.S. producer 
prices. 

Departments Position: As a general 
proposition, we believe that under 
section 773(c) of the Tariff Act and 
S 363.8 of the Commerce Regulations we 
must attempt to base foreign market 
value upon sales or costs of producers in 
a non-state-conlrolled-economy country 
at a similar level of economic 
development. However, when the state- 
con t rolled-economy country 
manufacturers or exporters totally 
refuse to respond, the obligation to 
follow the hierarchy in assscssing 
antidumping duties no longer exists. VVe 
have our concurrent obligation to 
conduct a timely review. 

Assuming we had the obligation to 
follow the hierarchy in best information 
situations, information possessed by us 
(or readily obtainable through other 
sources) on the importers* suggested 
surrogate choices within the hierarchy la 
inadequate or inappropriate for us to 
use to determine foreign market volue. 
We could not have attempted to obtain 
missing information without greatly 
delaying the review. 

First, complete and detailed 
information on U.S. entries of shop 
towels from other countries during the 
period of review was unavailable. We 
could only obtain from the Customs 
Service invoices for entries oi Pakistani 
towels during the period October 24. 
1983, through December 31.1983, 
because those entries were suspended 
due to the pending counter\*ailing duty 
investigation. However, those invoices 
covered only part of our review period 
here. We could not use the invoices 
submitted by the importers for the 
suggested countries' U.S shipments, 
because those invoices represented only 
a portion of the invoices corresponding 
in time to the sales of Chinese shop 
towels that entered during the period. 

Even if we had adequate information 
on those suggested exports to the United 
States, it remains our general policy in 
8tate*cantrolled*economy cases not to 
base foreign market value on surrogate 
countries* exports to the U.S. if those 
exports are subject to countervailing 
duty orders or suspension agreements. 
We are not persuaded that including the 
amount of the net subsidy in the 
sunt)gate's export price would yield a 
foreign market value that falls>vithin 
our hierarchy or. if it did. would provide 
a preferred l^sis for calculating foreign 
market value. Any such value would be 
merely a constructed hypothetical value. 
In addition, for Pakistani 1963 shop 
towel exports, the Pakistani response to 
our countervailing duty questionnaire 
was inadequate for us to calculate the 
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umuiml o( ihc net subsidy on ihoso 
exports. For IV'ruvian 1983 exports, the 
Uoparlmeni on Septemlufr 4.19B4. 
suspended its counturvuilins duty 
investigation of Peruvian shop towels 
lifter entering into un agreement with 
fVruvian exporters to cease their 
oxports to Ihc United Slates. We 
therefore did nut comptete our 
calciilnticin of the net sulrsidy on 1983 
expoiis. In our prehminary 
doiormination. we had found un 
estimated net subsidy of 44 percent aJ 
l a/orem. On April 17,1985, the 
Department U*niitnatrd its 
countervailing dut>' investigatiuii of 
fnilunesiun textile miU products, 
covering calendar year 1983. Because 
that termination was precipitated by the 
petitioneri* withdrawal of the petition, it 
would have been inappropriate to use 
prices of Indonesian shop towels 
exported to the U.S. in 1963 in this 
review. Before the temiinadon, we had 
prelmiinurily found those expeuts to be 
subsidized, and the termination did 
nothing to slier our condusion nC 
soliBidizatioD. It did end coCDplelioo ui 
our measurement of the inagmlude of 
subsidization on 1983 exports. We also 
could nut use Sri Laidcan 1983 exports. It 
would also not have been sppropnale to 
use prices of 1 long Kong shop towel 
exports to the U.S. as the basis for 
foreign market value. In conclusiotu we 
(xiuld nut have used lofbrmulion on an> 
of those countries' 1983 shop towel sales 
to the U.Sw We note that impoits of shop 
towels from the only two other 
exporting countries that we know of, 
India and Hungary, were so insignificant 
that they would nut have formed an 
adequate basis for foreign market value. 

We had insuCfident information to 
base foreign market value on the 
Indonesian cusU used in the fair value 
investigatiun adjusted for inflation. We 
agree with Milliken that, absent a 
questiuniiaire tespiHise. we cannot 
ascertain how Chinese factors of 
production may have changed. In 
addition, the petitioner's Icdomiation 
(contradicting the importers* 
informatinn) indicated that costs in 
Indonesia so clianged os to have 
precJudi^ our accuratedy evaluating ihi* 
sulnnissions without a detailed study 
that would have required dir<x:tly 
contarting Indonesian fHoduci^rs. That 
would unduly delay the final results of 
tlie n*view. Both sets of contradictory 
information were submitted after our 
publication of the preliminary results. 

We disagree with the petitioner's 
contention that § 3S3JS(c) of the 
Commerce Ri^ulatiuns violules section 
773|c) of the Tariff Act. Also. Ibis review 
is nut the uppropriiite fiifum for 


reviewing the adequacy of our 
conclusions during the original 
invcstigatiofl regarding the responses on 
the factors of pr^uction. 

Comment 4: Fedtex and Unifirst argue 
that, if wc use prices of U.S.‘inade shop 
toweb os the for foreign market 
value, we must use acnirate WlPO 
tow'el prices, not the questionable ones 
submitted by the pebtioner. We also 
should not use Milliken*s new 
suggestion of an average price of all 
U.S.-produced shop towels. 

Fedtex and Unifirst point out that the 
pebtioner previously acknowledged the 
Wira Eagle towel as most similar to the 
Chinese towel and they object to the 
petitioner'i taler argument that (1) The 
Eagle towel is inferior to the Chinese 
towel and (2) the Department should 
consider other U SL inade towels as the 
liasis of foreign market value. They note 
that WIPO advertises the Eagle towel to 
lie superior to imported towels. They 
argue that there is no information in the 
record to support the proposition that 
towels produced by t^ petitioner or a 
third U.Sw manufacturer constitute a 
belter ' such or simtiar" merchandise 
selection. 

Finally, Fedtex and Unifirst note that 
there is printing on the Eagle towel 
while the Chinese towel is generally 
unprintcfi justififing an adjustment for 
differences in lh« physical 
characteristics of the merchandise. (The 
im{U)fiers after the hearing supplied 
data on the cost of the WIPO printing.) 
lliey also argue that the Department, in 
accordance ivith section 773(a) |4) (B) of 
the Tanlf Act and $353.15 of Uw 
Commerce Regulations, should make 
downward adjustments to any such 
foreign mairkcl value for differences in 
credit costs, in the range of markebng 
activities, in the levels of trade, and in 
other cfrcumstances of sale. 

Win-Tex also argues that Ihc Chinese 
shop towels sold in the U.S. are smaller, 
have less expensive packing than the 
petitioner assumed, and have slightly 
less ocean freight and insurance charges 
than appear in the petitioner's model 

The petitioner contends that the Tariff 
Act and the Commerce Regulations do 
not provide for the use of the knvest ur 
'lowest average" price of merchandise 
produced in a non-stale'Controlled* 
economy country as the basis for foreign 
market value, and that the Deportment 
erred in using the lowest rather than the 
weightcfbaverage US, producer price as 
the basis for foreign market value. 

The petitioner further argues that 
there is no legal basis for any 
adjustment to U.S. producer prices used 
in determining foreign market value, that 
the Lack of evidentiary support an the 


record (and of any Chinese claims for 
adjuslmcnl) preclude such adjustments, 
and if adjustments were to be made, 
they would increase foreign market 
value. For instance ChiiK^* exporters 
bear wnrehousin^^and financing coats 
far in excess of any such costs home by 
U.S. producers, and physical differencet 
between Chinese and U.S. towels 
paradoxically make the inferior ChHieso 
towel costlier to produce. 

Department*^ PosUiorv We agree that 
to the extent possible, we must base 
foreign market value on merchandise 
identical to. or most similar la that sold 
to the U.S. Dosed on tnlormation 
submitted by both the petitioner and 
importers, we conclude that the Eaglf 
towel is the U.S.‘manufa€tiired towel 
most similar to the Chinese shop towel 
and thus the moat appropriate basis for 
foreign market value. 

We are not precluded in a best 
information situation from using a 
weighted average of the prices of more 
than one model of towel where, for 
instance, the prices of the most aimibi 
merchandise are not easily segregable 
from Ihc prices of less similar 
merchandise. This, henvever. is not the 
case here. After considering the 
information regarding Eagle towel 
pricing lubcnitfed by importers and thf* 
petitioner and data obtained from an 
independent source, we determine that 
the ^gle price used for foreign market 
value in our preliminary results is the 
appropriate price. 

As the petitioner has conceded, we 
requested in October 1984. suggestions 
regarding the best inforniBtlon otherwi^* 
available, and the petitioner at that timr 
argued that we should use the price of 
the Eagle towel as the ba.sts for foreign 
market value. The petitioner at that timr 
provided no details of differences In 
physical characteristics and costs 
iietween the Chinese and Eagle towels 

The Tariff Act and the Commerce 
Regulations do not prohibit adjustmrnlf 
to U.S. producer prices used as the basis 
for foreign market value. In fact, as with 
other bases of foreign market vului*. 
adjustments would be appropriate when 
we opt to use U.S. producer prices as ikf 
basis for comparison However, wr did 
not receive from either side timely or 
usable claims for adjustments. In 
particular, since wc lack adequate 
information on the net effect of any 
physical differences between the Bagir 
towel and Chinese towels, we have 
made no adjustment to foreign market 
value for differences in physical 
characteristics. Similarly, for all 
circumsiance-of-sale adjustments 
suggested by either the petitioner or 
importers, we received no timely daimi 
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and we have insufflcient information on 
relative costs to calculate such 
I odrjstmeiits. 

j[ Cijmrmnt 5: Fedtex and Unifirst agree 
I with the Department that the data the 
Df partmeot obtained from the Customs 
Service for the preliminary results* best 
informatioii calculation of United States 
. price contained virtually all needed 
information regarding relevant U.S. 
tales. The only figure that was not ^ 

I included is Chinese inland freight, and 
the Department correctly used verified 
Chinese cost information from the fair 
i value investigation, rather than the 
petttionef's suggested data. Fedlex and 
'{ Unifirsl note that, because the 
Department did not account for packing 
costs in calculating foreign market 
! value, there is no need for the 
1 Department to deduct packing costs 
horn United States price. 

The petitioner argues that, in 

i i determining U.S. price, the Department 
should make deductions for Chinese 
inland freight and packing costs. It notes 
I that, because China is a state- 
I controlled-economy country, the 
Department should use surrogate 

I shipping charges as a measure of 
Chinese inland freight, and suggests the 
use of U.S. charges as surrogate 
information. 

Ucpartmmtfs Position: We agree that 
the prices on Customs Service 
documents constitute the best 
informatkm available for U.S. price. We 
have changed our estimate of Chinese 
Inland freight for U.S. price calculations. 
For the same reasons that we use no 
other internal prices of a stale- 
cun ^rolled-economy country In 
calculating foreign market vlaue, if was 

U mcorrect to use Chinese rates to value 
those charges in US. price. See 
Comment 10, The statute does not 
permit us to deduct packing costs In 
I csloibfting U.S. price. We can adjust for 
differt?nc6S in packing in calculating 
foreign market value. However, in this 
Instiinca, because we do not have 
sdequale information on the cost of 
packing for U.S. or Chinese shop towels, 
we c.innot make an adfustment to 
foreign market value for differences in 
packing costs. 

Commerft 7: Counsel to Fedtex and 
Dnifirst contends that the Department's 
refusal to grant his request for a 
disclosorw conference on behalf of 
Unifirst contravened I 3d3.53fd] of the 
Uommenm Regulations, which provides 
I for disclosure approximsfely 30 days 
Pfior to the final results. He argues that 
our refusal seriously compromises 
Unifirsi’s ri^ts and impedes 
representation of the company's 
Interests. 


DepartmenVs Position: Section 
353.53(d) gives the Department 
discretion in its administration of 
disclosure requests. As tn all section 751 
reviews, the notice of preliminary 
results of this administrative review 
clearly stated that the Deportment must 
receive disclosure requests within 10 
days of the date of publication of that 
notice. CounseFs request on behalf of 
Unifirst was untimely. We did grant the 
same counseTs timely request for 
disclosure on behalf of F^tex. That 
counsel, therefore, received a full 
explanation of the best information 
methodology used Identically in the 
preliminary results for both companies. 
Counsel's daim that wc impeded his 
abiUty to represent his client thus is 
without merit 

Comment B: Another importer, Win- 
Tex Company, questions ]hc petitJoneFs 
alleged lo» of market share and its 
contention that other domestic 
manufacturers have nearly been forced 
out of business. 

Department's Position: in our 
calculation of dumping margins we 
cannot and did not consider the 
petitioner's allegations of infury. 

Comments Win-Tex contends that 
Chinatex stated that "the questionnaire 
was never presented to them/* Win-Tex 
further suggests that the questionnaire 
may never have reached the office or 
individual capable of completing and 
returning it Win-Tex argues that the 
questionnaire should have been sent to 
Chinatex by registered letter rather than 
delivcrred by American Embassy 
personnel in Beiiing. 

Department's Position-. Our use of 
American Embassy personnel to 
transmit questionnaires to Chinatex and 
other Chinese exporters was the 
appropriate way to ensure that the 
companies received the questionnaire. It 
is not our responsibility to ensure that 
the company personnel receiving a 
questionnaire transmit it to the office or 
individual within the firm appropriate 
for completion and return. 

We note that there was in the 
malerialf tubmilled on (ime 11,1965, a 
letter from Chinatex acknowledging 
receipt of the questionnaire on |uly 24, 
1984. Therefore, Chinatex's failure to 
respond for 11 months was. as we stated 
in Comment 1, a refusal to respond, 
Chinatex only responded after the filing 
of post>hearing briefs on the best 
information preliminary results. 

Comment tO: Win-Tex disputes the 
petitioner's calculation of UJ8. price, 
noting for example that the petitioner 
used a 13.6 percent normal duty rate and 
a 36.2 percent antidumping duty cash 
deposit rate, while the actual rates were 


13.5 percent and 30,1 percent, 
respectively. Win-Tex also stales that 
the distance between the Chinese 
factory and port is one-half of that 
claimed by the petitioner, and that the 
foreign inland freight on the U.S. 
shipments, even if valued by U.S. ralher 
than Chinese rales, would be $1.20 per 
bale rather than the $9.75 per bale 
suggested by the petitioner. 

Fedtex also disagrees with the 
petitioner's estimate of the distance 
between the Chinese manufacturing 
plants and the ports of exportation. 

Department's Position-. We have not 
used any of the petitioner's information 
in our calculation of U.S. price. Rather, 
for all but Chinese inland freight, we 
have used information from the Customs 
Service. We contacted transportation 
brokers in various regions of the U.S. to 
obtain freight rates for the transport of 
shop towels. We applied the average of 
the rates obtained to the weights of the 
Chinese shipments. We took the 
resultant numbers and applied them to 
estimated distances from the Chinese 
factories to the ports of exportation. 

Comment 12: Win-Tex argues that the 
Chinese factors of production valued in 
China should be used as the basis of 
foreign market value, and Win-Tex 
provided as part of its prehearing brief a 
calculation of foreign market value 
based on Chinese costs. 

DepartmenVs Position: The Tariff Act 
does not permit us to value factors of 
production using costs in the state- 
controlled-economy country. 

Comment 22: Win-Tex contends that, 
because WIPO offered and sold its 
Eagle towel for substantially less during 
1983 than the Department's chosen 
figure (suggested by Milliken) in the 
preliminary results, the Department's 
number does not necessarily represent 
the lowest market price of a U.S.- 
manufactured shop towel. 

Fedtex and Unifirst also disagree with 
the petitioner's assertion of the selling 
price for the WiPO towel. They believe 
the price was substantially lower.* 

DepartmenVs Position: After 
reviewing all the information.we 
conclude that our number used for the 
preliminary results is appropriate to use 
as the basis of foreign market value. See 
also Comment 4. 

Comment 23: Win-Tex notes that It is 
able to negotiate a good price for 
Chinese shop toweU because H 
purchases in volume quantities. 

DepartmenVs Position: Because we 
have no evidence regarding quantity 
discounts given by WIPO, we camiol 
make an ad}U 5 tment for differences in 
quantities. 
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Comment 14: Win-Tex argues that 
there arc raw material, overhead, and 
labor cost differences between the 
Chinese towels and Milliken towels. 

Department's Position: Since we have 
concluded that the Eagle towel, not the 
Milliken towel, is the U.S.'produced 
towel mo.«it similar to the Chinese towel, 
this point is moot. 

Comment 15: The petitioner argues 
that the Tariff Act and the Commerce 
Regub'itions. independently of the best 
information rule, require the use of U.S. 
producer prices as the basis for foreign 
market value in this review. Section 
773(c) of the Tariff Act requires that the 
foreign market value of merchandise 
produced in a 8tate-controlled>economy 
country be based upon the price or 
constructed value of such or similar 
merchandise in a non-state<controlled- 
economy country. The petitioner argues 
that the term *"non-8tate-controlled- 
economy country*' includes the United 
States, and. because the Department has 
home market prices in the United States 
and does not have home rqarkct price or 
constructed value informatipn for shop 
towels produced in any other non-state- 
controlled-economy country, it must use 
U.S. producer prices as the basis for 
foreign market value. 

Departments Position: Section 
353.8(a)(1) of the Commerce Regulations 
specifies that, when the merchandise is 
produced in a state-controlled-economy 
country, foreign market value may be 
the prices at which similar merchandise 
manufactured in a non-state-controlled- 
cconomy country is sold in that country, 
or to other countries (including the 
United States) or the constructed value 
of similar merchandise In a non-state- 
controllcd-economy country. Section 
353.8(b)(1) stipulates that, to the extent 
possible, the Department shall use a 
non-statc-controlled-economy country at 
a comparable level of economic 
development. If information on a 
comparable country cannot be obtained, 
then under 5 353.8(b)(2). the Department 
must if possible use another non-state- 
con trolled-economy country, other than 
the United States. Under $ 353.8(b)(3). 
the Department can use prices or 
construced value in the United States 
only if the Department cannot find a 
country meeting the requirements of 
$ 353.8(b)(1) or (2). We believe this 
hierarchy to be lawful and would follow 
it except when we must resort to best 
information. 

Comment 16: The petitioner criticizes 
the importer's suggested use of non- 
statc-controlled-economy country export 
prices to the U.S. for foreign market 
value because competition from a major 
stale-controlled-economy supplier such 
as China forces those other exporters to 


lower their prices or withdraw from the 
market. 

Department's Position: Section 773(c) 
of the Tariff Act and § 353.8 of the 
Commerce Regulations direct the 
Department to consider exports from 
non-state-controlled-economy countries 
to the United States as possible bases 
for determining foreign market value. 

Comment 17: The petitioner contends 
that, if the Department chooses to 
consider sales of Pakistani. Indonesian.^ 
or Hong Kong towels, the Department 
must satisfy itself that those sales are 
made at prices above their cost of 
production. 

Departments Position: This issue is 
moot because we are not using those 
sales for foreign market value. 

Comment Id: The petitioner contends 
that, in other oases in which the 
Department used the fair value 
investigation margin as the best 
information otherwise available for a 
non-responsive firm, the petitioner 
generally had no objection to that choice 
and did not offer any alternative to the 
Department's choice. There also was no 
evidence of price reductions by 
exporters or shifts among exporters to 
take advantage of differences in 
company-speciric cash deposit rates. 
Here, the petitioner alleges that China 
shifted the source of its exports from 
CNART to Chinatex. which had a cash 
deposit rate seven percentage points 
tower than CNART. Chinatex accounted 
for few of the shop towel imports during 
the period of the fair value investigation, 
but later became the major supplier. The 
petitioner notes that the two companies 
share the same Beijing address, and 
claims that the shift "involved no more 
than a shuffling of papers." The 
petitioner alleges that, through that shift 
and the lowering of prices on sales to 
the U.S.. China has managed to continue 
its exports at record levels despite the 
antidumping duty order, with a 
disastrous impact on the U.S. shop towel 
industry. 

Departments Position: In cases in 
which the manufacturer and/or exporter 
is non-responsive. for best information 
otherwise available the Department 
generally has used since 1960 (see. e.g.. 
the Hnal results of review of the 
antidumping finding on expanded metal 
from Japan (45 FR 77501; November 24. 
1980)) the highest rate among all 
responding firms with shipments during 
the period, or the firm's prior rate, 
whichever is higher. 

However, in this case, because none 
of the Chinese exporters responded, 
there was no highest rate among 
responding shippers. Because there was 
an allegation, supported by Customs 
Service data, that prices of Chinese shop 


towel imports were generally lower 
during the review period than during ths 
period of the fair value investigation, we 
doubt the current accuracy of the only 
prior rate, the fair value rate. We 
therefore have considered alternate 
sources of best information. See 
Comments 3 and 4. 

Information available to the 
Department is inadequate to support the 
allegation of a deliberate switch of 
export sourcing as a result of the 
antidumping determination. 
Furthermore, the allegation is untimely. 

In a section 751 administrative review 
we do not consider the level of imports 
and their effect on the domestic 
industry. 

Comment 19: Milliken argues that the 
best information available for U.S. price 
is information submitted by Milliken, 
rather than Customs Service data, whidi 
Milliken claims overstate U.S. price. 
Otherwise, the Customs Service data 
suggest that importers sold Chinese 
shop towels at or below their cost 
during the period of review; those pricei 
are. therefore, unreliable. 

Departments Position. In the absence 
of a response and verification, we can 
not assesss the veracity of information 
submitted to the Customs Service. In s 
section 751 review, we do not consider 
the resale prices of unrelated importers 
The Customs Service data remain the 
best information otherwise available. 

Final Results of the Review 

As a result of the comments received, 
and the correction of clerical errors, ws 
have revised our preliminary results, 
and we determine that the following 
weighted-average margins exist for the 
period March 2d. 1983 through December 
31.1983: 


EigNinar/9Mrtf«oufilry raMOtr (oounry) 


Ching NiBontf Ku gnd CnOi in^port and 

Eipon Co*pOfaSon (CNART) - -- 

OHAST/C>M0wm% Uratad (Hooq Kongl. 
ONART/Fabnc Emartjnaa UiaWd (Hong (Kong) 
China NaadnW Nahva Produoa and Aiwna) 
Piroducto impoft and Ejdiort Co^pofaSon 
China NaSorW Tacttaa (npod and Capon Cor- 

poradon (CNnaM_ 

ChmataxfTrana^ASanac SaiM Co. Lid 
(Canada),.-.. _ . 


Mil 

mo 

nn 


* No anthaa dunng fhm pahod 


The Department shall determine and 
the U.S. Customs Service shall assess, 
antidumping duties on all appropriate 
entries. Individual differences between 
United States price and foreign market 
value may vary from the percentages 
stated above. The Department will issue 
appraisement instructions on each 
exporter directly to the Customs Serrios 
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Farther, as provided for by 5 353.4fi(bJ 
of the Commerco Regulations, a cash 
deposit of estimated antidumping duties 
based on the above margins shall he 
required for those firms. For any future 
entries for a now exporter not covered 
by this administrative review, whose 
first shipments of Chinese cotton shop 
towels occurred after Decinnber 31.1983 
and who is unrelated to any reviewed 
firm, a cash deposit of 86.10 percent 
ihafl be requir^. These deposit 
requirements are effective for all 
ihiprnentf entered, or withdra%vn from 
Wiirehouse. for consumption on or after 
the date of publlratfon of this notice, 
and shaft remain in effect until 
publication of the final results of the 
next administrative review. 

The Department encourages 
interested parties to re\'iew the public 
record and submit applications for 
protective orders as early as possible. 

The administrative review and notice 
are in accordance with section 751(a)(1) 
of the Tariff Ac| (19 U.S.C. 1675(a)(1)) 
and { 3S3J&3 of the Commerce 
Regulations (19 CFR 353.53). 

Dated; |unc 18. I9B5 
Alan F. Ifotiiier. 

Ikfputy Asstiffanf f>ef:rrrar^ for Import 
Mmmsirotlm. 

|FR Doc, 8S-l.St40 Filed 6-21-«5; 8:45 am| 
iXUMO CODS M1C-OS>M 


National Oceanic and Atmospheric 
Administration 

ExtenakMi of Comment Feriod for 
Draft Federal Consistency Study 

aodicy: National Oceanic and 
Atmospheric Administration. National 
Ocean Service, Office of Ocean and 
Coastal Resource Management. 
Commerce, 

Action: Extension of Comment Period 
for Draft Federal Consistency Study. 

sumsijuiy: This notice extends the 
public comment period for the rm icw of 
the Draft Federal Consistency Study 
frnm )une 30 1965 to August 31.1965. 

The original notice of availability of the 
study was published in the Federal 
Register on May 1. V.185 (50 FR 18546). 
Thi< Study presents information on 
Federal consistency reviews under 
Section 307 of the Coastal Zone 
Managemifnl Act. 

The comment period for the Draft 
Federal Consistency Study is extciulcd 
to August 31,1985 in order to provide 
full opportunity for public review. 

have been received for an 
oxtention of the public comment period, 
hj light of these requests, and due to the 
length of the study and the complexity 


of the material, an extension of the 
review period is appropriate. NOAA 
encourages all interested parties to 
review the Study and provide 
comments. 

date: Please submit comments by 
August 31.1965. 

Aooness: Submit written comments to: 
Nan Evans. Senior Policy Analyst N/ 
ORM4, OfTice of Ocean and Ccmslal 
Resource Management. NOAA. 3300 
Whitehaven Street NW.. Washington. 
D.C. 20235. (202) 634-4251. 

FOR FURTHER INFORMATION CONTACT: 

Brooke Alexander, Policy Analyst 
OITice of Ocean and Coastal Resource 
Management (202-634-42511. 
SUPPLEMENTARY INFORMATION*. For 8 
more detailed description of the Study 
contents see the notice of ovailabiltly of 
the Draft Federal Consistency Study 
published in the Federal Register on 
May 1.1985 (50 FR 1H546), 

(Federal Domefttk Assistanoe Catalog 11.419 
Coastal Zone Management Program 
Administration) 

Dated: )une 16 1985. 

Pater L Tweedt 

Director. Office of Ocean and Coaetol 
HcMurce ManogemenL 
(FR Doc. B5-15073 Fdcd 6-21-6.5: 8:45 am\ 
VLLINO cooc isio-at-w 


Evaluation of Stafe/Terrltorhil Coastal 
Management Programs. Coastal 
Energy Impact Programs and National 
Estuarine Sanctuaries 

AGENCY: .National Oceanic amd 
Atmospheric Ailministration. National 
Ocean Service. Office of Ocean and 
Coastal Resource Management. 
Commerce. 

ACTION: Notice of Availability of 
Evaluation Findings. 

SUMMARY. Notice IS hereby given of the 
availability of the evaluation findings 
for the California. Virgin Islands. 
Pennsylvania. Maryland. Connecticut. 
South Carolina, and New York Coastal 
Management Programs. Section 312 of 
the Coastal Zone Management Act of 
1972. as amended, requires a continuing 
review of the perfomance of each 
coastal state with respect to the 
implementation of its federally approved 
Coastal Management Program. The 
states evaluated were found to be 
adhering both to the programmatic 
terms of their financial assistance 
awards and/or to (heir approved coastal 
management programs: and to be 
making progress on award tasks, special 
award conditions, and significant 
improvement (asks aimed at program 
implemenlaion and enforcement, as 


appropriate. Accomplishment in 
implementing coastal zone management 
programs were occurring with respect to 
the national coastal management 
objectives identified in section 
303(2)(A)-(I] of the Coastal Zone 
Management Act. 

A copy of the assessment and detailed 
findings for these programs may be 
obtained on request from: (ohn H. 
McLeod. Acting Evaluation Officer. 
Policy Coordination Division. Office of 
Ocean and Coastal Resource 
Management. National Ocean Ser\*k:e. 
NOAA, 3300 Whitehaven Street, NW., 
Washington. D.C 20235 (telephone: 202/ 
634-4245). 

(Federal Dometlie Atstifance Catalog 11 419 
Coastal Zone Management Prognim 
Adminiilralion) 

Dated, (une 14.1965. 

Peter L. Tweedt. 

Director. Office of Ocean and Coaetol 
Hesoarce ManoffemenL 
(FR Doc. 85-15002 Filed 6-21-65; 8:45 am| 
•a.UNO cooc SS10-M-N 


Intent To Evaluale; Coastal 
Management Programs and National 
Estuarine Sanctuaries 

agency: National Oceanic and 
Atmospheric Administration. National 
Ocean Service. Office of Ocean and 
Coastal Resource Management, 
Commerce. 

ACTION; Notice of Intent to Evaluate. 

summary: The National Oceanic and 
Atmospheric Administration, National 
Ocean Service, Office of Ocean and 
Coostal Resource Management (OCRM), 
announces its intent to evaluate the 
performance of the Alabama Coastal 
Management Program (CMPl: the 
Wisconsin CMP; fHorida’s Rookerj' Bay 
National Estuarine Sanctuary: 
Maryland's Chesapeake Bay National 
Estuarine Sanctuary, and .Maine's Wells 
National Estuarine Sanctuary through 
September 1985. These reviews will be 
conducted pursuant to section 312 of the 
Coastal Zone Management Act (CZMA) 
which requires a continuing review of 
the performance of the states with 
respect to coastal management, and 
their adherence to the terms of financial 
assistance awards funded under the 
CZMA. Coastal zone management if 
funded under CZMA section 306. and 
the National Estuarine Sanctuary 
Program is authorized by CZMA section 
315. The reviews involve consideration 
of written submissions, a site visit to^the 
state, and consultation with interested 
Federal, state and local agencies and 
members of the public Public meetings 
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will be held as part of the site visits. The 
state will issue notice of these meetings. 
Copies of each stale's most recent 
performance report, as well as the 
OCRM’s notification letter and 
supplemental information request letter 
to the state are available upon request 
from the OCRM. A subsequent notice 
will be placed in the Federal Register 
announcing the availability of the Final 
Findings based on each evaluation once 
these arc completed. 

FOR FURTHER INFORMATION CONTACT! 

|ohn If. McLeod. Acting Evaluation 
Officer. Policy Coordination Division. 
Office of Ocean and Coastal Resource 
Management National Ocean Service. 
NOAA. 3300 Whitehaven St.. NW., 
Washington. D.C 20235 (telephone 202/ 
634-4245J- 

(Federal Domestic Assistance Catalog 11.419 
Coastal Zona Management Program 
Administration) 

Dated |une 14.1965 
Peter L Tweedl. 

Director, Office of Ocean and Coastal 
Resource Management 
|FR Doc. 8S-1S061 Filed 0-21<a5: a*45 am) 
SAUMOCOOf Mio-oa^ 


COMMITTEE FOR THE 
IMPLEMENTATION OF TEXTILE 
AGREEMENTS 

Clarification of Definition of Handmade 
Textile and AppartI Products 

|une 18.1965. 

Certain bilateral cotton, wool and 
man-made fiber textile and apparel 
agreements and arrangements 
negotiated by the United Stales with 
other countries provide for the 
exemption from limits of handmade 
products made from handloomed fabrics 
which are properly certified by the 
government of the exporting country 
prior to exportation. 

The purpose of this notice is to clarify 
for importers and other interested 
persons that in order to qualify for 
exemption under the terras of the 
bilateral agreements and arrangements, 
such items must be cut and sewn with 
needle held in the hand, in the cottage 
industry of the country, without the use 
of any treadle or power-driven sewing 
machine. Shipments of such goods 
which ore determined by the U.S. 
Customs Service not to be in conformity 
with the foregoing definition will be 
denied entry, or withdrawal from 
warehouse, for consumption in the 
United States, regardless of exempt 


r^rtification by the government of the 
exporting country. 

Walter C Leoahan. 

Chairman. Committee for the implementation 
of Textile Agreements. 

|FR Doc. 85-15126 Filed 6-21-85; 6:45 am) 
SIUINO COOC MtO-Oa-N 


COMMITTEE FOR PURCHASE FROM 
THE BUND AND OTHER SEVERELY 
HANDICAPPED 

Procurement List 1985 Additions 

agency: Committee for Purchase From 
Ihe Blind and Other Severely 
Handicapped. 

action: Additions to Procurement List 

SUMMARY: This action adds to 
Procurement Lis't 1985 commodities to be 
produced by workshops for the blind 
and other severely handicapped. 
EFFECTIVE DATE: June 24. 1985. 

ADDRESS: Committee for Purchase from 
the Blind and Other Severely 
Handicapped. Cr>*8tal Square 5. Suite 
1107.1755 lefferson Davis Highway. 
Arlington. Virginia 22202-3509. 

FOR FURTHER INFORMATION CONTACT: 
C.W. Fletcher. (703) 557-1145. 
SUPPLEMENTARY INFORMATION: A Notici! 
of Proposed Additions to the 
Procurement List of Ihe commodities 
listed below was published in Ihe 
Federal Register on September 14.1984 
(40 FR 36133] and january la 1985 (50 
FR2704). 

One comment was received in 
response to the notice on surgical towel 
pack. The commenter questioned the 
capability of the workshop to produce 
the item in compliance ivith the 
specification and indicated that the 
impact would be severe on his firm 
which had the current contract for the 
hem. The Committee considered the 
comment received as well as other 
pertinent information and determined 
that the workshop is capable of 
producing the surgical towel pack in 
compliance with applicable 
specifications based on the 
Government’s inspection of the 
workshop and that the addition of the 
surreal towel pack would not result In 
serious adverse impact on Ihe current 
contractor for the item. 

Several comments were received in 
response to the notice on the plastic 
canteen. One commenter suggested that 
the addition be limited to 50% of the 
Government’s requirement. Another, the 
counsel for the current contracior. 
questioned the capability of the 
workshop to produce the canteen in 
compliance with the speciHcation and at 


the fair market price. Based on the 
proposed addition of the total 
Government requirement for this Hem. 
he indidsted (hat the loss of business 
would severely impact on the firm and 
cause it to lay off 20 employees. He 
stated further that the Firm has a 
substantial investment in production 
and testing equipment that can only be 
used for canteen production and that it 
is doubtful if the Firm would retain 
sufficient employees, machinery, and 
equipment to maintain its capacity to 
expand in event of mobilization. 
Another commenter indicated that the 
current contractor was iustiFied in 
requesting that Ihe Committee reject the 
proposed addition. 

The workshop was inspected by the 
Government and determined to be 
capable of producing the canteen in 
compliance with the speciFications. Ihe 
addition represents about 51% of the 
Government’s requirement for the 
canteen and will leave a significant 
quantity for procurement from 
competitive sources. The addition to the 
Procurement List wiU add another 
producer to the industrial base. 

The Committee considered the 
comments and the information reflected 
above and determined that the 
workshop can produce the canteen in 
compliance with applicable 
specifications at the fair market price 
and that the addition will not result in 
severe impact on the current contracti r 

Additions 

After considerations of the relevant 
matter presented, the Committee has 
determined that the commodities listed 
below are suitable for procurement by 
the Federal Government under 41 U.S.C 
4fr-48c. 85 Slat. 77 and 41 CFR 51.2-6 

1 certify that the following action will 
not have a signiFicant impact on a 
substantial number of small entities. The 
major factors considered were: 

a. The action will not result In any 
additional reporting, recordkeeping or 
other compliance requirements. 

b. The action will not have a serious 
economic impact on any Ciintrantors for 
the commodities listed. 

c. The action will result in authorizing 
small entities to produce the 
commodities procured by Ihe 
Government. 

Accordingly, the following 
commodities are hereby added to 
Procurement List 1985: 

Commodities 

Towel Pack. Surgical. 6530 - 00 - 1 10-1854 
Canteen. Water. Plastic. 8465-01-115- 

0026 
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(RitquIriimiinU for Mech4inUburg. PA; Tracy, 
CA; mid Oakland. CA DIJ\ dcpoft onlyl 
aw n«)tdMr. 

£tacu(ive Director, 

IFF Doc. 8S-15130 Filed n-21-A5; A;45 am| 
ULimo cooc 


Procureintnt List; 1985 Proposed 
Addition 

agency: Committee for Purchase from 
the Blind and Other Severely 
Handicapped. 

action: Proposed Addition to 
Procurement List. 


SUMMARY: The Committee has received 
a proposal to add to Procurement List 
1965 a service to be provided by 
workshops for the blind and other 
severely handicapped. 

Comments must be received on or 
before: |uly 24.1985. 

ADDRESS: Committee for Purchase from 
the Blind and Other Severely 
Handicapped. Crystal Square 5, Suite 
1107,1755 Jefferson Davis Highway, 
Arlington. Virginia 22202-3509. 

FOR FURTHER INFORMATION CONTACT: 
CW, Fletcher. (703) 557-1145. 

supplementary information: This 
notice is published pursuant to 41 U.S.C. 
47(aJ(2). 85 Stat. 77 and 41 CFK 51-2.6. 

Iti purpose is to provide interested 
persons an opportunity to submit 
comments on the possible imp^ict of the 
proposed action. 

.Addition 

If the Committee approves the 
proposed addition, all entities of the 
Federal Government will be required to 
procure the service listed below from 
workshops for the blind or other 
levcrely handicapped. 

It is proposed to a^d the following 
service to Procurement List 1985. 

October 19.1984 (49 FR 41195): 

Senica 

janitorial/Custodial for the following 
locations: 

Bishop Henry Whipple Federal Building 
and Motor Pool. Fort Snelling. 
Minnesota 

Federal Building. 212 3rd Avenue South. 

Minneapolis. Minnesota 
Federal Building and U.S. Courthouse. 
110 South Fourth Street Minneapolis, 
Minnesota 

Bocial Security Building 1811 Chicago 
Avenue South. Minneapolis. 
Minnesota 


Federal Building and U.S. Courthouse. 
316 N. Robert Street. St. Paul. * 
Minnesota 
CW. Fletcher, 

Executive Director 

(FR Doc. 85-15131 Filed 6-21-85; 845 am) 
aiLUNO cooc •tro-jS'M 


DEPARTMENT OF DEFENSE 

Departnient of the Navy 

Naval Research Advisory Committee; 
Closed Meeting 

Correction 

In FR Doc. 85-14115. appearing on 
page 24673 in the issue of Wednesday. 
June 12,1965, make the following 
correction: In the second column, in the 
fourth line of the first paragraph, 
between the words “the*’ and “Naval** 
Insert **Navnl Research Advisory 
Committee will meet on June 27,1985, at 
the Office of*. 

aiLUNQ COOE 1S0I-01-M 


DEPARTMENT OF EDUCATION 

Office of Special Education and 
Rehabiiltatlva Services 

Training Personnel for the Education 
of the Handicapped 

AGENCY: Department of Education. 
ACTION: Application Notice Establishing 
Closing Dates for Transmittal of Fiscal 
Year 1986 New Grant Applications. 

SUMMARY: Applications are invited for 
new pro]ects under the Training 
Personnel for the Education of the 
Handicapped program. 

Grants for the Training Personnel for 
the Education of the Handicapped 
program are authorized by S^tions 631. 
632. and 634 of Part D of the Education 
of the Handicapped Act. 

(20 U.S.C 1431.1432.1434) 

The purpose of the program is to 
increase the quantity and improve the 
quality of personnel to educate 
handicapped children and youth. 

Applications may be submitted by 
State educational agencies, institutions 
of higher education, and other 
appropriate nonprofit agencies and 
organizations. 

Organization of Notice 

This notice contains two parts. Part I 
includes, in chronological order, the list 
of closing dates for new grant 
applications covered by this notice. Pari 
11 contains individual application 
announcements for each priority. These 


announcements are In the same order as 
the closing dates listed in Part 1. 

Instructions for Transmittal of 
Applications 

Applicants should note specifically 
the instructions for the transmittal of 
applications noted below: 

Transmittal of Applications: 
Applications for new awards must be 
mailed or hand delivered on or before 
the closing date given in the individual 
program announcements Included in this 
document. 

Applications delivered by mail: An 
application sent by mail must be 
addressed to the Department of 
Education, Application Control Center, 
Attention: 64.029.400 Maryland Avenue 
SW.. Washington. D.C. 20202. 

An applicant must show proof of 
mailing consisting of one of the 
following: 

(1) A legibly dated U S, Postal Service 
postmark. 

(2) A legible mail receipt with the date 
of mailing stamped by the U.S. Postal 
Service. 

(3) A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
acceptable to the U.S. Secretary of 
Education. 

If an application is sent through the 
U.S. Postal Service, the Secretary does 
not accept either of the following as 
proof of mailing: (1) A private metered 
postmark, or (2) a mail receipt that is not 
dated by the U.S. Postal Service. 

An applicant should note that the U.S. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 

An applicant is encouraged to use 
registered or at least first class mail. 

Each late applicant will be notiBed 
that its application will not be 
considered. 

Application delivered by hand: An 
application that is hand delivered must 
be taken to the Department of 
Education, Application Control Center. 
Room 5673. Regional Office Building 3. 
7ih and D Streets SW., Washington. D.C. 

The Application Control Center will 
accept hand delivered applications 
between 8:00 ajn. and 4.00 p.m. 
(Washington. D.C. time) daily, except 
Saturdays, Sundays, and Federal 
holidays. 

An application that is hand delivered 
will not be accepted by the Application 
Control Center after 4:00 p.m. on the 
closing date. 

Avoiloble funds: An applicant for a 
grant may propose a project period of up 
to 60 months. However, awards will 
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generally be mack for n period of 24 to 
36 months. Since fiscal year 1986 
appropriation levels have not yet been 
determined acoimtc estimates of 
funding under each priority are not 
available. However, based on the 
Adminiitnition budget request, it is 
expexted that funding wilt be available 
to award new grants al the approximate 
funding levels mdkaled under the 
applicatiofi notice for each priority. 
These estimates of funding levels do not 
bind the Department lo a spetnlic 
number of grants, or to the amount of 
any grunt, unks that amount is 
othenvise specified by statute or 
regulation. At least 10 percent of the 
appropriation for this program will go 
toward the suppoti of new and 
continuing Parent Orguniealion Projects. 

Priorities for funding; The regulations 
for this program provide that the 
Secretary*, in any fiscal year, may select 
tMie or more of the ten published 
priorities, or any combination of 
priorities, for competition, in Bscal year 
1966, competitions wi6 be held in nine of 
the ten priority areas included under 
$ 316.11 of the regulalioos. Applications 
which do not address these priorities 
will nut bo considered. 

Part I—List of Closhig Dates for the 
Transmittal of New Grant AppIkoHons 
Pubibhed in TItb Notice 


crew 

1 j 

S4ceso 

1 Ww»0on or Pm- 

osocas 

MX»W ..[sskWPkwgU__ 

0»<Qi-06 

040790 .1 

'WvfiMton or nanoiM ip 

1 WomW SpacW Edueaion 
ms Hrnmms to 

Nffwtocp jnd InfOTN HanS 
' qppaOCMOx* 

OSOS-SS 

a4 079W 

ewio»ofcQw oi to 

W<y% m RuriS Arm 

os-oo-ss 

IMOPW 

oT rVvyonnor tor 
KtnorW NMdtovptof CM 

os-osas 

04 0790 

to>p»99ciw pr Edbai 

tor» 

ft-fsas 

Monr 

PrtiMfOtton of RcMtod Son^ 
low PtionriBi. 

it'isao 

040W ^ 

Sum EdwadW Pny 

1 gnwA 

o»-f7ao 

M0?»P 

Par«oi OroantfiUioo Ptopci* 

co-irao 

!_ 


Part II^Appllcation Notices 

B3.Q290—Preparation of Leadership 
Personnel 

Closing date: September 6.1965. 

Progrvm inforrnaiioft: I1iis priority 
supports doctoral und posLd^oral 
pre.scr\’ice preparation of professkmal 
personnel to conduct training of teacher 
trainers, researchers, admiDistrators. 
and other speciulists. 

Aivilab/e funds: About Sl.QOClOQO of 
the funds made available for new 
Training Perimnnel fur Education of the 
Handicapped awards for fiscal year 


1966 will be made available for this 
priority, llie average grant is expected 
to be about $65,000. 

MM29K^peciol Projects 

Ckmng date: September 6^ 1965. 

Program information: This priority 
supports projects to develop and 
demonstrate new approaches for the 
preservice training purposes set forth in 
34 CFR 316.10(8). for the preserviqc 
training of regular educators, and for the 
inscrvice training of special education 
personnel, including classroom aides, 
related servxies personnel, and regular 
education personnel who ser\'e 
handicapp^ children and youth. Project 
activities assisted under this priority 
include development, evaluation, and 
distribution of imaginnHve or innovative 
approaches lo personnel preparation, 
and development of materials to prepare 
personnel to educate handicapped 
children and youth. 

A vaHabh funds: About $1,000,000 of 
the funds made available for new 
Training Personnel for the Educration of 
the Handicapped awards for fiscal year 
1966 will be made available for this 
priority. The average grant is expected 
to lie obout $75jOOO. 

S4.029Q—Preparation of Personnel To 
I^vide Special Education and Related 
Siwires to Newborn and Infant 
Handicapped Children 

dosing date: September 6,198$. 

Program information: Ihis priority 
supports the prescrvtce preparation of 
personnel who will serve newborn nod 
infant handicapped children, or 
newborn and infant children who arc 
determined to be at high risk of being 
handicapped, or both. Personnel may be 
prepared lo provide short-term spedal 
education and related services as 
necessary in an intensive care nursery, 
or long-term specio! education and 
related services which extend into a 
preschool program. Projects supported 
under this priority prepare personnel for 
employment in programs characterized 
by strong interaction of the medical, 
educational, and related services 
communities, and by involvement of 
porents or guardians who are the 
primary care givers for their childreiL 

Available funds: About SljOCKLOOO of 
the funds made available for new 
Training Personnel for the Education of 
the Handicapped awards for fiscal year 
1966 will be made available for this 
priority. The average grant is expected 
to be about $60,000. 

84.Q29W-‘Prpparat/on of Personnel To 
Work in Rural A reas 

dosing date: September 6. 1965. 


Program in formation: This priority 
supports the preservice Ijraining of 
personnel for rural areas. Particular 
attention must be given to preservice 
training related lo the luiique aspects of 
providing services to special populaliom 
in rural areas. Projects supported under 
this priority must prepare special 
education personnel to fill a variety of 
rural spedftc roles with handicappei) 
students, parents, peers, and 
administrators. Trarntng curricula must 
be designed lo- 

fi) Teach students about local 
community systems and encourage 
understanding of interdisciplinary 
models of service delivery which are 
coQstslent with local community values; 
und 

(ii) Train students in alternative ways 
of adopting teadung technkfues for 
speciHc rural community chamcleristirx 
~ A voitable funds: About $LOOO,OtX> of 
the funds made available for new 
Training Personnel for the Education of 
the Handicapped awards for fiscal year 
1980 will be made avutlable for this 
priority. The average grant is expected 
to be about $80,000. 

84.02RX~-PreparQtion of Personnel for 
Minority Handicapped Children 

Closing date: September 6,1965. 

Program information: This priority 
supports the preservice preparation of 
special education and related servicr 
personnel to educate minority or 
underserved pf>pulalions, and provides 
training for members of groups whkii 
have been traditionally 
underrepresented in these fields. 

A vadoble funds: About $1,000,000 of 
the funds made available for new 
Training Personnel for the Education of 
the Handicapped awards for fiscal year 
1966 will be made available for this 
priority. The average grant Is expected 
to be about S60,00a 

84,0298—Preparation of Special 
Educators 

Closing date: November 15.1965, 

Program information: This priority 
supports projects designed to provide 
preservice training of personnel for 
careers In special education of 
handicapped children and youth. Tht* 
priority includes the preparation of 
special educators of the handicapped, 
including personnel trained in speech, 
language, and hearing impairments, and 
adaptive physical educators. 

Avai/abfp funds: About $3.000.0no of 
the funds made available for new 
Training Personnel for the Education of 
the Handicapped awards for fiscal year 
1986 will be made available for this 
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I priurity. The average grant is expected 
to be about SOO.OtX). 

84 029F—Preparation ofRaJatod 
Sen dees Personnel 

Closing date: November 15.1985. 

Program information: *this priority 
supports the preservice preparation of 
individuals who provide developmental, 
corrective, and other supportive services 
as may be required to assist a 
handicapped child or youth to benefit 
from special education. The priority 
supports the preparation of 
para professional personnel, career 
educators, recreation specialists, health 
services personnel, school 
psychologists, social service providers* 
rxiunselort. physical therapists, 
oc c upational therapists, volunteers, and 
other personnel providing special 
services. 

Available funds: About $1,000,000 of 
the funds made available for new 
Training Personnel for the Education of 
the iiundicapped awards for fiscal year 
1980 will be made available for this 
priority. The average grant is expected 
to be about $50,000. 

84.029H^^tate Education Agency 

I Programs 

! dosing date: March 17.1986. 

' Program information: This priority 
supports State educational agencies in 
establishing and maintaining, directly or 
through grants to institutions of higher 
education, programs for the preservtce 
and inservice training of teachers of 
handicapped children and youth, or 
supervisors of such teachers. Projects 
must deal with unique Statewide 
triiining in all or several of the areas of 
need identified by the State 
• omprehensive system of personnel 
devedopment under 34 CFR 300.380- 
300.387. and may include training in 
management and organizational design 
which enhances the ability of the States 
to provide special education and related 
services to handicapped children and 
youth. Only State educational agencies 
are eligible to submit applications under 
this priority. 

Available funds: About $1,000,000 of 
the funds made available for new 
Training Personnel for Education of the 
Ihiiidicapped awards for fiscal year 
1986 will be made available for this 
priority. The average grant is expected 
to be about $60,000. 

^ 029P^-^Ptarent Organization Projects 

Closing date: March 17,1985. 

Program information: This priority 
supports grants to parent organizations. 


os defined In § 318.2(b). for the purpose 
of providing training and infnimution to 
parents of handicapped children ond 
youth, and to volunteers who work with 
parents to enable those individuals to 
participate more effectively with 
professionals in meeting the educational 
needs of handicapped children and 
youth. These projects must be designed 
to meet the unique training and 
information needs of parents of 
handicapped children and youth, 
including those who are members of 
groups that have been traditionally 
underrepresented, living in the area to 
be serv^ by the vant. 

In selecting projects under this 
priority, the Secretary ensures that 
grants will be— 

(A) Distributed geographically to the 
greatest extent possible throughout all 
the States; and 

(B) Targeted to parents of 
handicapped children and youth in both 
urban and rural areas, or on a State or 
regional basis. 

Parent training and information 
projects assisted under this psionty 
must assist parents to— 

(A) Better understand the nature and 
needs of the handicapping conditions of 
their handicapped child or youth; 

(B) Provide followup support for their 
handicapped child's or youth’s 
educational programs: 

(C) Communicate more effectively 
with special and regular educators, 
administrators, related services 
personnel, and other relevant 
professionals: 

(D) Participate in educational 
decisionmaking processes including the 
development of their handicapped 
child's or youth’s individualized 
education program under 34 CFR 
300.340-300.349; 

(E) Obtain information about the 
programs, services, and resources 
available to their handicapped child or 
youth, and the degree to which the 
programs, services, and resources are 
appropriate; and 

(F) Understand the provisions for the 
education of handicapped children and 
youth as specified under Part B of the 
Education of the Handicapped Act and 
34 CFR Part 300. 

Only parent organizations which meet 
the criteria set out in S 318.2(b) are 
eligible to submit applications under this 
priority. 

Available funds: About $3,250,000 of 
the funds made available for new 
Training Personnel for the Education of 
the Handicapped awards for fiscal year 
1986 will be made available for this 


priority. The average grant is expected 
to be about $75,000. 

Application forms: Application forms 
and program information packages for 
new applications are scheduled to he 
available for mailing on |uly 23.1984. 
These materials may be obtained by 
writing to the Division of Personnel 
Preparation, Office of Special Education 
Programs. Department of Education. 400 
Maryland Avenue. S.W. (Switzer 
Building, Room 3511-M/S 2313), 
Washington. D.C. 20202. 

Applications must be prepared and 
submitted in accordance with the 
regulations, instructions, and forms 
included in the program information 
package. However, the program 
information is intended only to aid 
applicants in applying for assistance. 
Nothing in the program information 
package is intended to impose any 
additional paperwork on the application 
content, reporting, or performance 
requirements beyond those mposed 
under the Statute and regulations. 

The Secretary strongly urges that the 
narrative portion of the application not 
exceed twenty (20) pages in length. The 
Secretary further urges that applicants 
submit only the information that is 
requested. (Approved by the Office of 
Management and Budget under Control 
Number 1820-0028) 

Applicable regulations: Regulations 
applicable to this program include the 
following: 

(a) Regulations governing the Training 
Personnel for the ^ucation of the 
Handicapped (34 CFR Part 318). New 
final regulations were published on July 
11.1964 (49 FR 28370). 

(b) The Education Department 
General Administrative Regulations 
(EDGAR) (34 CFR Parts 74. 75. 77, and 
78). 

FOR FURTHER INFORMATION CONTACT: 
Dr. Max Mueller. Director. Division of 
Personnel Preparation, Office of Special 
Education Programs. Department of 
Education. 400 Maryland Avenue, SW. 
(Switzer Building. Room 4628], 
Washington. D.C 20202. Telephone: 
(202) 732-1068. 

(20 U S.C 1431.1432.1434] 

(Catalog of Federal Domeatic Amstanoe No, 
84.029: Training Personnel for the Education 
of the Handicapped) 

Dated: |une 19.1985. 

William |. Bennett. 

Secretary' of Education. 

Doc. 85-15155 Filed 8-21-85; 8;45 am| 
atujNO cooc 4eoo-oi-M 
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DEPARTMENT OF ENERGY 

Economic Re9ulatary AdminUtratlon 

I Doctvt No. ERA-^^S-015; OfP Cas« No. 
61050-9775-21. »-22? 

Acceptance of Petition for Exemption 
and AvatfaMNy of Certification From 
Matanueka Electric Aaeociation, Inc. 
(MEA). on Behalf of the Alaska EJectrlc 
Generation and Transmission 
Cooperative. Inc. (AEG6T). for an 
Exemption From M Powerplant and 
Industrial Fuel Use Act of 1976 

aoency; Economic Regulatory 
Adminfstmtion. DOE, 
action: Notice. 


SUMMANT. On May 14.1965. Matanusia 
Electric Association. Inc. (MKAf. of 
Palmer. Alaska, on behalf of the Alaska 
Electric Generation and Transmtsskm 
Cooperative. Inc. f ABCaT), ffled a 
petition with the Eoonoonc Regulatory 
Administration (ERA) of the Department 
of Ener^ (DOE) recfoesting a permanent 
reliability ol service exemplkm for two 
proposed new electric powerplants from 
the prohibitions of Title U of the 
Powerplant and bidoalrial Fuel Use Act 
of 1978,42 U.S.C 8361 el sei/. (FUA or 
**the Act**).^ Title U of FUA prohibits ibc 
use of petroleum and natural gas as a 
primar>' energy source in any new 
electric powerplant and the construction 
of such a powerplant without the 
capability to use an alternate fuel as a 
primary energy source. Final rules 
setting forth the critena and p roc e d ures 
for petitioning for exemptions from the 
prohibitions ^ Title IT of FUA are found 
in 10 CFR Parts 500. 501, and 503. The 
final rules governing the reHabihty of 
service exen^ton, 10 CFR 503.40. were 
published at 46 FR 59672 (Decem^r 7, 
1981). 

The two proposed 80 MW gas turbine 
powerplants for which AEC&T seeks an 
excmpUoo will iumi natural gas as their 
primary generation fuel CooslmcUon of 
Unit No. 1 fnamed Hollywood No. 1) is 
scheduled to commence by |uly 196^ 
with an on-line date of September 1987. 
Construction of Unit No. 2 (named 
Hollywood No. 2) is to commence in 
1995. The present construction plan calls 
for a combined cyde heal recovery 
steam unit once UrrH No. 2 is in service. 
Hollywood No. 1 is to he coofigtired so 


*Th» CcfMffstioo and Trnniminion 

Cooperallve. Inc (AEGsT]. ti • e uo pr fWi w IoomhI 
by Malofiufka Clffclrtc AtfocUitk>n (MSAI and Ihi* 
Moenrr Drctric Astociatioo for fhr purpoio of 

flfuitidus addUlOMl clrdncal ponaraiioii 

find liuntntisaion rtH^uirrmenla ia the MuUiMiaka 
Vallry and the Krtuii Peninsuta. Alutko AEQlT 
Hill uparair thr proponod poiarrplanhi 


as to accommodate the proposed 
combined cycle operaliM. 

Gas Cor Uahs No. 1 and 2 will be 
ptiMiuced from various gas flelda'located 
in the BeLugM and fCcnai areas. Enstoi* 
the local area supplier of natural gas. Is 
the owner of the Alaska Pipeline Service 
Company which opcralas a main 20-inch 
diameter gas transmission line within 
four miles of the HoOywood units* site. 
Enstar has recently oontracied with 
major producers for approximately one- 
half a IritUoo cubic feel of gas. In 
additioa, there are substantial 
uncuenmiited proven reserves in the 
area. This assures a contimiing. 
adequate supply for the proposed 
powerplants. 

After receipt of information from 
MEA. ERA him delennined that the 
petition iocludes suffidenl evidence to 
support a determination on the 
exemption request and it is. therefore, 
accepted pursuant to 10 CFR hOl.X ERA 
retains the right, however, to request 
additional relevant information frmn 
MEA at sny time during the proceeding 
should drwmstances or procxdunil 
requirements so require. A review of the 
petitioo is provided in the 
SUPPLESSCNTANY rNFONtSATiON Section 
below. 

As provided for in sections 701 |c) and 
(d) of FUA and 10 CFR 501J11 and 
501.33. interested persons are invited to 
submit Kvrilten comments in regard to 
this petition and any interested person 
may submit a written request that FJIA 
convene a public hearing. 

The public file containing a copy of 
this Notice of Acceptance and 
Avttilabihty of Certification, as well as 
other documents and supporting 
materials relating lo the proceeding, is 
available upon request through DOE, 
Freedom of Information Reading Room. 
1000 Independence Avenue. SW., Room 
lE-190. Washington. D.C. 20585. 

Monday through Friday, 9:00 a jd. to 4:00 
p.m.. except Federal holidays. 

ERA will Issue a final order granting 
or denying the petition for exemption 
from the prohibitions of the Act within 
six months after the end of the period 
for pubHc comment and bearing, unless 
ERA extends such period. Notice of any 
such extension, to ge ther n^fh a 
statement of the reasons therefor, will 
be published in the Federal Register. 
OATES: Written comments are due on or 
before August 8,1985. A request for a 
public hearing must (>e made within this 
same 45-day period. 

ADDRESSES: Fifteen copies of written 
comments or a request for a public 
hearing shall be submitted lo: Case 
Control Unit, Office of Fuels Programs, 
Room GA-607. Forreslal Building. 1090 


Independence Avenue, SW, 
Washington. DC 2058S. DoduL*l No. 
ERA-FC-85-015 should be printed on 
the outside of the envefope and the 
documents contained therrfn. 

FOR FUNTNEfl IMFONMATION CONTACT: 

Xavier Pusinwski. Office of Fuels 
l^ograms. Economic Regulatory 
Adminlsfratfcn. lOfKI Independence 
Avenue. SW., Room GA-045, 
Washington, DC 20585w Tok'phom* 
(202J252-I708 

Steven E. Fergnson. Fjmv^ Oftice ol 
General Counsel, Depariment oJ 
Energy, Forrestal Buikiing—Rcioni 6A- 
113,10CX) Independence Avenue. SW., 
Washington, IXI 20585, Tdephone 
(202)252--m7 

SUTTLEMENTARY IHFORSIATIOii: MEA 

proposes AEG^T will install two 80 MW 
gas turbine powerplant units in 
combined cyck with 60 MW ol waste 
heat capability. The geogr ap hic locali^ .r 
of the anits is lo be 40 acres at 
Township 17 North, Range 3. West of 
the Seward Meridon. Alaska. 
CoosInicUon is to coinmence on Unit 
No. 1 in |uly 19B0 and on Unit No. 2 In 
1995. 

Section 212(1) af FUA and 10 CFR 
503.40 provides for a permanent 
exemption for powerplants necessary lo 
maintain reliability of service. In 
additfou, section 317 of Pub. L 97-304 
|42 U.S.C. 8322) provides that: 

In the case ol any nrw ciactrk pcmarpUn^^ 
located in Alaska iur which a petMioa H 
ttcceplod aflof lh« data ol auacISMnU ol Ibis 
Act. but belors Df camber 31.1965. puiMSsnt 
to ScciiuB 212(f) of the Powerplant und 
Indusfn'ol Fuet Utt! Act of ITHI. to use oetuml 
gas . . the petitioner ihafl hi* dermed to 

havr mndr the demonstrations requm*d b)‘ 
dausns (1) and f2) of sock seclion and sorb 
rxempKon. iieh(ect to the otker appticahl^ 
provisicais of sock Act shall be gnmtr d. . 
Nothing in IKjs ser.tiofi shall Apply to any new 
electric poworplaiil using naluiMi gas 
produced from ihc Prudhoa Bay utut u( 
Alaska. 

In accordance with the requireneni'v 
of 10 CFR 503.40 (a) and (c), M£A*s 
petition on behalf of AEC&T for a 
permanent exemption for lloUirwood 
powerplant Units Na 1 and 2 includes 
evidence and supporting information 
demonstrating that Hollywood 
powerplant Units No. 1 and 2 are 
qualifying powerplants under Section 
317 of Pub. U 97-^94; that no alternate 
power supply exists: and that the use of 
mixtures in the units is not feasible. In 
addition. MEA submitted an 
environmental impact analyBls, as 
required by 10 CFR 503.13. 

NEPA compliance: In processing thin 
exemption request, ERA will comply 
with the requirements of the National 
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Environmental Pfilkry Act of 1989 
(NEl^AJ: the Cooncfl on Environmental 
QiiaHfy*» implementing regnlationB. 40 

I CFR Part 1500 ot sag.: and DOF's 
: sidelines tmplemenHng those 

rej^lntions. ptiblishird at 45 FR 20094. 

I I March 28.1900. NO'A complldnce may 
invelve the preparation of (1) an 

I Environmental Impact StHtemenl IFIS): 

|2) an Eiwlronmentul Assesjrmrnt: or (3) 

I s memorandum to the file finding that 
; ihr grant of the requested exemption 
would not be crmaidcrcd a major 
I Federal action significantly affecting the 
quality of the environment. If an EIS is 
^lermined to be required. ERA will 
publish a Notice of Intent to prepare an 
EIS in the Federal Register as soon as 
. practicable. No final action wifi lie 
taken on the exemption petition until 
era's NEPA romplianco has been 
cumpirted. 

The acceptance of the petition by ERA 
I does not constitute a determination that 
j AEG&T is entitled to the exemption 
j requested, 'fhal drti>npination will be 
I based on the entire record of the 
pn)f in?fMng. including any comments 
received during the public comment 
penod provided for in this notice. 

I»su<!d in Woshmgfon. DC. on fuue 14. IIWS 
Kitbcfi U Usvies, 

Diwt4or, GjattfmJ Blectrtcity On Office 

t^FUifh PringromM, Ecommiic Be^ukHaty 
AdmmmtraUan. 

|FR Uoc. 85-15167 Ftlfd S-21>85; 8:45 aro| 
SniiMQ coot S4S0-S1-4I 


I Docks! Ko. FRA-FC-aS-OS; OFP Cass No. 
•7014-9272-21, 22. 23.24,-221 

Order Granting Texas Utilities Electric 
Co. DeCordova Peaking Facility, 
Exemption From the Prohibitions of 
the Powerplant and Industrial Fuel Use 
Act of 1978 

agency: Economic Regulatory 
Administration: DOE 
action: Notice. 

sunmany; On Apnl 2,1985. Texas 
Utflifies Electric Company. (TlIECl. fileil 
pf'titloe with the Economic Regulatory 
Administration (ERA) of the Department 
cd Rnergy (DOE) fur an order 
(X'rmanenlly exempting a new proposed 
powerphinl at its existing DeCordova 
Qecirfc Generating Station 
iDpCordova), operated by Texas 
futilities Generating Company, a division 
of TUEC, from the provisions of the 
Powerplanf and Industriul Fuel Use Act 
of 1978 (FUA or the Act) (42 U.S.C. 8301 
el seq.) which: (1) Prohihit the use of 
priroleum and natural gag us a primar)' 
energy source in new electric 
t>owf>rpfants and (2) prohibit the 


construction of a new powerplant 
without the copabiltly to use an 
olfemate fuel as a primary energy 
sourer. The Rnal rule containing the 
criti»na and procedures for petitioning 
fc»r exemptions from the prohibitions of 
FltA was published in the Federal 
Register at 46 FR 59872 (December 7, 
1981). 

TUEC DeCordova requested a 
permanent peakload exemption under 10 
CFR 503.41 for a siraple cycle 
combustion turbine installation 
consisting of four 115 M\A' combustion 
turbine-generalor systems (peak output 
ot 30 T and plant site elevation ut 704 
feel). Tbe combustion turbine generating 
units are expected to have u design heat 
input of 1.495 MMBtu per hour unit. The 
proposed units are to he installed at the 
TUEC DeCordova facility located at 
opproximately six miles southeast of 
Granbury. 1k^ County, Texas. Tbe 
powerplant will be capable of burning 
nnhiral gas or p«»troIeimi. 

Pursoanl to section 212(g) of the Aci 
and 10 CFR 50Ck41, ERA hereby issues 
this order granting the TUFX! DeCordova 
a permanent peakload powerplant 
exemption from the prohibitions of FDA 
for the propos4?d ixmihustion turbine 
generators at the facility in Mood 
County, Texas. 

The tiasU for ERA'S order is provided 
in the “supPunaEMTARY information** 
section below. 

OATES: In accordance with section 
702(8) of FDA, this order and its 
provisions shall take effect on August 
23.1985. 

FOR FURTHER INFORMATION CONTACT, 
fohn Boyd. Office of Fuels Programs. 
Economic Recovery Administration. 
1000 Independence Avenue. SW.. 
Room GA-045. Washington. D.C. 
20585. Telephone (202) 252-4523 
Steven E. Ferguson. Esquire. Office of 
the General Counsel. Department of 
^^rgy* 1000 Independence Avenue. 
SWm Room 6A-113. Washington, D.C. 
2a585. Telephone (202)252-6947 
The public file containing a copy of 
this order and other documents and 
supporting materials on this proceeding 
is available upon request from DOE. 
Freedom of Information Reading Room. 
1000 Independence Avenue. SW. Room 
1PM90. Washington. D.C 20585. 

Monday through Friday, 9:00 a.m. to 4:00 
p.m., except Federal holidays. 
SUPPLEMENTARY INFORMATION: FUA 
prohibits the use of natural gas or 
petroleum in certain new powerplants 
unless an exemption for such use has 
been granted by ERA. TUEC DeCordova 
has filed a petition for a permanent 
pcaklond powerplant exemption to use 
petroleum on natural gas as a primary* 


energy source in its proposed 
DeCordova. Hood County. Texas 
facility's simple-cyxie combustion 
turbine installation. 

In accordance with the proceduml 
requirements of FUA and 10 CFR 
SOl.Sfd). ERA published Its Notice of 
Acceptance of Petition for Exemption 
and Availability of Certification relating 
to this unit in the Federal Register on 
April 24.1065 (50 FR 16128). commencing 
a 45-day public comment period 
pursuant to section 701(c) of FUA. As 
required by section 701(0 of the Act 
ERA provided a copy of TUEC 
DrfCordova's petition to the 
Environmental Protection Agency for its 
coenments. During that peric^ interested 
persons were also afforded an 
opportunity to request a public hearing. 
The period for submitting comments and 
for requesting a public hearing closed 
|une 10,1985. No comments were 
received and no hearing was requested. 

TUEC DeCordova certified in its 
Petition for Exemption that the proposed 
unit will be operated solely as a 
peak load powerplant. To 1^ included 
within tlie basic definition of **peukload 
powerplant*' as established by section 
103(a) of FUA. an electric-generating 
unit must be **a powerplant the 
electrical generation of which in 
kilowatt hours does not exceed, for any 
12-calendar-nionlh period, such 
powerplant*s design capacity multiplied 
by 1500 hours.** 

TUEC DeCordova certified that 
althou^ the manufacturer of the 
proposed combustion turbines has not 
yet been selected, for planning purposes 
the maximum roting of each of the four 
individual units will be 115 MW, The 
combustion turbine generating units will 
be operated as a peakload powerplant 
with a maximum annual capacity factor 
of 17.12 percent The utilisation factor is 
expected to be slightly higher than the 
capacity factor for the units. 

TUEC DeCordova has also certified 
that it will secure all applicable permits 
and approvals prior to commencement 
of operation of the new unit under 
exemption. 

As ERA has determined that no 
alternate fuels are presently available 
for use in the proposed unit. ERA has 
waived the requirement of 10 CFR 
503.41(a)(2)(il) for submission of a 
certification by the Administrator of the 
Environmental Protection Agency or the 
director of the appropriate state air 
pollution control agency that tbe use by 
the powerplant of any available 
alternate ^els as a primary energy 
source will cause or contribute to a 
conoentration in on air quality control 
region or any area within the region, of a 
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pollutiint for which any national air 
quality standards is. or would be. 
exceeded. 

Decision and Order 

Accordingly, based upon the entire 
record of this pmceeding, ERA has 
determined that TUEC DeCordovn has 
s«iUsflcd all of the eligibility 
requirements for the requested 
exemption a*i set forth in 10 CFR 503.41. 
and pursuant to section 212(g) of FUA. 
ERA hirrehy grants TUEC DeCordova a 
permanent exemption for a peakload 
powerplant to be installed at its facility 
in Hood County. Texas, permitting the 
use of natural gas or petroleum as a 
primary energy source In the unit. 

After review by ERA’S Office of Fuels 
Programs. Coal and Electricity Division, 
of TUEC DeCordova’s completed 
mvironmental checklist submitted 
pursuant to 10 CFR 503.13, together with 
other relevant Information. ERA has 
determined that the granting of the 
requested exemption does not constitute 
a major Federal action significantly 
affecting the quality of the human 
environment within the meaning of 
section 102(2)(C) of the National 
Environmental I^licy Act. 

Pursuant to section 702(c) of Ihc Act 
and 10 CFR 501.09 any person aggrieved 
by this order may petition for judicial 
review at any lime before the 60th day 
following the publication of this order in 
the Federal Register. 

Issued in Woshingion. D.C.. on |une 13. 
1085. 

Robert L. Oa\ Im. 

Director, Cool and Electricity Division, Office 
of Fuels Programs, Economic Regulatory 
Administration, 

|FR Doc 85-15166 Filed 6-21-65; 8:45 am) 
•ILUMO COOC MiO-OVM 


I Docket No ERA-FC-8S-010; OFP Case No. 
67014-9274-21. 22, 23.24, 2S, 26-221 

Order Granting Texas Utilities Electric 
Co., Morgan Creek Peaking Facility, 
Exemption From the Prohibitions of 
the Powerplant and Industrial Fuel Use 
Act of 1978 

agency: Economic Regulatory 
Administration. DOF., 
action: Notice, 


SUMMAHV; On April 12,1985, Texas 
Utilities Electric Compony, (TUEC). filed 
a petition with the Economic Regulatory 
administration (ERA) of the Department 
of Energ>' (DOE) for un order 
permanently exempting a new pmposed 
powerplant at its existing Morgan Creek 
Electric Generating Station (Morgan), 
operated by Texas Utilities Generating 


Company, a division of TUEC from the 
provisions of the Powerplant and 
industrial Fuel Use Act of 1678 (FUA or 
the Act) (42 U.S.C, 8301 etseq,) which: 

(1) Prohibit the use of petroleum and 
natural gas as a primary energy source 
in new electric powerplants and (2) 
prohibit the construction of a new 
powerplant without the capability to use 
an alternate fuel as a primary energy 
source. The final rule containing the 
criteria and procedures for petitioning 
for exemptions from the prohibitions of 
FUA was published in the Federal 
Register at 46 FR 59672 (December 7. 
1961). 

TUEC Morgan requested a permanent 
pcakload exemption under 10 CFR 
503.41 for a simple-cycle combustion 
turbine installation consisting of six 109 
MW combustion turbine-generator 
systems (peak output at 30 *F and plant 
site elevation at 2,100 feet). The 
combustion turbine generating units are 
expected to have a design Btu input of 
1.417 MMBlu per hour per unit. The 
proposed units are to be installed at the 
TUEC Morgan Creek facility 
approximately five miles Southwest of 
Colorado City, Mitchell County, Texas. 
The powerplant will be capable of 
burning natural gas or petroleum. 

Pursuant to section 212 (g) of the Act 
and 10 CFR 503.41. ERA hereby issues 
this order granting to TUEC Morgan 
Creek a permanent peakload 
powerplant exemption from the 
prohibitions of FUA for the proposed 
combustion turbine generators at the 
facility in Mitchell County. Texas. 

The basis for ERA'S order is provided 
in the "supplementary information" 
section below. 

DATES: In accordance «vith section 
702(a) of FUA. this order and its 
provisions shall take effect on August 
23.1985. 

FOR FURTHER INFORMATION CONTACT: 
John Boyd. Office of Fuels Programs, 
Economic Regulatory Administration, 
1000 Independence Avenue. SW., 
Room GA-045. Washington. D.C. 
20585. Telephone (202) 252-4523 
Steven E. Ferguson. Esquire. Office of 
the General Counsel, Department of 
Energy. 1000 Independence Avenue, 
SW.. Room 6A-13. Washington. D.C. 
20585. Telephone (202) 252-6947 
The public file containing a copy of 
this order and other documents and 
supporting materials of this proceeding 
is available upon request from DOE. 
Freedom of Information Reading Room. 
1000 Independence Avenue, SW. Room 
1&-190, Washington. D.C. 20583. 

Monday through Friday, 9:00 a.m. to 4:00 
p.m. except Federal holidays. 


SUPPLEMENTARY INFORMATION: FUA 
prohibits the use of natural gas or 
petroleum in certain new powerplants 
unless an exemption for such use has 
been granted by ERA. TUEC Morgan 
Creek has filed a petition for a 
permanent pcakload powerplant 
exemption to use petroleum or natur il 
gas as a primary energy source in its 
proposed Mitchell County. Texas 
facility's simpic-cycle combustion 
turbine Installation. 

In accordance with the procedural 
requirements of FUA and 10 CIU 
§ 501.3(d). ERA published Its Notice of 
Acceptance of Petition for Exemption 
and Availability of Certificatton relating 
to this unit in the Fedeal Register on 
April 24,1965 (50 FR 16125), comment ing 
a 45-day public comment period 
pursuant to section 701(c) of FUA. As 
required by section 701(0 of t^^o Act. 
ERA provided a copy of TUEC Morgan 
Creek's petition to the Environmental 
Protection Agency for its comments. 
During that period, interested persona 
were also a^orded an opportunity to 
request a public hearing. The period for 
submitting comments and for requesting 
a public hearing closed June 10,1985. No 
comments were received and no hearing 
was requested. 

TUEC Morgan Creek certified In its 
Petition for Exemption that the pfOp()st>d 
unit will be operated solely as a 
peokioad powerplant. To he included 
within the basic definition of "peaktosd 
poweplant'* as established by section 
103(a] of FUA. an electric-genera ting 
unit must be "a powerplant the 
electrical generation of which in 
kilowatt hours does not exceed, for any 
12-calendar-month period, such 
powerplant't design capacity multipl'd 
by 1500 hours,". 

TITFX) Morgan Creek certified that 
although the manufacturer of the 
proposed combustion trubines has not 
yet been selected, for planning purposes 
the maximum rating of each of the six 
individual units will be 109 MW. The 
combustion turbine generating units Mill 
be operated as a peakload powerplant 
with a maximum annual capacity factor 
of 17,12 percent. The utilization factor is 
expected to be slightly higher than the 
capacity factor for the units. 

TUEC Morgan Creek has also certified 
that it will secure all applicable permiii 
and approvals prior to commencement 
of operation of the new unit under 
exemption. 

As ERA has determined that no 
alternate fuels are presently available 
for use In the proposed unit, ERA has 
waived the requirement of 10 CFR 
503.41(a)(2Hii) for submission of a 
certification by the Administrator of the 
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Fjiv '.ronfneiifal Pnitcction Agency or the 
director of the appropriate state air 
pollution control agency that the use by 
the powerplant of any available 
ilttrrnate fitchi as a primary energy 
lource will cause or contribute to a 
concentration in an air quality control 
region ji^r any area «rtlhin the region, of u 
pollutant for which any natknuil air 
quality standards b. or would be. 
exi.i'edad. 

Decision and Order 

AccofiBiigly. based upon the entire 
record of this proceeding. ERA has 
delermined that TUEC Morgan Creek 
has satisfied all of the eligibility 
requirements for the requested 

mption as set forth in 10 CFR 503.41, 
lod pursuant to section 212(g) of FUA. 
ERA hereby grants TUEC Morgan Creek 
i permanent exemption for a peakkiad 
poworplant to be installed at its facility 
io Mitchell County. Texas, permitting 
the use of natural gas or petroleum as a 
primary energy source in the unit. 

AfUir re\iew by ERA’S Office of Fuels 
Programs, Coal and Electricity Division. 
oflUBC Morgan Creek's completed 
I • r\ '’jrnncntal checklist submitted 
pursuant to 10 CFR 503.13. together with 
I other relevant information. ERA has 
determined that the granting of the 
; nquesled exemption does not constitute 
a m«ior Federal action significantly 
•iffecting the quality of the human ^ 
anvironmenl i^thin the meaning of 
leclioa 102(2HC1 of the National 
Environmebtal Wicy Act. 

Pursuant to section 702fc) of the Act 
and 10 CFR 501.69 any person aggrieved 
hy this order may petition for fudida) 
rvx’iew at any time before the eOlh day 
following the publication of this order in 
the Federal Raster. 

iMued in Wushington. D.C., on |unp 13. 

1965 

RobeO L Davies, 

Oijvctan Coa/and £kctnctty OnTM/oa. Offfee 
of Fwf/f Prograauu Economic Reffuhtory 
Adnuj,istniioa. 

|FR Doc. II5-151S4 Hied S-21-4M; ar45 am) 
•uiao coot •«5o-oi‘« 


iOocktlNaERA^C-aS-09;OfPCaseNo. , 
S^0i4-927»-2t. 22. 23.24.25-221 

Order Granting Texas UUHties Electric 
Co., Permian Basin Peaking FaciTity, 
Exemption From the Prohibitions of 
Ihe Powerplant and Industrial Fuel Use 
Act of 1978 

•OENCV: Economic Regulatory 
Admjnistratioo, DOE. 

Notice. 


summary; On April 2,19B5. Texas 
Utilities Electric Company, (TUEC). filed 
a petition with Uic Economic Regulatory 
Administration (ERA) of the Department 
of Energy (DOE) for an order 
permanently exempting a new proposed 
powerplant at its existing Permian Basin 
Electric Generating Station (Permian), 
operated by Texas Utilities Generating 
Company, a division of TUEC. from the 
proviskmi of the Powerplant and 
Industrial Fuel Use Act of 1976 (FUA or 
the Act) (42 U.S.C 83D1 et seq). which 
(1) prohibit the use of petroleum and 
natural gas as a primary energy source 
in new electric powcrplants ond (2) 
prohibit the construction of a new 
powerplant without the capability to use 
an alternate fuel as a primary energy 
source. The final rule containing the 
criteria and ptxicedures for petitioning 
for exemptions from the prohibitions of 
RIA was published in the Federal 
Register at 46 FR 59872 (December 7. 
1981). 

TUEC OeCordova requested a 
permanent peaktoad exemption under 10 
CFR 503.41 for a simple-cycle 
combustion turbine installation 
consisting of five 107 MW combustion 
turbine generator-systems (peak output 
at 34 * F and plant site elevation at 2852 
feet). The combustion turbine generating 
units are expected to ha\'e a design heat 
input of 1.391 MMBtu per hour per unit. 
Hie proposed units are to be installed at 
the TltEC Permian Basin facility 
approximately four miles West of the 
intersection and U.S. Highway 8Q and 
State Highway 18 which is in Monahans, 
Ward County, Texas. The powtfrplant 
will be capable of burning natural gas or 
petroleum. 

Pursuant to section 212(g) of (he Act 
and 10 CFR 503.41, Fit A hereby issues 
this order granting to TUEC Penufan a 
permanent peakload powerplant 
exemption from the prohibitions of FUA 
for the proposed combustion turbine 
generators at the facility in W'ard 
County, Texas. 

The basis for ERA'S order is provided 
in the '‘supplementary information*' 

section below. 

DATES: In accordance with section 
702(a) of FUA. this order and its 
provisions shall take effect on August 
23. 1985 

FOR FURTHER INFORMATION CONTACT! 
|ohn Boyd, Office of Fuels Programs, 

Economic Regulatoiy' Administration. 

luOO Independence Avenue. SW.. 

Room GA-045. Washington. D.C. 

20585. Telephone (202) 252-4523 
Steven P,. Ferguson, F^uire, Office of 


(he General Counsel. Department of 

Energy. 1000 Independence Avenue. 

SW., Room 0A-113. Washington, D.C 

20565. Telephone (202) 252-0947 

The public file containing a copy of 
this order and other documents and 
supporting materials on this proceeding 
is available upon request from DOE. 
Freedom of Information Reading Room, 
1000 Independence Avenue. SW. Room 
lE'lOa Washington, D.C 20585. 

Monday through Friday. 9X10 a.m. to 4:00 
p.m., except Fedt!ral holidays. 
SUPPLEMENTARY INFORMATION: FUA 
prohibits the use of natural gas or 
petroleom in certain new powcrplants 
unless an exemption for such use has { 
been granted by ERA. TUEC Permian j 
has filed a petition for permanent 
peakload powerplant exempticra to use 
petndeum or natural gas as a primary 
energy source in its proposed Ward 
County, Texas facility’s 8imple-«:ycle 
combustion turbine instaUaiion. 

In accordance with the procedural . 
requirements of FUA and 10 CFR i 

501.3(d). ERA published its Notice of 
Acceptance of Petition for Exemption 
and A\'ai)ability of Certification relating 
to this unit in the Federal Register on 
April 24,1985 (50 FR 16128), commeniring 
a 45-day public comment period 
pursuant to section 7(n(c) of FUA. As 
required by section TOl jf) of the Act. 

ERA provided a copy of TTtEC 
Permian’s petition to the Environmental 
Protection Agency for Its comments. 
During that period, interested persons 
were also afrorded an opportunity to 
request a public hearing. The period for 
submitting connnents and for requesting 
a public hearing closed (une 10,1965. No 
comments were received and no hearing 
was requested. 

TUEC Permian certified in its Petition 
for Exemption that the proposed unit 
will be operated solely as a peakload 
powerplant. To be included within the 
basic definition of’’peakload 
powerplant” as established by section 
103(a) of FUA. an elcctric-gcnerafmg 
unit must be ”a powerplant the 
electrical generation of which in 
kilowatt hours docs not exceed, for any 
12 calendar-month period, such 
powerplant’s design capacity multiplied 
by 1500 hours.” 

TUEC Permian certified that although 
the manufacturer of the proposed 
combustion turbines has not yet been 
selected, for planning purposes the 
maximum rating of each of the five 
individual units will be 107 MW. The 
combustion turbine generating units will 
be operated as a pe^load powerplant 
with maximum annual capacity factor of 
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17.12 percent. The utillsuilion fBCtur is 
expected to be slightly higher than the 
capacity factor for the units. 

TUKC Permian has also certified that 
it will secure all applicable permits and 
approvals prior to commencement of 
operation of the new unit under 
exemption. 

As ERA has determined that no 
alternative fuels arc presently available 
for use in the proposed unit, ERA has 
waived the requirement of 10 CFR 
503.41(u|(2)(ii) for submission of a 
certification by the Administrator of the 
Environmental Protection Agency or the 
director of the appropriate state air 
pollution control agency that the use by 
the powerplani of any avniioble 
alternate fuels as a primar>‘ energy 
source will cause or contrilnito to o 
concentration in an air quality control 
region or any area within the region, of a 
pollutant fur which any national air 
quality standards is. or would be, 
exceeded. 

Decision and Order 

Accordingly, based upon the entire 
record of this proceeding. ER^\ has 
determined that TUEC Permian has 
satisRed all of the eligibility 
requirements for the requestf^d 
exemption as set forth in 10 CFR 503.41, 
and pursuant to section 212(g) of FUA. 
ERA hereby grants TUEC Permian a 
permanent exemption for a peakload 
powerplani to be installed at its facility 
in Ward County, Texas, permitting the 
use of natural gas or petroleum as a 
primary energy source in the unit. 

After review by RRA* *s Office of Fuels 
Programs. Coal and Electricity Division, 
of TUEC Permian^s completed 
environmental checklist submitted 
pursuant to 10 CFR 503.13, together with 
other relevant information. ERA has 
determined that the granting of the 
requested exemption does not constitute 
a niafor Federal action significantly 
affecting the quality of the human 
environment within the meaning of 
section in2(2)(C) of the National 
Environmental Policy Act, 

Pursuant to section 702(c) of the Act 
and 10 CFR 5 501.69 any person 
aggrieved by this order may petition for 
judicial review at any time liefore the 
60th day fallowing the publication of 
this order in the Federal Register. 

Issued in W'ashingtan. D.C, on June 13. 
1965. 

Robert L Davies, 

Ditreto:. Coal and Slentricity Division, Office 
of Fuels Pw^raws, Economic Regulatory 
Administration, 

|FR Doc. 65-19105 Filed 6-21-65: 6:45 Hm| 
WLLWim COOC MSO-OI-M 


Federal Energy Regulatory 
Commission 

IDocket No. ER 85-S45-000I 

Boston Edison Co.; Filing of 
Cancellation of Rate Schedule 

Correction 

In FR Doc. 85-14485, appearing on 
page 25122 in the issue of Monday, June 
17.1985, In the first column, tenth line of 
the last paragraph, **May 2Z** should 
have read “June 21,“, 

BliUllO COOC IMS-OI-M 


Office of Hearings and Appeals 

Implementation of Special Refund 
Procedures 

AQCNCV; Office of Hearings and 
Appeals, DOE. 

action: Notice of Implementation of 
Special Refund Procedures. 

summary: The Office of Hearings and 
Appeals of the Department of Energy 
announces the procedures for 
disbursement of $148,250 (plus accrued 
interest] obtained as a result of a 
consent oixler which the DOE entered 
into with The Boswell Oil Company of 
Cincinnati, Ohio (Case No. HEF-0040). 

*rhe fund will be available to customers 
who purchased refined petroleum 
products from Boswell during the 
consent order period. 

DATS AND address: Applications for 
refund of a portion of the consent order 
fund must be postmarked within 90 days 
of publication of this notice in the 
Federal Register and should be 
addressed to: The Boswell Oil Company 
Proceeding, Office of Hearings and 
Appeals. Department of Energy. ItXX) 
independence Avenue, SW., 
Washington. D.C. 20585. All applications 
should conspicuously display a 
reference to Case No. HEF-0040. 

FOR FURTHER INFORMATION CONTACT: 
Richard W. Dugan. Associate Director, 
Office of Hearings and Appeals, 1000 
Independence Avenue. SW., 
Washington. D.C. 20585. (202) 252-2860. 

SUPPLEMENTARY INFORMATION: In 

accordance with i 205.282(c) of the 
procedural regulations of the 
Department of Energy. 10 CFR 
205.2a2(c). notice is hereby given of the 
issuance of the Decision and Order set 
out below. The Decision and Order 
relates to a consent order entered into 
by the Boswell Oil Company of 
Cincinnati, Ohio. The consent order 
settled possible pricing violations with 
respect to the firm's soles of motor 
gasoline. Nos. 2 and 6 fuel oils, and 


other refined petroleum products to 
customers during the November 1.1973 
through April 3a 1974 consent order 
period. 

The Office of Hearings and AppeaU 
previously issued a Proposed Decision 
and Order which tentatively established 
a two-stage refund procedure and 
solicited comments from Interested 
parties concerning the proper 
disposition of the consent order fund 
The Proposed Decision and Order 
discussing the distribution of the 
consent order funds was issued on 
December 10.1984. 40 FR 49881 
(December 17,1984), 

As the Decision and Order indicates, 
applications for refunds from the 
consent order fund may now be filed. 
Applications will be accepted provided 
they are postmarked no later than 90 
days after publication of this Decision 
and Order in the Federal Register. 
Applications will be accepted from 
customers who purchased refined 
petroleum products from Boswell during 
the relevant consent order period. The 
specified information required in an 
application for refund is set forth In the 
Decision and Order. The Decision and 
Order reserves the question of the 
proper distribution of any remaining 
consent order funds until the first-stage 
claims procedure is completed. 

Dated: June 17.198S. 

George B. Breznay. 

Director, Office of Hearings rmd Appeals 

Decision and Order 
Special Refund Procedures 

June 17,1985. 

Name of Firm: The Boswell Oil 
Company. 

Date of Filing: October 13,1983. 

Case Number: I fEF-0040. 

Under the procedural regulations of 
the Department of Energy, the Econorr.jc 
Regulatory Administration (ERA) may 
request that the Office of Hearings and 
Appeals (OHA) formulate and 
implement special procedures to make 
refunds in order to remedy the effects of 
alleged or adjudicated violations of DOB 
regulations. 10 CFR Part 205, 
Subpurt V. The Subpart V regulations 
set forth general guidelines by which thf 
OHA may formulate and implement a 
plan of distribution for funds received 
pursuant to a settlement agreement or 
remedial order. The Subpart V process 
may be used in situations where the 
DUE is unable readily to ascertain th'i 
persons or firms who may have been 
injured as a result of alleged or 
adjudicated violations, or to ascertain 
the amount of each person's injury. 
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Offiofi of Enforcement. 9 DOE ^ 82.553 at 
aS.2S4 (1982). 

I. I^ickground 

Pursiuinl to the provisions of Subpaii 
V. on October 13.1983. the ERA filed a 
petition for the Implementation of 
Specio} Refund Procedures in 
connection with a consent order entered 
into with The Boswell Oil Company 
(Boswell) of Cincinnati. Ohio on 
Ociobor 21,1981. The firm operates two 
petroleum product storage facilities, one 
in Cincinnati (the Midland Marine 
terminal) and the other in Dravosburg, 
Pennsylvania (the Dravosburg terminal). 
Am urding to the ERA. Boswell is a 
h* seller-retailer** as that term was 
defined in 10 CFR 212.31, and was 
therefore subject to the Mandatory 
IVtruleum Price Regulations set forth in 
10 CFR Part 212. Subpart F. An ERA 
audit of BoswcIFs operations revealed 
possible pricing violations in sales of 
motor gasoline. No. 2 and No. 6 fuel oils, 
and other refined petroleum products 
during the six-month period from 
November 1, 1973 through April 30,1974 
(the uudit period). On June 30,1960, 

1980, a Notice of Probable Violation 
INOPV) was issued to Boswell in which 
the ERA alleged that the firm had 
ovf^rchafged its customers by $690,158.31 
in Its sales of refined petAileum 
products during the audit period. In 
order to settle all claims and disputes 
between Boswell and the DOE regarding 
the firm's sales of motor gasoline. No. 2 
and No. 6 fuel oils, and other refined 
petroleum products during the audit 
period, the firm entered Into a consent 
order agreement with the DOB, The 
consent order refers to the ERA'S 
overcharge allegations, but notes that 
the issues raised by the NOPV were not 
adjudicated and slates that Boswell 
does not admit (hat it committed any 
such violations. Under the terms of the 
consent order, Boswell agreed to remit 
S148.250 to the DOE and the ERA agreed 
lo release Boswell from any civil claims 
lhal the DOE may have had pertaining 
to the specified transactions during the 
audit period. 

On December 10.1984. the OliA 
issued a Proposed Decision and Order 
tentatively setting forth procedures to 
distribute refunds lo parties w'ho were 
injured by Boswell's alleged regulatory 
violations. See The Boswell Oil Co„ 

Case No. UEF-0040 (December 10.1984) 
(Proposed Decision). 49 FR 48981 
(December 17.1984). In the Proposed 
Decision, we described a two-stage 
process for distribution of the funds 
made available pursuant to the Boswell 
consent order. Specifically, we proposed 
to disburse funds in the first stage to 
claimants who could demonstrate that 


they were injured by Boswell's alleged 
overcharges during the consents order 
period We stated that money available 
after payment of refunds to eligible 
claimants in the first stage would be 
distributed during a second-stage 
process, but that the ultimate disposition 
of those second-stage funds w ould not 
be determined until after the completion 
of the first stage. 

We received comments on the 
Proposed Decision from only one party, 
(he State of New Mexico. Those 
comments address only the disposition 
of funds in the second stage of the 
proceeding. This Decision and Order 
establishes the procedures to be used 
for filing and processing claims in the 
first stage of the Boswell refund process. 
Wc will not, therefore, determine second 
stage procedures in this Decision. Our 
determination concerning the final 
disposition of any remaining funds will 
necessarily depend on the size of the 
funds. See Marion Corp„ 12 DOE 
185.914 (1984) (Marion). It would 
therefore be premature for us to address 
the issues raised by the state of New 
Mexico concerning the second-stage 
disposition of funds. 

If. lurisdiction 

The Subpart V procedural regulations 
of the DOE set forth general guidelines 
by which the OHA may formulate and 
implement a plan of distribution for 
funds received as a result of an 
enforcement proceeding. After 
reviewing the record in this proceeding, 
we have concluded that it is difficult to 
identify potentially injured parties and 
to ascertain readily the extent lo which 
such parties may have been injured by 
Boswell's pricing practices. Under these 
circumstances, ^bpart V provides u 
useful mechanism for devising a 
procedure to effect restitution. The OHA 
will therefore accept jurisdiction over 
the funds received by the DOE pursuant 
to the Boswell consent order. 

III. Refund Procedures 

Since we did not receive any 
comments objecting to the first stage 
procedures tentatively established in the 
Proposed Decision, wc have concluded 
that those procedures should be 
adopted. The Boswell consent order 
fund will be distributed to claimants 
who satisfactorily demonstrate that they 
were injured by Boswell's pricing 
practices during the six-month consent 
order period (November 1,1973 through 
April 30.1974). The audit files indicate 
that Boswell's customers were generally 
resellers (including retailers and refiners 
operating in the capacity of resellers) of 
motor gasoline and No. 2 fuel oil. and 
also industrial end-users of Na 2 and 


No. 6 fuel oils. Potential claimants are 
firms and individuals who purchased 
these products either directly from 
Boswell or from firms in a chain of 
distribution leading hack to Boswell. 

In order to receive a refund, each 
claimant will be required to submit a 
schedule of monthly purchases of 
products covered by the Boswell 
consent order during the consent order 
period. If the products were not 
purchased directly from Boswell, the 
claimant will be required to include a 
statement setting forth the reason.s for 
believing the product originated with 
Boswell. In addition, a reseller filing a 
refund claim will generally be required 
lo document that it was injured by the 
alleged overcharges. While there are a 
variety of ways to make this showing, a 
reseller should generally demonstrate 
that at the time it purchased petroleum 
products from Boswell, market 
conditions would not permit it to 
increase its prices to pass through the 
additional costs associated with the 
alleged overcharges. See OKC Corp./ 
Hornet OH Co.. 12 DOE \ 85.168 (1985); 
Tenneco OH Co./Mid-Continent 
Systems. Inc. 10 DOE 185.009 (1982). 
Each reseller will also bo required to 
show that it maintained "banks" of 
uncovered increased product costs. See 
Office of Enforcement. 10 DOE % 65.029 
(1962). ^andard OH Co. (Indiana/ 
Suburban Propane Gas Corp,, 13 DOE 1 

-Case No. RF21-8d02 (April 17. 

1985). The presence of banks, however, 
does not automatically establish injury. 
See. e.g.. Tenncco OH CoJChevrom 
as,A.. 10 DOE 1 85,014 (1982). 

As in many prior special refund cases, 
we will adopt certain presumptions. 
Presumptions in refund cases are 
specifically authorized by applicable 
DOE proc^ural regulations. See 10 CFR 
205.2d2[e). The presumptions we will 
adopt in this case are used to permit 
claimants to participate in the refund 
process without incurring 
disproportionate expenses, and to 
enable the OHA to consider the refund 
applications in the most efficient way 
possible in view of the limited resources 
available. 

First, we will adopt (he presumption 
(hat the alleged overcharges were 
dispersed equally in all sates of covered 
products sold by Boswell during the 
consent order period. The OHA refers to 
this presumption as volumetric refund 
amount Second, we will adopt a 
presumption of injury with respect to 
small claims. 

The volumetric refund presumption 
assumes that alleged overcharges were 
spread equally over all gallons of 
product marketed by a particular firm. 










26038 


Federal Register / Vol 50, No. 121 / Monday, June 24, 1985 / Notices 


In the absence of better information, this 
assumption is sound because of the 
manner in which the DOE price 
regulations required a regulated firm to 
account for increased costs in 
determining its prices. Under this 
method, a per gallon volumetric refund 
amount is calculated by dividing the 
settlement amount by the total gallonage 
of the products covered by the consent 
order. In this case, the volumetric 
amount is S0801940 ($146,250 remitted to 
the DOE by Boswell divided by 
70.400.000 gallons of covered products 
sold by Boswell during the consent 
order period).* Refund will be 
calculated by multiplying an applicant's 
total gallons of product purchased from 
Boswell during the consent order period 
by the per gallon volumetric refund 
amount. An eligible applicant will also 
receive a proportionate share of the 
interest accrued on the consent order 
fund since its remittance to the DOE. 

We will also adopt a presumption that 
small purchasers were injured to some 
extent by the pricing practices which led 
to the issuance of the consent order.* 
See. e.g., Uban Oi! Co^ 9 DOE f 82341 
(1982) [Uban). The presumption that 
reseller claimants seeking tmaUer 
refunds were injured by the pricing 
practices settled in the Boswell consent 
order is based on a number of 
considerations. As we have noted in 
many previous refund decisions, there 
may be considerable expenses involved 
in gathering the data needed to support 
a detailed claim of injury. In order to 
prove such a claim, an applicant must 
compile and submit detailed financial 
information regarding the impact of 


* W 0 rvoogntso IhnI the rmpcNrl of m toflvft 
pHcifig snetioeo OQ on mdiviaiMil pufcSaotr could 
hove bm stmIov. and any puwAMor is allowed 1o 
nio a rafuod application no a claim that tha 
impact of Iho alb*s«d oaordiarfr on Cl waa gnuilitr 
than Uio amount dafenmnad uains the volumofrio 
presumption. San ns., Amtei lac^ 12 DOC \ SSjQiTS 
at aa^VM tlSM). Sid Rirhankm Carbon vod 
GaaoHno Co./Stou*Uind Cm. 12 DOK ) 

SS4)64 al 8ai64 (im|. 

^ W<* will also prmma. h<twav«r, that If a rtsell«r 
made only apof purcbaaim from BoawrIL If waa twi 
inpovd by BotwatTa phetnf practicas. Accordinsly. 
it %¥ouItl not be elisible to ratai%t* a refund, avan on* 
at or bakow the Ihraihold IcvaL Aa wa have 
tirvaiouaiy ttalrd with reapact to apof pitrciwfarB: 

|T]hot* ciMfoowra tami to have rontidot'afiila 
dbemUoo m whaie and when to maka apoi 
purrhaaet aod would ibarafota mM hove mode apo« 
purebaaea of jlha firm t product) at incroaMKl pricea 
ufilrta fhay were able lo pata thmush the full 
amtnmt of |tha firm'*) f|oofrd aaffinp price at tha 
limr of pur^aoa In tlwtr own amtnmam 

Offkst of Bofanamomt. B DOE f S2.S07 at BBMB- 
B7 fIMI). Wa behavr that th* Mma ralkmala holda 
true in the pcewml caaa. AccurdUiply. hi addClioo to 
demenitmllnii inlory. a apof purdtatof which fklea u 
claim aboiild aubenA aaidanca to rataMiah ibal H ie 
Inappropriol* lo praatnDt Ihul the firm had 
diacretlM aa to where and whan il made tha 
purchaarjfl un ulikh tU ndund claim (t baaed. 


alleged overcharges which took place 
many years ago. This procedure is 
generally time>can8uming and 
expensive, in the case of small claims, 
the cost to the firm of gathering this 
factual information, and the cost to the 
OHA of analyzing It, may exceed the 
expected refund amount. Failure to 
allow simphfied application procedures 
for small daims could therefore deprive 
injured parties of the opportunity lo 
obtain a refund. The use of this 
presumption is also desirable from an 
administrative standpoint, because it 
allows the OHA to process a large 
number of routine refund claims quickly, 
and use its limited resources more 
effidently. 

Under the small claims presumption 
we are adopting, a reseller claimant will 
not be required to submit any additional 
evidence of injury beyond purchase 
volumes if its refund daim is below a 
threshold level. Previous OHA refund 
decisions have expressed the threshold 
either in terms of a purchase volume 
figure from the consent order firm or as 
a dollar refund figure. However, in 
Texas OH & Gas Corp., 12 DOE 1 85,089 
(1984) [Texas 0/7). we noted that 
describing the threshold in terms of a 
dollar amount rather than a purchase 
volume figure would better effectuate 
our goal of fadlitating disbursements to 
applicants seeking relatively small 
refunds. Id. at 88,210. We have 
determined that the same approach will 
he fallowed in this case. The adoption of 
a threshold level below which a 
claimant is not required to submit any 
further evidence of injury beyond 
volumes purchased is based on several 
factors. As noted above, we are 
especially concerned that the coat lo 
both the applicant and the government 
of compiling and analyzing information 
sufficient to show injury not exceed the 
amount of the refund to be gained. In 
this case, where the volumetric refund 
amount is fairly low and the time period 
of the consent order is quite distant, we 
believe that the establishment of a 
presumption of injury for all claims of 
$5,000 or less is reasonable.* See id.: 
Marion. 

In addition to the presumptions wc 
are adopting, we are making a finding 
that end-users or ultimate consumers, 
including businesses that are unrelated 
to the petroleum industry, were injured 
by the alleged overcharges settled in the 
consent order. Unlike regulated firms in 
the petroleum industry, members of this 
group generally were not subject to price 


* As in priof rtfund rr«i4lrr» who** mfsnd 
ralcuUlod moing tht v«>kaaivloc factor aiuwwU lb* 

thnr«h*ld onimifM may aleci lo ofHity for a ivfunit 
baaed on the thriHihotd amount. 


controls during the consent order pexi< tl 
and they were not required to keep 
records which justified selling price 
increases with reference to cost 
increases. For these reasons, an analy^ii 
of the impact of the increased cost of 
petroleum products on the final prices of 
non-petroleum goods and serv ices 
would be beyond the scope of a special 
refund proceeding. See Office of 
EnforcemenL 10 DOE \ 85.072 11963); 
Morion: Texas Oil, 12 DOE at 88309. 
Wo have therefore concluded that end 
users of Boswell petroleum products 
need only document their purchase 
volumes from Boswell lo make a 
sufficient showing that they were 
injured by the alleged overcharges. See 
generally Thornton Oil Carp.^ 12 DOB 
185.112 (1984): Standard Oil Company 
(IndianaJ/Union Camp Carp.. 11 DOE 
f 85.007 (1983): Standard Oil Contpanv 
(IndianaJ/Elgin, foltet and Eastern 
Railway. 11 DOR? 85,105 (1963). 

As in prior special refund cases, we 
will not grant refunds for less than 
$15.00 (the approximate cost to the 
government of issuing refund checks) 
because the cost lo the public of issuing 
such small refunds exceeds the 
reatitutfonary benefits which may br 
achieved. See, e.g.. Uban. 9 DOE at 
85,225. 

Generally in special refund 
proceedings, we attempt to identify 
specific customers who mayliavc bi». n 
injured by the consent order firm's 
pricing practices and provide those 
customers with notice of the refund 
proceeding. The Boswell audit files 
provide the names and. in some cases, 
the addresses of firms who were 
customers during early 1973. See 
Appendices A and B. Although this 
period was prior to the consent Ofdei 
period, we believe that these firms may 
have been injured by Boswell's allegrd 
overcharges. Accordingly, we intend to 
provide notice to those firms for who n 
wc have addresses and to make 
additional efforts to lof:ate those Brnm 
for whom we do not have addresses * 
Moreover, we are continuing to seek 
Boswell's cooperation in Ux^ling its 
customers during the consent order 
period and apprising them of this 
refund proceeding. We may also use 
local newspapers lo publicize this 
proceeding. 

IV. Refund Application Procedunf« 

We have determined that the 
procedures described in the Propostn! 


♦InoHrr to CTt«orr rtut rhos* ctttUrnidrt nrf** '-'* 
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Decision are the most equitable and 
efficacious means of distributing the 
Boswell consent order fund. 

Ai rordindy, Applications for Refunds 
will now be accepted from parlies who 
purchased Boswell petroleum products 
during the consent order period. The 
following information should be 
included in all Applications for Refund: 

1. Applications should prmninently 
display Case No. HEF-0400 and the 
applicanfs name on the cover. 

2. Fach Application should include the 
name, position title, and telephone 
number of a person who may be 
contacted by us for additional 
Information concerning the Application. 

3. Fach applicant should specify how 
it used the Boswell petroleum product, 
i.e.. whether it was a reseller or end* 
user. 

4. Each applicant should report the 
volume of each Boswell petroleum 
product it purchased by month for the 
period of time for which it is claiming it 
was injured by the alleged overcharges. 
If the product was not purchased 
directly from Boswell, the claimant must 
include a statement setting forth the 
reasons for believing the product 
originated from Boswell. 

5. If the applicant is a reseller (or 
retailer or reHner) who wishes to claim a 
refund in excess of $5,000 it should also: 

(a) State whether it maintained bunks 
of unrecouped product cost increases 
and furnish the OHA with quarterly 
bank calculations, and 

(b) Submit evidence to establish that 

it ^d not pass through the alleged injury 
to its (nistomers. For example, a firm 
may submit market surveys to show that 
price increases to recover alleged 
ovt rchaiges were infeasible. 

6. Each applicant should state 
whether it was in any way affilidted 
with Boswell. If so. it should state the 
nature of the affiliation. 

7. F.ach applicant should state 
whether there has been any change in 
ownership of the entity that purchased 
Boswell petroleum products since the 
snd of the consent order period, if so, 
the name and address of the current (or 
former) owner should be provided. 

8 Bach applicant should report 
whether it is or has been involved as a 
party in any DOE or private Section 210 
^nforcement actiodns. If these actions 
nave been terminated, the applicant 
should furnish a copy of any Pinal order 
issued in the matter. If the action is 
ongoing, the applicant should describe 
the action and its current status. The 
applicant is under a continuing 
Obligation to keep the OHA informed of 


any change in status during the 
pendency of its application for refund. 
See 10 CFR 205.9(d). 

9. Each Application must also include 
the following signed statement: 

I swear (or affirm) that the 
information submitted is true and 
accurate to the best of my knowledge 
and belief. 

All Applications for Refund must be 
filed in duplicate. A copy of each 
Application will be available for public 
inspection in the Public Docket Room of 
the Office of Hearings and Appeals. 
Forrestal Building. Room lE-234.1000 
Independence Avenue. SW. 

Washington. D.C. Any applicant that 
believes that its Application contains 
conndential information must so 
indicate on the first page of its 
Application and submit two additional 
copies of its Application from which the 
confidential material has been deleted, 
together with a statement specifying 
why the information is privileged or 
confidential. 

All Applications should be sent to: 

The Boswell Oil Company Refund 
Proceeding. Office of Hearings and 
App>eaU« Department of Energy* 1000 
Independence Avenue. SW, 

Washington. D.C. 20585. Applications 
must be postmarked within 90 days after 
the publication of this Decision and 
Order in the Federal Register. See 10 
CFR 205.286. All Applications for Refund 
received within the time limit specified 
will be processed pursuant to 10 CFR 
205.284. 

It is therefore ordered that; 

(1) Applications for Refunds from the 
funds remitted to the Department of 
Energy by The Boswell Oil Company 
pursuant to the consent order executed 
on October 21,1981 may now be filed. 

(Z) All Applications must be 
postmarked within 90 days after 
pubbeation of this Decision and Order 
In the Federal Register. 

Dated: |une 17.1965. 

George B. Brr»*3ay, 

Director, Office of Hearings and Appeals. 

Appendix A 

BoswelFs 1973 Customers, Addresses 
Known 

Air Products, P.O. Box 565. Creighton 
PA 15030 

Armoco Steel Company, 703 Curtis 
Street. Middletown. OH 45042 
Barton Brands. Barton Road. Bardstowr.. 
KY 40004 

Champion Paper Company, 601 North B. 

Hamilton. OH 45011 
Clark Oil Company. 300 S.W., End 
Avenue. Dayton. OH 45426 


Commerce Oil Corp., 10 Rockefeller 
Plaza, New York, NY 10020 
Crucible. Inc.. P.O. Box 226, Midland. PA 
15059 

Dana Corporation, 2700 East Plum. New 
Castle. IN 47362 

Emery Industries. 4900 F^ite Avenue. 

Cincinnati. OH 45232 
Foster Forbes. East Charles. .Marion, IN 
46952 

General Motors, Inland Division. 2701 
Home Avenue, Dayton. OH 45417 
Cold Circle Stores, 6755 Colerain 
Avenue. Cincinnati, OH 45239 
HarriS'Thomas Drop Forge. 1400 East Ist 
Street, Dayton. OH 45403 
Mead Corporation. South Paint. 

Chillicothe, OH 45601 
Monsanto Company. River Road. 
Addyston. 45001 

Ohio Brass Company, 360 North Main 
Street, Mansfield. OH 44903 
Quaker State Oil Reflning Corp.. Quaker 
State Building. Oil City. PA 16301 
R & W Oil Products. 440 West 5th 
Avenue, McKeesport. PA 15132 
Randall Company. Randall Street, 
Greensburg. IN 47240 
Reilly Tar tk Chemical. 1500 S. Tibbs 
Avenue. Indianapolis, IN 46217 
Sinclair Koppers. P.O. Box 219. 

Bridgeville. PA 15017 
Standard Oil Company. 20600 Chagrin 
Boulevard. Cleveland. OH 44122 
Sorg Paper Company. 901 Manchester, 
Middletown. OH 45042 
Susan Rockwell, Esq., U.S. Steel Corp.. 

600 Grant Street. Pittsburgh. PA 15230 
Volney Felt Mills. West 6. Bnmkvllle. IN 
47012 

Wagoner Gas ft Oil. 112 Walnut I^ne, 
West Newton. P.A 15089 
Weirton Steel. P.O. Box 431. Weirlon 
WV 26062 

Appendix B 

Boswell's 1673 Customers, .addresses 
Unknown 

Belle Vernon Oil 
Bernard Miller 
Best Oil Co. 

Brite Oil 
C. Block 
C.E. Glass 
Campbell Bard 
Diamond International 
E C. Smith 
Gil Products 
Golden Flame 
Green Line Steamers 
Harrison Steel Castings 
Industrial Oil Co. 

Jenkins Atlantic 
King ft Keeny 
Ijogan-Long 
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Paul Corry Construction 
Piltron 

Standard Terminal 
Suchko 

The Flinlcote Co. 

Universal Oil 

|FR Doc. SS>t50e7 Filed 6-21-06: 6:45 am| 
BILLINO coot 


Implementation of Special Refund 
Procedures 

AOCMCY; Office of Hearings and 
Appeals. DOE. 

ACTION: Notice of Implementation of 
Special Refund Procedures. 

SUMMARY; The Office of Hearings and 
Appeals of the Department of Energy 
announces the procedures for 
disbursement of $705,207.76 (plus 
accrued interest) obtained as a result of 
Consent Orders which the DOE entered 
into with Eugene Endicott of Redmond. 
Oregon (Case No. HEF-0060). Field Oil 
Company of Ogden. Utah (Case No. 
HEF-0071). F O. Fletcher. Inc. of 
Tacoma. Washington (Case No. HEF- 
0074). Glaser Gas. Inc. of Calhan* * 
Colorado (Case No. HEF-OOBO). Ideal 
Gas. Inc. of Nyssa. Oregon (Case No. 
HEF-0093), and Inland U.S.A.. Inc. of St. 
Louis. Missouri (Case No. HEF-0096). 
The funds will be available to customers 
who purchased refined petroleum 
products from one of the consent order 
firms during the relevant consent order 
period. 

DATE AND ADDRESS: Application for 
refund of a portion of one of the consent 
order funds must be postmarked within 
90 days of publication of this notice in 
the Federal Register and should be 
addressed to: Endicott Consent Order 
Proceeding. Field Consent Order 
Proceeding. Fletcher Consent Order 
Proceeding. Glaser Consent Order 
Proceeding, Ideal Consent Order 
Proceeding, or Inland Consent Order 
Proceeding. Office of Hearings and 
Appeals, Department of Energy. lOtX) 
Independence Avenue, SW., 
Washington, D.C. 20565. All applications 
should conspicuously display a 
reference to the appropriate case 
number. 

FOR FURTHER INFORMATION CONTACT: 
Richard W. Dugan. Associate Director. 
Office of Hearings and Appeals. 1000 
Independence Avenue. SW., 
Washington. D C. 20565. (202) 252^2860. 
SUPPLEMENTARY INFORMATION: In 
accordance with { 205.262(c) of the 
procedural regulations of the 
Department of Enciw. 10 CFR 
205.262(c). notice is hereby given of the 
issuance of the Decision and Order set 


out below. The Decision and Order 
relates to Consent Orders entered into 
by Eugene Endicott (Endicott) of 
Redmond. Oregon. Field Oil Company 
(Field) of Ogdon. Utah. FX). Fletcher, 
Inc, (Hetcher) of Tacoma. Washington. 
Glaser Gas. Inc. (Glaser) of Calhan. 
Colorado. Ideal Gas, Inc. (Ideal) of 
Nyssa. Oregon, and inland U.S.A., Inc. 
(Inland) of St Louis, Missouri 
(hereinafter collectively referred to as 
the consent order firms). These Consent 
Orders settled possible pricing and 
allocation violations with respect to the 
consent order firms* sales of refined 
petroleum products during the relevant 
consent order periods. Under the terms 
of the Consent Orders, the products 
covered, the consent order periods, and 
the consent order amounts are as 
follows: 


Producta coawaO 

Coraant order 
panod 

Cbnaant 

OidH 

emoue 

EraSooS Mcrtor (jaarArn 

1l/1/73-n^30/7S 

910,000 00 

nets Motor jaanana — 

3/1/79-7/91/71 

17.S5515 

Flrtchar Motor Qaaoina 
mtodte daaSaias.. 

11/1/73-5/31/74 

13711000 

Qtaaar Prepawa- 

11/1/?S-2/»/7S 

29.15637 

idaal Ptopana- 

11/1/79-4/30/74 

93.714 00 

imana MotcK gasotna .. 

3.'1/70-6/30/79 

526273^ 


The consent order amounts are being 
held in separate interest-bearing escrow 
accounts pending determination of their 
proper distribution. 

The Office of Hearings and Appeals 
previously Issued a Proposed Decision 
and Order which tentatively established 
a two-stage refund procedure and 
solicited comments from interested 
parties concerning the proper 
disposition of the six consent order 
funds. The Proposed Decision and Order 
discussing the distribution of the < 
consent order funds was issued on April 
3. 1965. 50 FR 14423 (April 12,1965). 

As the Decision and Order indicates, 
applications for refunds from the 
consent order funds may now be filccL 
Applications will be accepted provided 
they are postmarked no later than 90 
days after publication of this Decision 
and Order in the Fedora) Register. 

Applications will be accepted from 
customers who purchased refined 
petroleum products from one of the 
consent order firms during the relevant 
consent order period. The specified 
information required in an application 
for refund is set forth in the Decision 
and Order. The Decision and Order 
resenres the question of the proper 
distribution of any remaining consent 
order funds until the first-stage claims 
procedure is completed. 


Dated: June 17.1965, 

George B, Breznay, 

Director. Office of Heotinj^s andAppeo/a 

Decision and Order of the Department of 
Energy 

Special Refund Procedures 
|une 17.1965. 

Names of Firms: Eugene Endicott: 
Field Oil Company; F.O. Fletcher. Inc.: 
Glaser Gas. Inc.; Ideal Cas. Inc.; and 
inland U.S.A., Inc. 

Date of Filing: October 13,1983. 

Case Numbers: HEF-0069; HEF-O071: 
HEF-0074; HEF-0080; HEF-0093: and 
HEF-OO90. 

In accordance with the procedural 
regulations of the Department of Enerjitv 
(DOE), to CFR Part 205, Subpart V. the 
Economic Regulatory Administration 
(ERA) of the DOE filed a Petition for the 
Implementation of Special Refund 
Procedures with the Office of Hearing.^ 
and Appeals (OHA) on October 13.1963. 
The petition requests that the OHA 
formulate and implement special 
procedures for the distribution of funds 
received pursuant to Consent Orders 
entered into by the DOE and the 
following parties: Eugene Endicott 
(Endicott) of Redmond, Oregon; Field 
Oil Company (Field) of Ogden. Utah; 
F.O. Fletcher, Inc, (Fletcher) of Tacoma. 
Washington: Glaser Cas. Inc. (Glaser) of 
Calhan. Colorado: Ideal Gas. Inc. (Idea!) 
of Nyssa. Oregon: and Inland U.sJa.. 

Inc. (Inland) of St. Louis, Missouri 
(hereinafter collectively referred to as 
the consent order firms).* The aggreg^itp 
amount of funds involved in this 
proceeding is $765,207.76. 

1. Background 

Each of the consent order firms is a 
•'reseller** or "reseller-retailer** of 
••refined petroleum products." as these 
terms were defined in 10 CFR 212.31. 
ERA audits of the consent order firmh 
revealed possible violations of the 
Mandatory Petroleum Price Regulatfons, 
Subsequently, each of these firms 
entered into a separate Consent Order 


• Thii ooA^otlJitrd pw)ceo<finj inil/»ny Intiudfsl 

• Coment Order enterrd Silo by the DOE end AfiU 
Chemical Cocpoiatloii (Arkla) (Cate No. MEF-O-^^ i 
See ArkJa Chemrcof Compooy ei oL 6 Fed Energy 
CuKfeUtm f S0.05S (T ^ opoa t d Dedrlon ami Ordr r 
ApHt 3.196S). Wtf hava tubaaqaanlty d#laraifin#<i 
that Iha A/kU caaa ehovUi be amaolideted with a 
Subpart V and Arkanaei LtniUiana Cai Campae> 
(Caaa Nioabar HEr-02Dt)L of which ArkU ia • 
wboUy-ovenad eubetdiary. Accordlnsly. the llnet 
(ielermUnitioa ef procadiitea lor the dietrlbotJon of 
the AHda oonaenf order fnml bai been eet fo«lh la • 
receoU aeparata Ueciaioo and Order. S0oA/6an/«J» 

LoutMiano Cot Company of a/.. 13 DOE f- 

CaM Not. HEF-Oan. KKF-4»30 (May 17.1963) No 
oommnHa wrr« reoeiired which would alfect thia 
new consolidation. 
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wiih (he DOE in order to settle its 
I disputes concerning certain soles of 
refinpd petcoleciu products.’ Eadi 
I Consent Order refers to tba ERA'S 
fliirgotiotis of overcharges, but notes 
that no findings of violation %vere made. 
Additionally, each Consent Order states 
that the consent ord<T firm does not 
admit that it committed any such 
\ioUtions. 

Parsoaal to these Consent Orders, the 
firms agreed to pay to the DOE specified 
amounts in settlement of their potential 
liability regarding sales to their 
respective customers during the consent 
order periods. The firms* payments are 
QtiTf ntly being held in separate interest^ 
bearing escrow accounts pending 
distritiution by the DOF.. The names and 
locations of the firms, the consent order 
iimo«mla, the products covered by the 
Consent Orders, and the dates of the 
consent order periods are set forth in 
Appendices A-F to this Dedsion and 
Order 

On April 3,1905, wc issueil u 
lYnposed Dedsion and Order (PD&O) 
•Hling forth n tentatKe plan for the 
distribution of the consent order funds. 

50 FR 14423 (April 12, 19851. We stated 
in the TOAO that the basic purpose of a 
ipi^ial refund proceeding is to make 
nmtitutioo for iniurics that were suffered 
as a result of alleged or adfudicated 
violations of the DOE regnlalions. In 
order to effect restitution In this 
proceedhigi we tentiifively determined 
to rely, in part, on Information contained 
in the ERA audit files We observed that 
this approach was warranted based on 
our f'xpcriefite in prior Subpart V cases 
sphere (he consent order period is 
colerminotis with the audit period, all or 
»osl of the firm's customers were 
1 Identified by the ERA. and alleged 
ovprthafge amounts were specified for 
those rustomefS In the audit records. 

See, eg,. Marion Carp,, 12 DOF 185.014 
11964) At the same time, we recognized 
that there may have been other 
purrJiascrs who were not identified in 
thf audit files and w'ho were injured as 
^ result of the pricing practices of one of 
the consent order firms during the 
rrievjint consent order period. Wc 
thfrrfore proposed to establish a claims 
procedure whereby the consent onler 


*^Al!homi|h KpcScoII Uid nul m»\m ioli» u 
On^'f wi\k Iba DOE. lh« fuin afirmi li» SlOUOU 
jw «ir IXIC ttodet the lima of a SUpnUlKm tor 
r*®****® to |udurm»;iu Mppf«>vrd by iho UniAHt 
tHUrtoi Cuarl tor t ol C)r««oo on 

w IM, ejni tlmiicuti V. SchUsmu^fifir. Ovil 7S- 
Ora. lUttO). til view ot Uio aintlUifHy 
ihfT irmu uf ihir l^ipulolluii iiod ibo i 4 Fvtii» 
■•irwMl upoo to • CoAamt Ordof. will 
r«(ef (o ibe SupuUrioo m a CcHtunH 


firms’ customers could apply for a 
refund. 

A copy of the PDKtO was published in 
(be Fcfiaral Register oo April 12.1966, 
and comments were solicited regarding 
the proposcHl refund procedures. In 
addition, a copy of the PD&O was sent 
to those purchasers whose names and 
addresses were listed in the FJ^A audit 
files and are set forth in Appendices A- 
F. While none uf the consent order 
firms’ customers commented on the 
proposed refund procedures, comments 
w*ere filed on behalf of the Slate of 
Texas. A portion of Texas* comments, 
however, discusses the distribution of 
any residual funds that might remain 
after refunds have been made to first- 
stage claimants. The purpose of this 
D€^cision and Order Is limited to 
estatdishing procedures to be used for 
filing and processing claims in the first 
stage of the present refund proceeding. 
This Decision sets forth the information 
that a purchaser of refined petroleum 
products from one of the consent order 
firms shotild submit in an Application 
for Refund in order to establish 
eligibility for a portion of the relevant 
consent order fund. The formulation of 
procedures for the final disposition of 
iiny remaining funds will necessarily 
depend on the size of the fund. See 
Office of Enforcement. 9 DOE 1182.506 
(1981J. Therefore, it would be premature 
for us to address at this time the issues 
raised by Texas* comments concerning 
the disposition of any funds remaining 
after all the meritorious Hrst-stage 
claims have been paid* Comments filcni 
by Texas regarding the proposed first 
stage procedures %viU be addressed in 
Section 111 of this Decision. 

II. furisdictioD 

The procedural regulations of the DOE 
set forth general guidelines by which Ihe 
OHA may foimulate and implement a 
plan of distribution for funds received as 
a result of an enforcement proceeding. 

10 CFR Part 205. Subpart V. The Subpart 
V process may be us^ in situations 
where the DOE is unable to identify 
readily persons persons who may have 
been injured by alleged or adjudicated 
violations, or unable to ascertain the 
amounts of such persons* infuries. For u 
more detailed discussion of Subpart V 
and the authority of the OHA to fashion 
procedures to distribute refunds 
obtained as part of settlement 
cigreements. see Office of Enforvemant. 

9 DOE tB2,6S3 (1982); Office of 
Enforcement, 9 DOE !!62.S0e (1981); 


’ * Forttoenaorr. U w inH cimmt UmI Sit SIaW ut 
Jtx»9 hit A.<Uraci MUrreti in Uir prracni 
procmdins- Aiuce cuatMr ol ibr mU« tovoltotl mrrv 
mnilr toTr^nt 


Office of Enforcement. 8 DOE | 82,597 
(1981) Ihercinafler cited as VVeiers). Wc 
have received no comments challenging 
our authority lo fashion special refund 
procedures in this case. We will 
therefore grant Ihe ERA’S petition and 
assume jurisdiction over distribution of 
the six consent order funds. 

III. DeterminaHon of lnjur>' 

In tKe PD&O. we proposed that 
retailer and reseller claimants (including 
refiners acting as resellers) be required 
generally to demonstrate that they did 
not pass on to their customers price 
increases implemented by one of the 
consent order firms. See. eg., Vickers. 
We have received no comments 
objecting to ibis proposal Accordingly, 
in order to qualify for a refund, firms 
that resold petroleum products 
purchased from one of the consent order 
firms must show that during the consent 
order period market conditions would 
not permit them lo increase their prices 
to pass through lo their customers the 
additional costs associat€»d with the 
alleged overcharges. In addition, 
resellers must show that they 
maintained a "bank” of unrecovered 
costs in order to demonstrate that they 
did not subsequently reaover these costs 
by increasing their prices.® As wc noted 
in the PD&O, however, the maintenance 
of a bank will not automaHcally 
establish injury. See Tenneco OH Co./ 
Chevron US.A.. Inc^ 10 DOE 185.014 
(1902): WcAers Energy Corp./Standard 
Oil Co.. 10 DOE 1185.036 (1982); Vickers 
Energy Corp./Koch Irnhistries, Inc.. 10 
DOE 1185.038 (1982). 

As in many prior special refund cases, 
we also proposed lo adopt a 
presumption of Injury %vith respect to 
small claims. Specifically, we proposed 
thul a reseller or retailer claimant whose 
refund daim is below a threshold 
amount of $5,000 not be required lo 
submit any additional evidence of injury 
beyond purchase volumes. 

The St^te of Texas has filed 
comments in opposition to these 
proposals. Texas argues that the 
proposals would permit the ** * 001081 
enrichment” of reseller claimants, who 
may thereby receive refunds without 
proving Injury' or adequately 
demonstrating that they have "clean 


* Sumte of tile motor fBAutiDit imJos covered tiy tho 
Consent Ontcri entered into b> Pteld end tntund 
occurred fubeenwd te the emendmenl of the 
rebiUer price ralo tiwrt elimionfeid the tMok 
requiieiiunit tor rvtaiiori. Soe la CFR 212jasteHZ|. 44 

FH 42542 (|id> IS. 1079) (effective loly IS. Xmi 
Atxordinsb* rv>teUefi %vho purchneed motor 
geenltne frm field or Inlerid wilt oof be required to 

•lilMwa henk htformafion for picrdMoee mode mfUtr 

fuky IS iir«- 
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hands.'* * Comments at 4-5. Texas further 
argues that funds available to ultimate 
consumers will be "wrongfully 
diminished'* if the OMA adopts a 
presumption of injury and a threshold 
level for reseller claimants. Comments 
at 5. 

We are not persuaded by Texas* 
arguments. For the reasons stated 
below, we have determined that it is 
appropriate to establish a presumption 
of injury for all claims of $5,000 or less 
filed by resellers and retailers of refined 
petroleum products purchased from one 
of the consent order firms. See Cosby 

Oil Company, 13 DOE \ -, Case 

No. HEF-0050 (April la 1985), 

As we stat(^d in the PDAO. 
presumptions in refund cases are 
specifically authorized by applicable 
DOE procedural regulations. Section 
205.282(e) of these regulations states 
that: 

In establiihing stsndiirdi and procedures 
fur implementing refund distributions, the 
Office of Hearings snd Appeals shall take 
info account the desirability of dUtrilmting 
thp refunds in so efficient, effective and 
equitable manner and resolving to the 
maximum extent practicable all outstanding 
claims. !n order to do so. the standards for 
evaluation of individual claims may be bused 
upun appropriate presumptions. 

10 CFR 205.282|e), 

As we pointed out in the FDAO. the 
presumption that claimants seeking 
smaller refunds were injured by the 
pricing practices settled in a Consent 
Order is based on a number of 
considerations. 5^. Uban Oil Co., 9 
DOE 182.541 (1982). First, there may be 
considerable expenses involved in 
gathering the types of data needed to 
support a detailed claim of injury. In 
order to prove such a claim, an 
applicant must compile and submit 
detailed factual information regarding 
the impact of alleged overt^harges which 
took place many years ago. As we noted 
in the PDAO. this procedure is generally 
time-consuming and expensive, and in 
the case of small claims, the cost to the 
firm of gathering this factual 
information, and the cost to the OtIA of 
analyzing it, may be many times the 
expected refund amount. Texas has not 
advanced any arguments contesting this 
finding. Moreover, the transactions 
covered by the Consent Orders involved 
in the present proceeding look place 5- 

11 years ago. and we recognize that 
obtaining even purchase records may be 
difficult for some of the claimants. 
Therefore, as we stated fn the PDaO. we 
are convinced that failure to allow 
simplified application procedures for 
small claims could operate to deprive 


injured parties of the opportunity to 
obtain a refund.* 

Secondly, as we stated in the PDAO, 
the use of a small claims presumption is 
desirable from an administrative 
standpoint, because it allows the OMA 
to process a large number of refund 
claims quickly and to use its limited 
resouraea more efficiently. 

As of April 16.1985. the Office of 
Hearings and Appeals was evaluating 
3.365 applications for first-stage refunds 
in 89 proceedings. In addition, as of May 
20.1985, there were 165 pending refund 
proceedings in which applications for 
refund will be accepted in the near 
future. In order to expeditiously process 
this case load, it is essential to use 
presumptions like those proposed in (he 
PDAO. 

Finally, as we noted in the PDAO, it is 
clear that claimants seeking smaller 
refunds did purchase covered products 
from one of (he consent order firms and 
were in the chain of distribution where 
the alleged overcharges occurred. 
Therefore, they bore some impact of the 
alleged overcharges, at least initially. 
The small claims presumption 
eliminates the need for a claimant to 
submit and the OHA to analyze detailed 
proof of what happened dowmstream of 
that Initial impact. In view of these 
considerations, we reject Texas* 
position on the small claims 
presumption of injury issue. 

Under the small claims presumption 
we are adopting, a reseller, refiner, or 
retailer claimant will not be required to 
submit any additional evidence of injury 
beyond purchase volumes if its refund 
claim is based on purchases below a 
threshold level* 


* The me of « emaU claim* preeumption for 
rvteilert will not deprive ultimate consumert who 
were direct porchoeert of their maximum potential 
rrfunda. The ultimate omiaumef* who wrre moat 
likely inlured by the pricins pruetkea of Field. 
Fletcher. Gliirr and Ideal were dealsnated to 
receive a direct refund from the content order firm 
under the terms of the Conseoi Order. See footnote 
a The co nsu reets who were moat likely injured by 
the pricing practicea of Endicott and Inland ore 
designated es polrnhal rodptents ol rrfunda in 
Appendices A and G. The amount of money 
available for distributhm to IImmup consumer* does 
not depend on the size or number of refunds granted 
to reseller daimanto. 

* Resellers (indiiding refiner* and retailer*) who 
fiuide only spot purchase* from one of the conienl 
order firms wiU be presumed to have suffered no 
in|ury. They will therefore be iiwltgible for any 
refund, even a refund at or below the threshold 
level. As we have previously staled with respect to 
spot purchasers: 

|T]hose customers terrd to tuivc cgnsidmiile 
tbscrvtion in where and when to make percheies 
and would therefore not have made spot market 
purchases of |thr flmVi product) at increased prices 
unless they were able in pass through the full 
amount of {the flnn‘s| qiMitrd sellmg price at the 
lime of purchaoe to their iiwn cuefomero. 

V/c'kenr, 8 DOE at aSJOa-97; see aho Offiem of 
Spt^ia! Couml. 10 DOE ^ at mjOO fl W) 


Previous OHA refund decisions have 
expressed the threshold either in terme 
of a ceiling on purchases from the 
consent o^er Hrm. or as a dollar refund 
amount. However. In Texas OHS' Cos 
Corp„ 12 DOE ^ 85.069 (1984). we noted 
that describing (he threshold in terms of 
a dollar amount rather than a purchase 
volume figure would better effectuate 
our goal of facilitating disbursements to 
applicants seeking relatively small 
refunds, id, at 88,210. In the PDAO, we 
proposed that the same approach be 
followed in this case. 'I'lie adoption of • 
threshold level below which a claimant 
is not required to submit any further 
evidence of injury beyond volumes 
purchased is based on several factor?!. 
As noted above, we are especially 
concerned that the cost to the applicuni 
and the government of compiling and 
analyzing information sufficient to show 
injury not exceed the amount of the 
refund to be gained. In the PDAO, we 
stated that in view of the length of time 
which has transpired since the consent 
order periods in this case, the 
establishment of a presumption of injury 
for alt claims of $5,000 or less Is 
reasonable. See id.: Marion Corp.. 12 
DOE f 85.014 (1984). Texas has not 
presented any persuasive grounds for us 
to alter the proposed tlireshuld level. 
Accordingly, we shall utilize a $5,000 
threshold for reseller claimants.^ 

In addition to the presumption for 
small claims, wc are making a finding 
that end-users or ultimate consumers, 
including businesses that are unrelii^^ 
to the petroleum industry, were injurfd 
by the alleged overcharges settled for 
the Consent Orders. Unlike regulated 
firms in the petroleum industry, 
members of this group generally were 
not subject to price controls duriog iht 
consent order period, and were not 
required to keep records which justiried 
selling price increases by reference to 
cost increases. For these reasons, an 
analysis of the impact of (he alleged 
overcharges on the final price of non- 
petroleum goods and services would 
beyond the scope of a special refund 
proceeding. See Office of Enforcement 
Economic Regulatory Administration: h 
the Matter of PVM OH Associates. lnc.r 


Ttw tarns rationsls holds tnic In th« pivsant case 
Aocnriiinsly. In order to overcome the rebuUoble 
presumption that It was not injured, in idditino to 
th# pro^ of Injury required of those reseller^ 
daimtns more than the threshold amount, any 
mseUer claimant w)k> was t spot purchaser mutt 
suhinit oddltlnruil evidenca to ttUbllth that It 
unable to exertjse cocwidefable dllcrerion at to 
where end when t( made the purdiateji) on wtwk 
its refund claim la bated 
* Any cloimant whose potential rcfurul 
the threshold amount may elect to apply for a 
refund basod on the threshold amount. 
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lU DOE f 05.072 (1983): see also Texas 
Oil fr Cos Ci}rp,. 12 DOE 185,009 at 
68,209 (1904). We have therefore 
concluded that end-users of petroleum 
products purchased from one of the 
i consent order firms need only doaimcnl 
I ibftr purchase volumes from the consent 
I order firtii to make a sufTicient showing 
that they ivere injured by the alleged 
I ovenJiat;ges.'^ On the other hand, refund 
applicants whose business operations 
were subject to the DOE regulatory 
^ program and who purchased petroleum 
products consumed as fuel or as raw 
, materials will not be considered as 
oonsumets for purposes of the showing 
of injury. See ^mino/e Refining, Inc^ 12 
DOE 105.186 (1905). 

f\\ ('ulculatloo of Refund ,Amounts 

In the PUliO. we proposed that the 
maximuni refund for each of the firms 
listed in the Appendices be based on the 
omnunt it was allegedly o\'err.hargdd« as 
^ calculated by the ERA. These refund 

T ioumnls represent a prorated portion of 
the alleged overcharges by the consent 
order firms.* * Althou^ we recognize that 
i the ERA audit files do not provide 
cunclusivc evidence os to the identity of 
, all injured p^ics or the amount of 
. money they should receive in a Subpart 
V pmceedhig, we believe that it is 
appropriate to use this information in 
the present case. As we noted in the 
PD80. the ERA audits were very well- 
defined, and the Consent Orders wt-re 
limited to the same products and time 
periods os the audits. Because of these 
^ factors, the information contained In the 
ERA audit Hies can be used to fashion a 


* Tb<f CoQt«o| OnSer entered liUu by I'kid 
DneSrt, GUuer. end Ideiil re<iulrrd eech con—nt 
wdrr firm (o refund a certuko emount directly to its 
nd-em ruftlooim. The fund* fci tbe DOB rtcrow 
acMienie ert thue prtmatiily uuvneWd for dMrtImUon 
li We firm** roller eod reUiler cnulomete. 

eml md-OMt of rpfhied petroimm 
podecu piirrheied from PSpH. FMriver. or 

IdcMj MnU not be eHylblc for • refood in tbu 
prxr eding utilott it did not receive o direct refund 
t»wn the cuBwnt order Rrm 

* b Additioa lo telliag motor gavoUae diroetty to 
^ cmiooNat luted in Appendix E. Ittbnd told 

gouline to eod-mcri et coapooy-owned 
Javier itjtkifli. Tbe KRA eodM ftbi pertaining to 
1 Wend r Mbt to thete end-ister cuttcmierv Ibt only 
tbi! tbtal alleged overchergev etfrtbiftablr to them ee 
I • cUm (See Appendix F) Ai proposed in the PDSO. 

thmrofo ettaUiih ■ cUioix procedure 
[tibtTrby these lUiidenUfltd cuetomers cen apply for 
# ftfaod tnited on the volume of motor gaeoline 
from esnrloe eunoav oword by 
[. 'SiJV VfcS#/s. The votiunelTtr (ecior urill be 
ll^rnnuied by dividing the portion of the eiffu*^ 
order emoimt designated for dUthtmUon lo 
at Inixntft tervice •tetioos (S14AZ7S] by , 
^ rttimated tolel volume of motoe ipucUine told at 
mrvtce lUtionf during the cooaoni order period • 
100 gallimt). This retullt in s volunurtric 
^moeitt of IOJOOS2S3 for eoch gslkmof mokir 
SMoiine which an apphranl purchaa^ flora an 
Wand lervlot elation dnriog the onneent order 


refund plon which will correspund 
closely to the injuries experienced. See. 
e.g., Marion. Since we have received no 
comments regarding this proposed 
method of distribution we will adopt the 
procedures set forth In the PD&O. 
Successful refund appUcantt will also 
receive a pro rata share of the Interest 
which has accrued since the deposit of 
the.funds into the escrow accounts. 

We win also adopt our proposal to 
establish a minimum amount of $15 for 
refund claims. We have found through 
our experience in prior refund cases that 
the cost of processing claims in which 
refunds are sought for amounts less than 
$15 outweighs the benefits of restitution 
in those situations. 5^e. e^. Uban Oil 
Co.. 9 DOE 1 82.541 at 85.225 (1962). See 
aha 10 CFR 205.286(bJ. 

V. Application for Refund Procedures 

We have determined that tbe 
procedures described In the PD80 arr 
the most equitable and efficacious 
means of distributing the six consent 
order funds. Accordingly, we shall now 
accept applications for refunds from the 
customers listed in the Appendices. We 
will also accept claims from any 
aistomers not listed in the Appendices 
who can show that they were injured by 
the pricing practices of one of the 
consent order firms during the relevant 
consent order period. 

In order to receive a refund, each 
applicant will be required to report the 
monthly volume of petroleum products 
for which it is claiming a refund. The 
applicant must also state how it used 
petroleum products. i.e.. whether it 
was an ultimate consumer or a reseller. 
Ultimate consumers who purchased 
refined petroleum products from Field. 
Fletcher, Glaser, or Ideal must certify 
that they did not receive a direct refund 
from the consent order firm. Retailers 
and resellers (including refiners acting 
as resellers) who request refunds in 
excess of the $5,000 threshold amount 
must submit evidence to establish that 
they did not pass on the alleged 
overcharges to their customers. 
Specifically, the applicant must state 
whether it mamtained banks of 
unrecouped product cost increases from 
the date of the alleged violation until the 
product was decontrolled and. if so, 
must furnish the OHA with quarterly 
bank calculations. The appUcant must 
also state whether it or any of its 
affiliates have filed any other 
applications for refund in which banks 
have been pronded to demonstrate 
injury. An applicant whose refund is in 
excess of $5,000 and Is based on 
propane purchases, or who had multiple 
suppliers of other consent order 


products, must submit evidence of the 
quarterly prices it paid during the 
applical^ periods for the products for 
which it is claiming a refund and must 
state the locations of such purchases. 

In addition, each applicant must state 
w helher there has been a change in 
ownership of tbe firm since the relevant 
audit period and must provide the 
names and addresses of any other 
owners. If there has been a change in 
ownership, tbe applicant should either 
state the reasons why tbe refund should 
be paid to the applicant rather than the 
other owners or provide a signed 
statement from the other owners 
indicating that they do not claim a 
refund. Applicants should also report 
any past or present involvement as a 
party in DOE enforcement proceedings. 
If these proceedings have terminated, 
the applicant should furnish a copy of 
the final order issued in the matter and 
indicate the status of any remedial 
action required by the order. If the 
proceeding is ongoing, the applicant 
should briefly describe the proceeding 
and its current status. The applicant is 
under a continuing obligation to keep 
the OllA informed of any change in 
status while its refund application is 
pending. See 10 CFR 205.^d). 

All applications must be filed in 
duplicate and must be received within 
90 days after publication of this 
Decision and Order in the Federal 
Register. Each application must be in 
writing, signed by the applicant, and 
specify that it pertains to either the 
Endlcott Consent Order Fund. Case No. 
HEF-0069, the Field Consent Order 
Fund, Case No. HEF-0071. the Fletcher 
Consent Order Fund. Case No, liEF- 
0074. the Glaser Consent Order Fund. 
Case No. K£F-<X)80, the Ideal Consent 
Order Fund. Case No. HEF-0093. or the 
Inland Consent Order Fund. Case No, 

I lEF-OOOO. A copy of each application 
will be available for public inspection in 
the Public Docket Room of the Office of 
Hearings and Appeals. Any applicant 
who believes that its application 
contains confidential information must 
so indicate and submit two additional 
copies of its application from which the 
information that the applicant claims is 
confidential has been deleted. Each 
application must also Include the 
following statement *3 swear (or affirm) 
that the information submitted is true 
and accurate to the best of my 
knowledge and belief.** See 10 CFR 
205.283(c); 18 U.S.C 1001. In addition, 
the applicant should furnish us with tbe 
name and telephone number of a person 
who may be contacted by this Office for 
additional information concerning the 
application. All applications should be 
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sent to: Office of Hearings and Appeals, 
Department of Energy, 1000 
Independence Avc. SW„ Washington, 
D.C. 20585. 

It is Therefore Ordered That: 

(1) Applications for refunds from the 
consent order fund remitted to the 
Department of Energy by the consent 
order firms listed in Appendices A-F to 
this Decision and Order may now be 
filed. 

(2) All applications must be filed no 
later than 90 days after publication of 
this Decision and Order in the Federal 
Register. 

Dated: |une 17,1905. 

George B. Erexney, 

Dirtetor Office of Hearings and Appeals, 
Appendix A 

Eugene EndicotU RO. Box 386, 

Esmond Oregon 

OHA Case Number HEF-0069. 
Consent Order Period: 11/1/72-11/30/ 
75. 

Products Covered: Motor gasoline, 
aviation gasoline. 

Consent Order Amount: SIO.OIX). 


IdertoAad omtomart 

Poiantef 

ratond* 

John HiA 6572 W Anctor. aadmond Oragon 
trTTM 

62.060 00 

aorwid Htotay. 606 E tel Siraat f>tnautot. 

nwgM a77«a . 

1J6000 

Uaeanoa toer, PX3. Boa 1. Camp Sharmen, 

Oragon §7730-0001 , __ 

Butlar AircrafI, Robadt FWto, Retonorvi 

Oragon 67756 . _ . 

Tatcb. inc.. 606 no Ava NE. Swia 3i$v 
BaOavua. WaiNngtorv. 98004 

16000 

610.00 

4,630000 



* RounM to tw nMfMi eoSm 

4 


Appendix B 

Field OH Company, 136 W, Rushton 
Street, Ogden, Utah 64401 

OHA Case Number. HEF-0071. 
Consent Order Period: 3/1/79-7/31/ 
79. 

Product Covered: Motor gasoline. 
Consent Order Amount; ^7,955.15 to 
reseller customers, $4,772.41 to end-user 
customers (see footnote 8)^ 


toanaiwd niiOw cuttomert 

Potontel 

ratond • 

Amooo Fraovray. 3105 Henwon Brvd. Ogdtrv 
Uum 64403 . .. __ 

t2.$t6S0 

Bg Vama 346 N Mam, 0*ar6aei Ulan 
§401$. 

tiaie 


■ Under the tennf of the Field Consent Order, the 
firm agreed to pay S4,7SlSa direclly to end uieri 
and $1t.O&ieo lo the DOB. In ^ponae to a 
euha€t|uent diicovery of aeveral inathemattcal 
errora In the audit an addendum lo the Content 
Order laat executed on |uly S. 1961. thereby 
reducing the conaent order amounta to S4.77Z.41 for 
direct payment lo end utere aiMl $17^995 16 for 
payment lo the DOF. 


kSonttOad raaaftor outtomara 

Potankal 
ratorto» 

BOr* American Servaw, 5006 S 1600 W, 
Roy . Utab §4067 

1J69606 

Ed Star Sardoa 2961 Mcme BMl. Ogden, 
Utah §4401. 

44316 

Oebaaa Amo Company, 705 W Rwdto*. 
Ogden, Utah 64409. 

2944 

Wall Oaveea-e SarMca 133 N Mam. Ctoar- 
MdLUtob 64015 - - 

2.22$61 

Harry Ouckaodh, tS9 S 900 E, Kayanlto, 
Utah 64015 - ---- 

21926 

Fan Befler Sarvtca. PjO Bok 1167, Ogden, 

• 

Utah §4*02 . . 

672.53 

Oatoad Jenaart, 4$2$ S 300 W. OgHan, Ulah 
aaana 

760SO. 

Kar Kato No 1. 2764 Jadaraon Ana. Ogdarv 
uum 64403 __...... 

27 16 

Aaa’ Ranl^XCar, 129 22nd Siraat Ogdart, 
Utah 64401 . - -.- 

206$ 

IAN Mwv 1453 Waafengton BNd. Ogden, 
unn 6U0* 

1S64S2 

36.03 

NdbWiar Of. • 1662 Waerwigton BNd. Ogden. 

BR Olean. 230\ a Umn. BourtoM, Utoh 

64010.--___ 

1>I1 41 

WOodif PemSeton. 3165 Hamaon SNdL. 
Ogdan. Utoh 64403 

1.019 50 

Shod Slop, 5566 Mameon Bhd. Ogdaa Utah 

64409.... .. - .... 

227116 

8ameon‘t Market 2764 Jaftoraon Ava. 
Ogdm. Utoh 64409 --- . 

43552 

Vam Stochaam. 5666 S Woodto«n Onva, 8 
Ogdan. Utoh 64403 --- -- 

67737 

MJ hunt ... 

Gordon Tniek Sarvica - 

61860 

74S24 


*8tooa toe e onttra order tmouni c on—utod a 109% 
aamamam ot toa ataQad owarcharoee^ aeon potonael relund 
tmounl repratantoi toe toltl eteqtd Q»a r cna »^ mourtad Oy 
toe tointSid outtomar. 

• A copy of toa P060 wat aant to NeOttar 01. bui aaa 
rtoianad to 9m Ofkot unoWmad ANhough «a wS 9 m9 iom 
not tand a oopy of toe M Oaaaion and Order to Nebetar 
^ tto to ^ afevbto to appfy tor a ratord ma 
praaani prooaadtog 


Appendix C 

FO. Fletcher, Ina, 606 Alexander, 
Tacoma, Washington 96421. 

OHA Case Number. HEF-0074. 
Consent Order Period-11/1/73-5/31/ 
74. 

Products Covered: Motor gasoline, 
middle distillates. 

Consent Order Amount: $131,470.00 to 
resellers. $3,350.00 to end-users (see 
footnote 8). 


Idanonad raaadar cutoomara 

PoienAil 
ralWMf • 

Gwkto 01 Co.. 700$ H Wioanl Ava. Pod- 
tondl Oragon 97217 .. 

$26500 

Lao Huber, 12669 SE PowaA BNd, Poraand, 
Oragorr 97296 

26200 

Ardan A Ed C Knappara. 1000 SE e/nd 
Ava. Pordwto, Oragon 6726$ . _ 

1.644 00 

RAM Tronaport* 7321 N E. 140m Ptoca. Kek- 
land. Waahmgton 96093 

37,00 

ParwKO 09 Co, 1616 W 36m St. Vanoowrar. 
Washington 60660 .. . 

71600 

HjC. Sandaraon.* Route B^O Jcl. Podtorto. 
Oragon 67229 ---....... -- 

17100 

John M. Wtocn, 160$ NE STIh Straat Pad- 
land, Oragon 67213--- 

1.40400 

Franiio 09 Oo., Pa Bo* 2440. Eugana. 
Oragon 67402 __ _ 

61600 

BdtordOlOo. 5300 26m Ava N W Saatoa 
Watowglon 86106...• _ 

•900 

Bfua Una Eechenge.* P.a Bo* 37. PodtondL 
Oragon 67043 . .. .... 

I17S0 

Broken Palrotoum.* $100 N W 137m Ava. 

PodtondL Oragon 67229 --.....i 

Chappai Ol Co.* Ria E Boa 47$E Si 

Haianaw Oragon 67061. -- 

Bob Epiay.* A-l 09 Co.. 1016 NE 62nd 
Ava. PodtondL Oregon 67213 __ _— 

60500 

1S0600 

12S37 00 


ktonttiad ratatar ouciomart 


McCai 0« Cto.* 2313 Uoyd Cantoc. ftontand 

Oragprf 97232- . .. - 

Morrm Od Ca. FO. 8<m 17336. ftontond. 

Oa90nS72t7-- - 

Paefle Patrotoum. Inc. 1326 SW S aitt n a 
ad MiM)OfO.Oragor> 97123....^....^ 

PoMd Oambuang Co. PO Bcr» ms* 

Kamon Slaaoo. Portend, Oregon 67206- 

aedmorto Od 0o,« 1044 WDodtoytto^tod' 
mond aoaJ. Oadwiood. Weetonglort 66062-^ 
Joa B Young. PO Bo« 267. Mood a*wer. 

Oragon 67031 - _ - - 

Robad Wenamatar. P O Boa 77. Heatox 

WeeTwigton 67633_ — 

Vamon PraO. 3564 E 2nd Siraai Tba Ototoii 

Oragon 670S6- —- 

Tnw Sarvtoa. 206 Cctombia NE^ Seiam. 

Oragon 67303__ — 

J«naa F. Lamon. PO Boa 66. Monroa, 

Oiagon 97546_ . 

OoUbroaalty Logging Co. P O Bo* 161. 06^ 

danrela. Waetongion 66620- — 

O Andetaorv* 624 Sleto Siraat Oynpia. 

Waetwigiton 66S06—-..— 

Pairo Stopa Horm*Kei.» 302 8 Pk^rmm, 

Tuoeorv Amone 66716___ 

Savaay,” 96 8 W fim Ava. Onlarto Oragon 

67614_- . . . 

Stfvoader Fual Oo. 1669 Wtonedchea A«a. 

Waneichoa. WeeNngttn 66601.. 

Dimctoi Samoa Sietort.* 10656 Paedlc 

Avanua. Taoomei Weemvion 96444- 

LuMrtoS Samoa Stotorv* 6635 McKniay. 

Tacoma, Wattonglon 66404 __ 

Rptoy Served Stoton.' 941 tlenrtton. f^Jy•L 

lupL Waitongton 66371-- 

Brannon Sarvea Stotorv* 401 Veiay. PuyeF 

lup. Waanington 66371-- 

Ltybcad Paaotoum, 2244 Pon of Taaome 
RoadL PO Bo* 1361. Tacoma, l^eefangton 

66401____ 

Merton L Knatoor^. PO 6o« 3i6 Starwood. 

Mfaahnglon 66292 --- 

Owl 6 Jack Poftar,* liOl E. 279\ TacomaL 

Waamigion 96421---- 

Abia Of Co.* PO. Bon «03. Adwttoan. WaeN 

irgton 66620 __ — -—- 

Padartan 01 Co.. 1702 Pann Ava.. Bramertorv 

WaiMngton 66310 ... ... 

Norm Draw. PQ Bo* 2014. Olympa. Warfv 

ingion 66601 _ __—.. 

Gant Mom* fuai .Co, Bo* 71. Boula 1. 

Otonoma, WaiNngton 66396. - 
POd Orc^wrd 06 Ca. PO. Bo* 140. Pod 

Ovtftodl. Waetongian 96306 .... 

cay FvaL* 1912 tmaaraon, Tacoma, WaeNng^ 

tonB6405 _ _ 

NodT w at Paaotouifi, 2S0 E 0 Saaet 

Tacodto Weelw^ltort 66406_... - . 

Oana Patom Cartoon Four. OtonomiL Waafv 

ingiQf> 60936.______ -.... 

Htrvay OaWdL’ 9005 I4m SouOv Saatoa. 

WaeNngton 60106.. 

Ebon Nawwa n .* 1106 Lyrtoural Wey San 

ioaa. CaMomw 65116-- -- 

RiV Rdgfwty. 9457 15m Waet Saaflla, 

Praar«nglon66116_ _ 

Laa Ctoytorv* 6006 uto Soum, Saadto. 

Weehngton BOlOt. .. 

Uonwd L Andaraon,* Andemon Heaang. 
1066 N W imr* Ardan Or., SaatSa, Watfv 

rgion 96177--- J 

Cacd Amwaeng Cwnmgham Fuai. 4459 S 
HU(tocrx.Saatito. WeeNnglon 68111.,. . _ 

a*al Fba Oi Co,. 7624 S E 24ih. Madwr 

tolandl WaiTw^pon 60040-- 

Chadaa Fevtowrg. 2024 NW 160lh. Saatfto. 

Wa*Nngton 66177 . - - 

J. KAetecb, Bunan fuei 14260 Oaa Momaa 

Wmf Saama. WaWwiglon 66106- 

Bob Landorv L^idon Foil. 16068 Antoeum 

BNd So . SaalOa WaaNnglon 66140,.,- 

Ad SMcka Wto am a Haetng 01. 2006 N.W 

96«v Saatoa WaaNngiton 66107 —.. 

Sutubwi Fual, 15066 Oaa Moinae Way, Saet- 

6a. WeeNngton 66146 - - - 

3 Waatoutoy, re*ade Fuw, 3515 NE. 96m 
Seatte. WeaNngton 6611$ 

Ken Wwa. Waal Fuaf Co. 4455 36m St 8W^ 

SaafS*. Wetfangton 96126_ __— 

Tom Oantodh. Ttvdly Ot MaeL Bo* 2646, 
Enwatt. Wamrngton 66200 . - 


PcWMit.a 

latorvi ‘ 

6S7SQ9 
1.12000 
263001 
539ja6 
4J073Q0 
6300 
1.17400 
19709 
2J20CQ0 
0609 
11009 
01 $ 00 
16500 
1.29000 
I.TtlOO 
249 OP 
24000 
47500 

too 00 

67^00 

74100 
6Q6C0 
2062 00 
1J910» 
12400 
Mieoi 

195300 

30401 

5200 

1.22500 

$3109 

toiioi 

3699 

3691 

4000 
4100 
221 « 
1.34500 

itoo 

11200 

•200 

JOB 

«400 

43l« 
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11 Padc^ f Rial. 6311 PociiaM- 

\m Evarptt, Wiilinglon 96^ 


EWMt H/tnw. Ff«a4and Oi Sataa. l^ngiay, 

WMfttngiQll 96360. __ 

t OaYouno 0« Co. PO Boa 227, Woodrv 

«6a »NaM0lQn 66073 ... 

A 3i*jrv Saa Rac Oil, 1103 S 166«i Ptaca. 

Samai. Waahw^glDO 06146 
8i6wo Bar 06.” 306 AAnMitraiaon 0109 . 
Rihirman^ TavmnaL Saama. Waa#vig4on 

IgfOa__. 

SoiRi 06. RaM Ava., Saaitla. Waarv 

•^961 16 ___ 

Taai t FuaC 3601 Saoond Aaa NE„ SaMla. 

arayanglon 96105 . . . 

I Omma, 402 TM Ava SouOi. Twan FaOa. 

IM 63301_ _ . 

CW Oouda,* Bom. MmiKo 63703 

06 Col, 535 Wact Man. Boa 790. 

8i/% Maha 63316 _ _ 

I Jdaaon CM. StaM SifM Boim Maho 63702^^ 
IlMa 06 Co^ 1310 Stala S6aai Bom 

mK> __ 

•u A mm 914 Rorai Btva. Bom. tdario 

•3706 __ . _ - _ 

rivaanCMCou PO Bo« 176. C afaara a . Idaho 

•3605 _ _ ___ 

Ftad Wan P Q Boa 7467. Bom Idaho 

•3797 __ ■ ■ -. . 

JA TnntM 06,* 1424 SMnd Aaa Soutv 

MWM Maho 63681 __ _ 

iC6 OA 1010 Paw Saaat. Nampa. Idaho 

l9iSl_ _ ^ _ 

U uaar. 352 Oak QrcM Otm Bm. Idaho 
II7Q2 


Poiahiiai 
rafund * 


|Jld40n 06. PO Boa 35. Homadala. Idaho 
IM26 


[Rpmar Oi Co. 301 S 24IK Bom. Idaho 
•3706__ . .. . . . 


>r^ Smwi. PO. Boi 616. Lagrahda, Watfv 
Dgkyt 96346w^__ 

mo^ Schoiild,* 419 s Mm FtaMMT. 

Oagoh 97662___ __ 

|J6hai PO Boa 498. Long Oaak. 

Owgon _ __ _ 

I ^ Vouna Pa Boa 267. Hood Rim. Orag^ 

1 rwi _ _ 

C ptxk ConMmor Oomar. iMuM. Oagon 

•7«W .iL,. . . . 
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Appendix D 

Closer Gas, Inc., P,0. Box 36, Calhon, 
Colorado 80606 

OHA Case Number HEF-0080. 
Consent Order Period: 11/1/73-2/29/ 
76. 

Product Covered: Propane. 

Consent Order Amount: $23,155.37 to 
resellers, $31,655.36 to end-users (see 
footnote 8). 


teanBiad raaaHar cuilomara 
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8300 

ArtahMS VaOay Coop Aaaoc, 302 N. Mam 
a. U Jimui 00 61050 . _ 

Handarton Propwia Co. Boa 52. Sirate, 00 

80635 _ _ _ _ ____ 

149700 
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Appendix E 

Ideal Gas, Inc., 901 King Avenue, Nyssa, 
Oregon 97913 

OHA Case Number HEF-0093. 
Consent Order Period: 11/1/73-4/30/ 
74. 

Product Covered: Propane. 

Consent Order Amount: $53.7^4.00 to 
resellers, $18,326.00 to end-users (see 
footnote B). 
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Appendix F 

Inland USA., Inc., 305 Kimberly 
Building. 2510 South Brentwood, St. 
Louis. MO 63144 

OHA Case Number. HEF-0096. 
Consent Order Period: 3/1/79-6/30/ 
79. 

Product Covered: Motor gasoline. 


Consent Order Amount: $465,000. • 
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* Inland actually paid $5281273.24 into lha DOE 
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accniad prior to the dale of paymaot. Acoordinsly. 
vach of thff potenlial refund amounts liatad In thia 
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in Doc. 65>150Wl Kited 5-2T-65; 8:45 ain| 
5ILUN0 CODE teSO-Ol-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

IOPTS-S3072; TSH-FRL 2849-41 

Pmnanuracture Notices; Monthly 
Status Report for March 1965 

Corrvedon 

In FK Doc 85-13866. beginning on 
page 24567 In the issue of Tuesday, |une 
11,1985. make the following corrections: 

On pa^ 24569, in table 11. in the 
Identity/generic name column for PMN 
No. P85—194, **{1-Iethylcthylldene)’" 
should have read **(t- 
molhylethylldcneK* 

Z On page 24574, in table V: 

a. In the Expiration date column for 
PMN No. P83-333, “Mar 13.1983’* 
should have read “Mar. 14.1983“. 

b. In the PMN No. column. “P83-4012** 
should have read “P83-401**. 

SILLIMQ coot 1 f 0 t- 0 t-M 


FEDERAL COMMUNICATIONS 
COMMISSION 

1 MM Docket No. SS-tS1| 

Harold J. Haley and Madisonvtile 
Media; Hearing Designation Order 

In rr appUc^ition* of Hwrold | Haley, dfh/ 
A. .Madiiion County Broadcasting Co.. 
Mtidiionville. Texas (File No. 0P-a20e2SAE). 
Reg: 1220 klix, .5 kW. D; MadisonvtUe Media 
Co., Mndijionvllle. Texes (File No. BP- 
821029AD), Req: 1220 kfix, kW, D. 

Adopted: May 7.1985. 

Released: fune 14.1985. 

Ry the Chief. Mass Media Bureau. 

1 . The Commission, by the Chief, 
Muss Media Bureau, acting pursuant to 
delegated authority, has under 
consideration the above’Captioned 
mutually exclusive applications of 


Harold f. Haley d/b/a Madison County 
Broadcasting Co. and Madisonville 
Media Co. 

Z As indicated by the issues specified 
below, the applicants are qualified to 
construct and operate as proposed. 
However, since the proposals are 
mutually exclusive, they must be 
designated for hearing in a consolidated 
proceeding. 

3. Accordingly, is is ordered. That 
pursuant to section 309(e) of the 
Communication .Act of 1934. as 
amended, the applications are 
designated for hearing in a consolidated 
proceeding, to be held before an 
Administrative Law judge at a time and 
place to be specified in a subsequent 
Order, upon tl\e following issues: 

1. To determine which of the proposal 
would, on a comparative basis, better 
serve the public interest. 

2. To determine in light of the 
evidence adduced pursuant to the 
foregoing issue, which of the 
applications should be granted. 

4. It Is Further Ordered. That in 
addition to the copy served on the Chief. 
Hearing Branch, a copy of each 
amendment filed in this proceeding 
subsequent to the dute of adaption of 
this Order shall be served on the Chief, 
Data Management Staff. Audio Services 
Division. Mass Media Bureau. Room 350. 
1919M Streef. NW^ Washington, D.C 
20554. 

5. It Is Further Ordered, That to avail 
themselves of the opporluntty to be 
heard the applicants herein shall, 
pursuant to § lJ^1(c) of the 
Commission's rules, in person or by 
attorney, within 20 days of the mailing 
of this Order, file with the Commission 
in triplicate a written appearance stating 
an intention to appear on the date fixed 
fur hearing and to present evidence on 
the issues specified in this Order, 

6 . It Is Further Ordered. That the 
applicants herein shall, pursuant to 
section 311(a)(2) of the Communications 
Act of 1934. as amended, and S 73.3594 
of the Commission's rules, give notice of 
the hearing as prescribed in such Rule, 
and shall advise the Commission of the 
publication of such notice as required by 
i 73.3594(g) of the Rules. 

Federal Communications Commisoton. 

W. |an Gay. 

Assistant Chief, Audio Services Dtvtsion, 
Mass Media Bureau. 

|FR Doc 85-15110 RIed 6-21-85 845 afn| 
enuNQ coof tris^i-n 


[Report No. 1520] 

Petitions for Reconsideration and 
Clarification of Actions in Rule Making 
Proceedings 

June 14. loss. 

The following listings of petitions for 
reconsideration and clarification filed in 
Commission rulemaking proceedings is 
published pursuant to CFR i 1.429(e) 
Oppositions to such petitions for 
reconsideration and clarification must 
be filed within 15 days after publicatios 
of this Public Notice in the Federal 
Register. Replies to an opposition must 
be filed within 10 days after the titnr for 
filing oppositions has expired. 
subject: Amendment of i 73.202(b) 
Table of Allotments FM Broadcast 
Stations. (Pine Top. Arizona) (MM 
Docket No. 84-522 RKM653.) 

Filed By: Arthur Stambler and 
Andrew Ritholz. Attorneys for KBW 
Associates. Inc. on 4-25-85. 

WllUam |. Tricarico. 

Secretary. Federal Communications 
Commission. 

IFR Doc. 85-15111 Filed 8-21-85; 845 amf 
■SJJMQ CODE § 712 - 01-41 


FEDERAL MARfflME COMMISSION 
Agreement(e) Filed 

The Federal Maritime Commission 
hereby gives notice of the filing of the 
following agreemenlU) pursuant to 
section 5 of the Shipping Act of 1984 
Interested parlies may inspect and 
obtain a copy of each agreement at the 
Washington, D.C. Office of the Federal 
Maritime Commission. 1100 L Street. 
NW.. Room 10325. Interested parlies 
may submit comments on each 
agreement fo the Secretary, Federal 
Maritime Commission. Washington. DC 
20573. within 10 days after the date of 
the Federal Register in which this noiict 
appears. The requirements for 
comments are found In § 572.603 of Titlt 
46 of the Code of Federal Regulations. 
Interested persons should consult this 
section before communicating with the 
Commission regarding a pending 
agreement. 

Agreement No.: 221-003066-002 
Title: Long Beach Terminal 
Agreement. 

Parties: 

The City of Long Beach (City) 
Standard Fruit and Steamship 
Company (Standard) 

Synopsis: Agreement No. 221-003095' 
002 , modifies the parties' basic 
agreement providing for Standard s 
lease of a private banana facility.The 
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amt^ndIllcnl restates the term of the 
dgrrerhent to reflect the exercise of the 
option to extend the Initial term for five 
yenrs, it deletes all references to 
railroad trackage which Is not pmvided 
by the City and provides for a different 
fbmuila for calculating the amount of 
compensation payable to the City. 
Agreement No.: 212-009848-014. 

Title: U.S. Gulf Ports/Brazil 
Agroemont. 

P^irties:*^ 

United States Lines |S.A.| Inc. 
CompanhiH de Navcgacao Lloyd 
Rrasileiro 

Companhia Muritima Naciunal 
Synopsis: The protmsed amendment 
would restate the agreement to conform 
with the Commission's format, 
organization and content requirements. 
Agreement No.: 202-(X)99eiM)l2. 

Title: Inter-American Freight 
Conference Puerto Rico and U.S. Virgin 
Islands Area. 

Pdrlles: 

A. Rottacchi S A, De Navegacion C.FJ. 

el. 

A/S Ivaran.H Rederi 
Companhia Maritima Nacional 
(.’ompanhia De Navegaco Lloyd 
Rrasileiro 

Companhia De Navegacao Maritima 
\etumar 

Campania Anonima Venezol.ina dc 
Navegacion (C.A.V.N.) 

Fmpresa Linens Maritimas Argentinas 
Sodedad Anonirna (Elma S/A) 
Empresa De Navegacao Alliance S.A. 
Frota Amazonica S.A. 

High Seas Company Limited 
Pussaot Line N.V. ^ 

Pijxicon. Inc. 

Ship Operators (International) Inc. 
S.iriname line 

Trrinspoftoclon Maritima Mcxicuna 
S.A. 

Synopsis: The proposed amendment 
would restate the agreement to conform 
to the Commission's regulations 
concerning form and format. 

Agreement No.: 224-010768. 

Title: San Pedro Terminal Agreement. 
Parties: 

American President Lines. Ltd. (APL) 
Edglc Marine Services. Ltd. (Eagle) 
Philippines. Micronesia & Orient 
Navigation Company (PMHO) 

S) nopii8: Agreement No. 224-010768 
provides that APL and Its wholly-owned 
subsidiary Eagle will provide terminal 
Htcllities together with stevedoring and 
f^inal services for PMikO Lines' 
vessels at Berth 121/12B. San Pedro. 
California. The term of the agreement 
'^ill be for three years. PMAO shall 
t^mpensalc Eagle at the rales and 
^^harges as set forth in Schedules R and 


C of the agreement. The parties 
requested a shortened review period for 
the agreement. 

Agreement No.: 224-010769 

Title; Oakland Terminal Agreement. 

Parties: 

American President Lines. Ltd. (APL) 
Eagle Marine Sen ices, Ltd. (Eagle) 
Philippines, Micronesia A Orient 
Navigation Company (PMAO) 
Synopsis: Agreement No. 224-010769 
provides that APL and its wholly-owned 
subsidiary Eagle will provide terminal 
. facilities together with stevedoring and 
terminal services for PMAO Lines at 
Middle Harbor Terminal. Berths CAD. 
Oakland. California. The term of the 
agreement will be for three years. PMAO 
shall compensate Eagle for stfrvices 
performed at the rates and charges as 
provided by Schedules B and C 
contained in the agreement. The parties 
have requested a shortened review 
period for the agreement. 

Agreement No.: 224-010770. 

Title: Seattle Terminal Agreement. 
Parties: 

American President Lines. Ltd. (APL) 
Eagle Marine Serv ices. Ltd- (Eagle) 
Westwood Shipping Lines 
(Westwood) 

Sy nopsis; Agreement No. 224-010770 
provides that APL and its wholly-owned 
subsidiary Eagle will provide terminal 
facilities together with stevedoring and 
terminal services for Westwood at 
Terminal 46, Port of Seattle. The term of 
the agreement shall run for five years- 
Eagle shall perform the services called 
for by the agreement as per the rates 
and charges provided for in Schedules B 
and C contained in the agreement. The 
parties requested a shortened review 
period for the agreement. 

Agreement No.: 224-010771. 

Title: Oakland Terminal Agreement. 
Parties: 

American President Lines. Ltd. (APL) 
Eagle Marine Services. Inc- (Eagle) 
Westwood Shipping Lines 
(Westwood] 

Synopsis: Agreement No, 224-010771 
provides that APL and its wholly-owned 
subsidiary Eagle w'lll provide terminal 
facilities together with stevedoring and 
terminal services for Westwood at 
Middle Harbor Terminal. Berths C and 
D. Oakland. California. The term of the 
agreement shall run for a period of five 
years. Westwood shall compensate 
Eagle for the services performed, as per 
the rates and charges contained in 
Schedules A A B of the agreement. The 
parties requested a shortened review 
period for the agreement. 

Dated: |une 10.1065. 


By Order of the Federal Maritime 
Commission. 

Bruce A. Dombrowski. 

Ac/iog SecretQry\ 

|FR Doc. 65-15134 Filed 6-21-a5; 8:45 «m| 
WLUNO COOC •730-01-41 


Request for Additional Information 

Agreement No.: 224-010754. 

Title: New Orleans Terminal 
Agreement. 

Parties: 

Baton Rouge Marine Contractors. Inc. 
Machinery Rentals, Inc. 

Cooper/T. Smith Corporation 
Strachan Shipping Company 
ri'O Corporation 
Kerr Steamship Co.. Inc. 

Synopsis: Notice is hereby given that 
the Federal Maritime Commission 
pursuant to section 6(d) of the Shipping 
Act of 1984 (46 U.S.C. app. 1701-1720). 
has requested additional information 
from the parties to the agreement in 
order to complete the statutory review 
of Agreement No. 224-010754 required 
by the Act. This section extends the 
review period as provided in section 6(c] 
of the Act. 

Dated: June 19.1965 
By Order of the Federal Mantime 
Commission. 

Bruce A. Dombrowski. 

Acting SeciTtary, 

|FR Doc. 65-15143 Filed 6-21-65: 8:45 am| 
attUMO COOC S7X-01-M 

(Docket No. 64-33) 

Section 19 Inquiry*—United States/ 
Argentina and United States/Brazil 
Trades; Intent To Restructure 
Proceeding 

The Executive Agencies * move the 
Commission for suspension of this 
inquiry into shipping conditions in the 
U.S. trades with Argentina and Brazil on 
the grounds that the most urgent 
problem hos been ameliorated by action 
of the Argentine Government and tha* 
further proceedings might be detrimental 
to the orderly pursuit of U.S. foreign 
maritime policy functions which are the 
province of the Executive Agencies. 

Background 

This proceeding was instituted by 
Order of Investigation served October 2. 
1984. pursuant to section 19(1 |(b) of the 


*The Exrcutiw Ascncict urc by the 

Department of Tran»ponation appeanng on b^alf 
of lt»df. the Departments of State, liuilice and 
Commefce and the United Slates Tra.t« 
Rrprascfltative. 
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Merchant Marine Act of 1920 (1920 Act) 
(4b U.Sa 076(lKb)): 

* * • for the purpose of (1 } determinln|( 
whether, tn fact, conditioni unfavorable to 
shipping exist in the foreign oceanbome tmde 
between the United Slates and Argentina, 
and/or between the United States and Brazil, 
and (2) if such conditions are found to exist, 
fashioning an appropriate remedy. 

The proceeding was assigned to an 
Administrative Law Judge, with 
authority to determine the most 
appropriate type of hearing and to 
require the submission of reports under 
section 15(a) of the Shipping Act of 1984 
(46 U.S.C app. 1714(a)). The parlies to 
the proceeding have submitted 
statements of fact and rebuttal 
statements. Two parties—the 
Commission's Bureau of Hearing 
Counsel and the Executive Agencies— 
also submitted memoranda of law on 
issues involving the relationship of 
section 19 to treaties and Executive 
Agreements, at the request of the 
Presiding Officer. Opening briefs were 
due from all parties on April 19.1965, 
but were suspended indefinitely by the 
Presiding Officer in response to a 
separate motion by the Executive 
Agencies. The Commission thereafter 
suspended the date on which an Initial 
Decision in the proceeding would be 
due. in order to give further 
consideration to the present Motion. 

The Executive Agencies request the 
Commission to suspend the proceeding 
in its entirety, on grounds that the 
problem of greatest Surgency—that of 
Ivarans Lines—has been ameliorated 
and further proceedings by the 
Commission may be detrimental to the 
ordfu-Iy pursuit of U.S. foreign maritime 
policy. I’he Executive Agencies inform 
the Commission that discussions with 
the Governments of Argentina and 
Brazil will be undertaken in the near 
future, dealing with the content bilateral 
agreements and the nature of the 
revenue sharing pools in these trades. 
Although the Executive Agencies view 
these trades as **8ufferfing) from 
economic distortions and a lack of 
competitive access that are inconsistent 
with our overall maritime policy * * T 
Ihe Executive Agencies advise that they 
are *'nol prepared to take a position on 
questions relating to the interpretation 
of the bilateral agreements" governing 
these trades pending the outcome of 
further consultations with the concerned 
foreign governments. The Executive 
Agencies therefore conclude that "|a|ny 
determination by the Commission 
whether conditions unfavorable to 
shipping exist, with or without an 
evaluation of proposed remedies, would 
be inappropriate. likely be overtaken by 


events, and possibly detrimental to the 
orderly pursuit to our foreign maritime 
policy." 

The Executive Agencies stale that the 
Commission is obligated under its rules 
(46 CFR 585.13) to discontinue or 
postpone any Commission action taken 
pursuant to section 19 (l)(bl of the 1920 
Act if informed by the President that 
discontinuance or postponement is 
required for reasons of foreign policy or 
national security.* The President's day- 
to-day responsibility for "setting policy 
in the conduct of international maritime 
transportation services relations." it is 
further stated, has been delegated to the 
Executive Agencies which have 
concluded that the proceeding should be 
suspended in the interests of U.S. 
foreign poli^.* 

Companhia De Navegacao Lloyd 
Brasiliero. (Lloyd Brasiliero)* the major 
Brazilian-flag carrier in these trades, 
agrees with the Executive Agencies that 
findings or determinations of the issues 
in this proceeding by the Commission 
may have adverse foreign policy effects. 
Lloyd Brasiliero objects, however, to the 
request that the proceeding be 
suspended, because it allegedly would 
remain a threat to Brazilian ai^ 
Argentine negotiators, and suggests 
instead that the proceeding be 
discontinued. Companhia de Navegacao 
Maritime Netumar (Netumar). another 
Brazilian-flag carrier, joins in these 
views. Lloyd Brasiliero also disputes the 
Executive Agencies* statements that the 
record of investigation is complete and. 
more particularly, that the trades suffer 
from economic distortions and a lack of 
competitive access. 

Empressa Lineas Mariiimas 
/Vrgentinas, S.A. (E,LM.A) and A. 
Bottacchi, S.A. de Navegacion CJ^.LI. 
(Bottacchi). the Argentine-Hag carriers, 
support the Executive Agencies* Motion. 
They indicate that, in their view, the 
"peremptory" language of the 
Commission's regulations, at 46 CFR 
565.13, leaves the Commission without 
discretion to do otherwise than to 
suspend this proceeding as requested by 
the Executive Agencies. FXMA and 
Bottacchi also suggest that the 
proceeding be dismissed because its 
very existence is inconsistent with the 
procedures estabUshed in the U.S./ 
Argentine Memorandum of 
Understanding and the charter of the 


* 40 CFR 58S.U pemIdM that ConmiMnn 

oiiiy. on Itt own mUoo or opoo pelittati pcittpona. 
diaconllniM. or autpend any and ail atitinna taken 
by II undar Cba pniinaifma ^ Ihia part. Tha 
Cofmniaakin ah^ poatpoop or dlacoaiifitMi any or all 
•uch acliooa if tha PretidanI loforma Um 
C ommiaajon that poatponomant. dtaGontinuance, or 
•uapenaion ia raquired,fnr rraaona of foreign policy 
or national aecunty * 


Organization of American States (2 
u s e. 2394) for resolving disputes and 
problems arising between the signaloiy 
nations. Suspension of the proceeding; 
will allegedly "reduce the coercive 
atmosphere" of the upcoming diptem itic 
discussions. 

The Commission's Bureau of Hearing 
Counsel supports the Motion to Suspend 
as a means of permitting the Executive 
Agencies to achieve needed reform'^ in 
these trades through a negotiated 
removal of unfavorable conditions. 
Hearing Counsel suggests that the 
Commission suspend the proceeding for 
a time sufficient to allow bilateral 
negotiations, with a request that the 
Executive Agencies keep the 
Commission apprised of their progress. 

The Chemical Manufacturers' 
Association (CMA) supports 
continuation of the proceeding but 
would not object to a limited suspension 
to be terminated |uly 1.1985 uni^s the 
Commission is concinced at that timfr 
that the negotiations demonstrate real 
promise of substantial competitive 
improvements in the trade. CMA 
generally supports decisive Commissioo 
action under section 19, but indicates 
that bilateral negotiations between the 
U.S. and its trading partners might 
proceed more smoothly if the immediate 
threat of adverse findings of conditions 
unfavorable to shipping and the 
attendant imposition of sanctions were 
removed for the immediate future. CMA 
is. nevertheless, reluctant to forgo 
entirely the possible beneficial impact it 
foresees on the willingness of the 
Argentine and Brazilian Governments to 
negotiate substantial expansion of 
competitive access to these trades as a 
result of continued Commission 
jurisdiction and possible further action 
in this proceeding. 

CMA takes exception to the ExecuUw 
Agencies* argument that the proceeding 
must be suspended at their request as 
the collective delegates of the 
President's authority to establish foreigs' 
policy for maritime transport relations. 
CMA notes that the scheme established 
by statute for responding to conditions 
unfavorable to shipping delegates to the 
Commission the authority to moke ndei 
and regulations to meet such conditions 
and permits other government agencies 
whidi disagree with the Commissio- S 
actions to submit the facts to the 
President who is authorized to suspei^nd 
modify the annul such rules. 

United States Lines (S.A), Inc. (USl.) 
generally supports the Motion of the 
Executive Agencies, but suggests that 
termination of the proceeding would b( 
more appropriate than suspension. USl 
disagrees with other parties* 
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' charecterizations of the state of the 
1 record and whether that record woufd 
I ultimately prove the existence of 
I voraWe conditions in the trade. USL 
t also takes issue with the Executive 
' At^ndaa.* * statement that the most urgent 
problem* that df Ivarans Line, seems to 
have been aintHaratjid. a well as 
Katementa concerning the **economic 
distortions*' which the Executive 
Agencies see In these trades. 


Discussioo 

Based upon the Motion of the 
EsecuHve Agencies and the responses 
thereUx we have cnndiided that this 
procoediag as presently constituted is 
not nit! 0 ting the Commission's 
obiectives» fn order to provide an 
oppt^rtuaily to niAiar chungos which wilf 
enable us to meer those obfectives. the 
Motion tn Suspend will be held in 
abeyance. Before pmceeding to a 
diacusskm of the rensons for our 
conclusloo. and s proposed remedy, we 
cunside? the issue raised by the 
ExrcuHb^ Agencies of their authority 
over Commission section 19 
proceedings. 

We do not agree with the Executive 
Agincias (hat the Cbrnmission's rufes 
require suspenslbn of this proceeding at 
their request as delegatees of the 
; President’s foreign policy authority, for 
Bevcral reasons. 


I While the general foreign policy 
respunsibilitiee of these agencies 
- doubtless lend expertise to their 
largumeiils. and are to be considered by 
I the ( ummissloii in its deebuonmaking 
llsnder section W responsibdities 
tstugnad by statute or delegated by the 
- President to the Executive Agencies 
cannot supplant the responsibiUties 
assigned by the 1920 Act to the 
Cor.!misaieig.whichitean independent 
regulatmy agency.’ 

As CMA points out, the language and 
ilnjciure of section 19 itself is 
instructive as to the appropriate diviston 
cf these responsibilities. CMA 
nustukenjy argues, however, that section 
19 itself requires Presidential action to 
•uspfod or annul a Comnrisaton- 
promulgated rule under section 19.^ The 


* PUn No. 7 of 1061 (76 Scut 640 

tms|. tecUoni lOllbr *ind nntef 
^ •TV irothartty of rXr FVttdonr to 
•JnWiili, • • • •iwiMwd.modlfv.orMinwI wwK 
nii n, rr^lmiam * • -.!• dtiMi by CMA. rrfort t» 
rair* 4((eatlagekipptns to the fomian l«d« 
sovrmmenrdrperfmentft or 
ntheriluni the Comnrtetrtofr to which Hie 
obHicla. at prtivided tn aubtecUon |Z1 
ooi i4» CanuniMhur rulsa pronuiisetaii 
"JJO' r fivtion lS(]gb), Tilt rafi:mic4» to tubaeiXioo 
mn tm,it|«rrro« CMA^ft qtiofatton of the atelute^ 


Statute makes no specific provision for 
Presidential or other executive agency 
action in connection with Commission 
rules or regulations issued under section 
19(1 Hbf. Section 19(3}, however, 
indicates that certain disagreements 
among govemmenr agencies, including 
tha Commission, as to the desirable 
cantanl of regubitions affecting shipping 
in the fjorelga trades may be brought to 
the Presideiil for resolution. This 
procedure is limited to dispatea 
regarding Commhia ion request for or 
approval of regulations a/faoting 
shipping promulgated by other 
govemmenl dsparUnents or agendas 
under section 19(2).’ Absent a specific 
provision similar to section 19(3). it 
would appear that the President has no 
statutory authority to set aside action by 
an independent regulatory agency 
specificaity authorized by statute. Thfs 
is not to say, however, that the 
Commission would not as a policy 
matter give serious and deferreolial 
consideration to a request by the 
President to defer or withhold secthm 19 
action based upon consideration of 
foreign poHcy. Commission policy in this 
regard Is reflected in. the relation dted 
above, 4aCFR f 585.1X in winch the 
Commission has indicated that it will 
accede to a Presidential request to delay 
or cancel section 19(1 )(b} ''actions".’ 

Thus, we condiide that txa 
Prcsidentially delegated or other 
statutory authority appears to reside in 
the Executive Agencies upon which they 
may rely to require the suspension of 
section 19 il)(b) proceedings before the 
Commission. 

The remaining issues raised by the 
Executfve Agencies' Motion involve the 
balance between the Commission's duty 
to deal with conditions unfavorable to 
shipping under section 19 and the 
responsibilities of the Department of 
State and Transportation in establishing 
and implementing U.S. maritime trade 
policies through (hplomatie negotiations 
with U.S. trading partners. The 
Executive Agencies have expressed 
their desire to negotiate iiuprovemanta 


* ll would «bo terai. «l a mlnLmum. that 
CommlMiofi res>H«tionj istuod umkr toclion 
19(tKb) Are of no lete import than thooe iMued by 
other Agendo* undor Mctkift 10(2h «nd ehouid oot 
bo nibiect to luipAniiao or aiinulnunt upon luiy 
letter Authority Iben tluil of ike Preddeni. CMA't 
condueton may therefore be canaittent with the 
ifnenl import oTtAe 1920 Act and the 
Commlttton'f own resulatton which pvovidet that 
the Cofrantetkm '*their poetpone. dljcontimie or 
tutpend any "Aettcni* tuhen by it untiei^* <UI CFII 
Part .sas when ioreveetted by tV IXeawlent (46 

CFR sasn). 

• Alibough the lanipuist W teat thaa uleaily olaer, 
46 CFR Sit JS is iniaoded to apply only lo final 
actioat of the Coouniaaioa andar aacUoo 1S(lMb} 

and not to aettont tovotvlpg the cotndud of any 
proceeding ittelf. 


in competilive access to these trades in 
the absence of Conunission findings ur 
sanctions, although they believe that the 
trades auffitr from "economic distortions 
and a lack of competitive access * * *" 

The Commiaaion instituted this 
proceeding for the purpose of 
determining whether the recurrent 
problems and distruptions in these 
trades were the result of laws, decrees 
or praclicas of the Argealine and 
Brazilian governments, and wheiher 
such conditionsoce "unfavorable to 
shipping" within the meantng of section 
19(l}(b). With all due deference to the 
functions and responsibilities reposed in 
the Executive Agencies^ otir 
responsibilities under section 19(1 MbI 
would not appear to be inconsistent 
with these hmcalions and pu^pos€^s but 
complemanlary to ihsm. 

The Conumssion undertook the 
uoiisual step of initislhig an 
investigation under section 19 on its 
own motion in order to elicit inlormalioa 
from a broad spectrum of interested 
parties who were invited to participate 
by public notice, and hoped to cloddute 
through this proceeding a picture of 
conditions in these trades and the 
sources of those condMons. which 
would (dim the basin (dr further aetkm. 
I'his procedure was. in itself, a 
departure from the past Commission 
practice of inilinting section 19 
proceedings, on petihoti or on its own 
modon, by issuing for public cooiziipat 
proposed rules to meet or adfust 
allegedly unfavorable conditions. It was 
our belief that such a proceeding would 
permit us to construct an informed 
picture of the trades which would be 
beneficial to the Conuaisston is 
proposing rules to meet or ad|uBt any 
unfavorable conditions found. In the 
context of the announced intentions of 
the Executive Agencies, such a picture 
of current trade conditions would,, it is 
hoped, be equally useful in pursuing 
their responsibilities. 

It appears* however, from the Motioiv 
of the ibiecutive Agencies end the 
responses thereto, that the existing 
proceeding cannot, as it is presently 
structured, achieve these goals. Due 
perluips in peri to the snavaidable 
impact in this proceeding of the 
concuTTent fliing and piirsuit by A/S 
Ivarans Rederi (luaraas} of its own 
petition for relief under section 19k.* and 


*SobwH|uaffU to tha rnmmiaaiQO*i datormnyilicMi 
lo maUluia thia procaodlns. btii poor lo tha w a a a n e v 
of tha Qrdar of InvaiUsaiUm. a. patiOofi for toauanco 
of rulaa to ommI or adjuat onndUioaa uafavorabla to 
ghippiqg ifi tha U.S7ArstoUitoi tradt woa fUad by 
Ivarani. a thInLflascamar m lhai ttadoi Thar 
paUiion waa treatod aa a Mparata amtlar to Oockal 

Cootawad 
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the identification of the issues and 
duplication of parties in these two 
proceedings, this proceeding assumed 
the configuration and form of an 
adversary quasi-adjudicatory 
proceeding. It has become particularly 
focused upon the possibility that the 
outcome will be final rules which 
impose ’‘sanctions** upon particular 
parties.* * We consider these 
developments an unfortunate product 
stemming also, perhaps, from the quasi- 
adjudicatory language upon which our 
Order of Investigation was modeled. To 
the extent that these developments were 
the irritiants which motivate the 
Focecutive Agencies* Motion and the 
responses of other parties, they have 
been (in the case of Ivarans* petition) or 
can be removed. Their removal will, 
moreover, facilitate the achievement of 
the Commission’s original fact-finding 
purpose in instituting this investigation. 
Moreover, although a number of parties 
have filed voluminous factural 
presentations and arguments already, 
without reflecting on the substance of 
these materials which ore not before us, 
we are not convinced that the record in 
this proceeding is either complete or 
adequate to our original purposes. 

In hopes of yet a^ieving those goals, 
to some useful end. we propose to 
restructure and continue this 
proceeding. Ihc discretion to structure 
the proceeding as appropriate has been 
delegated to the Presiding Officer. Wo 
think that discretion Is appropriately his. 
We will, however, modify the Order of 
Investigation in order to clarify our 
purposes in instituting and continuing 
this proceeding and to assure that the 
quasl-legistative nature of rulemaking 
generally will be emphasized in further 
proceedings. To this end. the active 
participation of Hearing Counsel in 


No. Shtfipiffjt Condninnn tn The Vntted 
Slatr»/Arf^ntina Tmde. withdraw tu 

pi'titton on April 1<M5 b«M*d on atturonce from 
fhr Govemmrni of ArjimUan thal M will continue! to 
be pmniltiKj to !»er\T the tiudc wilhoot (otning iKr 
rrRifrrfmi:r of tho northbound pooling 
Tlic CommiMtun dlniruntiiturd Dorirt No M-M on 
M*y \X 1S8S 

*The CocnmiMlun ft«li*d «• iU iccond (mrpoiir in 

lht» procri*dins to drlMmine what rules or 
rrj(uUl>one would approphiitrly »diu»t or meet ony 
unfavorable coiiditkuii ll found to cxlat. Such rulrt 
nr rvptilationa art* the end product ordinunly 
envivioned by tectlon IS In view of the preaent 
repreicntaliunft of the Executive Agenclea that they 
Intt^nded to undertake nesolluliocia with the 
Covernroentt of Argentina und Braiil on the ■ubln.l 
of Iheae trade condiiiona. we conxlder il exirrmrl> 
unlikely that a need for Cominifton prnptwed rule* 
will rmtrnp* from any future proreedins In ihii 
Docket. In order to aisurr (hat the cuntUiuetkin of 
lhi« proceedinfi. ili»cua«ed below, will tie without 
the apectre of threet previoualy prrcetvrd b>- umna 
of the parties, the Commission will expressly emend 
the Order nf Investigation to the issue of 
appmpneltf remedies 


securing broader participation of 
shippers and even carriers in the 
proceeding will be directed.* The use of 
legislative techniques of fact-finding, 
including the filing of written comments, 
and the oral presentation of evidence If 
deemed necessary or advisable by the 
Presiding Officer may prove most useful 
in compiling a record which will enable 
him to form a clear picture of the trades 
and the degree to which problems and 
disruptions in them result from 
Government-imposed cargo reservation 
schemes rather than historical 
competitive forces. While it is 
impossible to make such fine-tuned 
judgments on these points as would 
emerge in an adversary proceeding 
involving adjudication of questions of 
Shipping Act violations or similar 
matters, they arc issues to which the 
rulemaking functions and procedures of 
section 19 appear particularly apt.'* 

Conclusion 

On the basis of the concerns 
discussed above, we announce herein 
our intention to deny the Motion of the 
Executive Agencies and direct the 
Presiding Officer to restructure and 
continue this proceeding. We announce 
that intention herein, rather than acting 
upon it. in order to invite the comments 
and suggestions of present parties to the 
proceeding and members of the public. 
Our final action on the Motion to 
Suspend is. therefore, being held in 
abeyance. 

Therefore, it is ordered. That any 
person wishing to comment upon the 
mutters discussed in this Notice, or to 
suggest alternative means of pursuing 
the Commission goals outlined above, 
fife such comments with the Acting 
Secretary of the Commission within 30 
days of publication of this Notice in the 
Federal Register. 

II is further ordered. That the Motion 
of the E.xecutive Agencies to Suspend 
the Proceeding is held in abeyance 
pending receipt of the comments invited 
above and further order of the 
Commission. 


* Aft an Initial to the axlent that Itw 
Commisftion'a wtaff is abls to Identify shippers who 
participate In ihrse trsdro. at well •• carriers who 
now serve ii«H)f(niphically proximate trades, their 
perticipetioo wiU be souxhl Ihrtm^ direct service of 
this notice upon them by Ibe Aclina Secretary. 
Additionally, this notice shall be published in the 
Federal Retister to solicit the comments of any 
other Interested porties. 

••See e# K.. Davis. 2 Administrative Law Treatise 
412-415 (2d ed. IR70). re: *'leglslaUve facts** as 
distinguished frocn **ad)ud>cative (acts** and their 
distinct purposes. 


By the Commission. 

Bruco A. Dombrow skL 
Acting Secretary. 

[FR Doc. BS-1S105 Filed 6-21-05: 8.45 am| 
WLLfWO CODC f7)0-01-M 


FEDERAL RESERVE SYSTEM 

Anchor Rnancial Corp; at at.; 
Applications To Engage da Novo In 
Parmlssibla Nonbanking Activities 

The companies listed In this notict^ 
have filed an application under 
225J23(a)(l) of the Board’s Regulation Y 
(12 CFR 225.23(a)(1)) for the Board's 
approval under section 4(c)(8) of the 
Bank Holding Company Act (12 U.S.C 
1843(c)(8)) and S225.21(a) of Regulation 
Y (12 CFR 225.21(a)) to commence or to 
engage de novo, either directly or 
through a subsidiary, in a nonbanking 
activity.that is listed in $225.25 of 
Regulation Y as closely related to 
banking and permissible for bank 
holding companies. Unless otberwi5^' 
noted, such activities will be conducted 
throughout the United States. 

Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors, interested persons may 
express their views in writing on the 
question whether consummation of the 
proposal can ’’reasonably be expected 
to produce benefits to the public, such 
as greater convenience, increased 
competition, or gains in efficiency, that 
outweigh possible adverse effects, such 
as undue concentration of resources 
decreased or unfair competition, 
conflicts of interests, or unsound 
banking practices.” Any request for a 
hearing on this question must be 
accompanied by a statement of the 
reasons a written presentation would 
not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing tht 
evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

Unless otherwise noted, comments 
regarding the applications must be 
received at the Reser\'e Bank indicated 
or the offices of the Board of Governon 
not later than |uly 1Z 1985. 

A. Federal Reser\'e Bank of Richmond 
(Lloyd W. Bostian, fr^ Vice President) 
701 East Byrd Street. Richmond. Virginii 
23281: 

1, Anchor Financial Corporation. 
Myrtle Beach. South Carolina; to engage 
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rfp ntmr through its subsfcitnry, Anrhor 
AutomaCed Services, Fnc.. Myrlfe Beach. 
SouthCaroiinit. in providing data 
pror.estfifif servtnt»» of u financiiii. 
bunking, or eccmoinic iKtture for mtemni 
opi rationtof the holding company and 
for the general public:; provkhng eourfer 
lerv icee relating to ciala proceesiog 
aetivitiag; and providing management 
consobing^ services to depositury 
mstttoiloiia, 

B, Fedefal Reserve Bank of Dallas, 
(Anthony ). MonteLiro, Vice President) 
4QQ Soiidr Akard Street; UaBas, Texas 
75222: 

I, New (Jim FinanaiaJ Carpomtiaa, 
New (Jim,. T^exas; to engage de aova 
througbita subsidiary. New Ulin< Service 
CorpocoUon, New Ulra, Texas«la 
providing others with data processing 
and date tranamissiofi servicas, 
faciltlieib data bases, or access to such 
services or data bases. 

C Federal Reserve Bank of San 
Frandsca (Harr>' W. Green. Vice 
PresideflA) 101 Market Street. San 
Frunciaoo, California d4106: 

t VeiUura County National Bancorp, 
Oxnard,, Calfomia; to engage de novo 
through its subsidiary, Ventura G>unty 
M^magernent Services Co, Inc,, Oxnard, 
California; in providing data pcocesaing. 
services with respect to Bnanciak 
banking and economic data. 

BuunioC Cov«inoce of the Fedeml Reserve 
Syitem, |aoe IS. toas, 
limes McAAw. 

Aisociote SftcaHary of the Bbani 
|FR Doe. SS-lSOMr rikd 5-21-^ 8:45 iiin| 
mjjnq coos 


Hartford National Corp, et al 4 
Formatlona of; Acquisitions by; and 
Mergers of Bank Holding Compsnies 

The companies listed in this notice 
have applii^ for the Boaref 8 approval 
under section 3 of the Dank Molding 
Company Act (12 U.S.C. lfW2J and 
rection 225.14 of the Board's Regulation 
Y (12 CFR 225. HI to become a bank 
holding company or to acquire a bonk or 
bank holding company. The factors that 
are considei^ in actir\g on the 
applications are set forth m section 3(c) 
of the Act fl2 aS.C. lB42(c)I. 

Bach application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
^ppiicatton has been accepted for 
procossiiig, it will also be available (br 
inspeoBaft at the offices of the Board of 
CoversooL Interested persons may 
®>tpr8ss their views in writing to the 
Reserve Bank or to the offices of the 
Board of Governors. Any comment on 
an HppIlGatiun that requests a hearing 
muat include a statement of why a 


written presentation would not suffice In 
lieu of a hearing, identifying specifically 
any questions offset that are in dfspute 
and surnmarizhig the evidtmee that 
would be* presented at a hearing. 

Unless otherwise notini, comments 
regarding each of these appfications 
must be receiverf not fa ter than fufy 15. 
13B5. 

A. Federal Reserve Bank of Boston 
(Richard* B. Randall. Vice President) 600 
Atlantic Avenue, Boston. Massachusetts 
02106; 

1. Hactford Naiioaal Corporation, 
MartfordLConnecUciit; to acquire 100 
percent of the voting shores of 'Fhc 
Seymour Trust Company,. Seymour. 
Connecticut. 

B. Federal Reserve Bonk ol New York 
(A. Marshall Puckett, Vice President) 32 
Liberty StreeUNew York. New York 
10045: 

I, Bankem Trust New York 
CorporatiiMU New York, .New York;, to 
acquire 100 percent of the voting shares 
of Bankers Trust (Delawureji 
Wilmifiglun, Delaware. 

C. Fedond Reserve Bank of St Louis 
(Dclmer P. Weisa. Vice President) 411 
Locust Street, SL Louis, Missouri 63160; 

1, Serunty Bancorp of Tennessee, 

Inc,, Halls. Tennessee: to become a bank 
holding company by accpiifing 100 
percent of the voting shares cd the 
following banks: Dank of Halls. Halls. 
Tennessee; Security State Bank. 
Newbem, Tennessee: and Cates 
Banking B Trust Company. Cates. 
Tennessee. 

Board of Governors of the Federiit Rirscrve 
System, June 18.1985. 
lamM McAfee, 

Assoeiated Secretary of the Boards 
(FR Don 85>1608&FiJed5-2]-68; 8:45 ain| 
8<ILLJSIQ COOC afS-SMS 


DEPARTMENT Of HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

Advisory Commitfoas; Meotinga 

AQEMCV: Pood and Drug Administrsliun. 
actyon: Notice. 


summary: This notice announces 
forthcoming meetings of public advisory 
committees of the Food and Drug 
Administratton (FDA). This notice also 
summarizes the proc^uros for the 
meetings and methods by which 
intereM^ potsons may participate m 
open pablic hearings before FDA's 
advisory comimttees. 


Meetings 

The following adviaoiycommilfife 
meetings (ire announced. 

Ear, Nose, and Throat Devices Ponel 

Hate, tkne, and place, (ufy ll and IZ 9 

o. ra., Rm. 703A-727A,‘!&10 Independence 
Avenue SW., Washinglnxu DC 

Type of meeting and amtoct patsoiL 
Open public hearing, fuly IL 9 a.m. fo 10. 
a.m.: open committee discussion, in 
to 4:30 p.m.; efosed committee 
deliberations, fuly 12. 9 a.m. to 10 ajn.: 
open committee discussion, 10 a m. to 
4:30 p.m.: Lillian Yfn. Center for Devices 
and Radlologicariteahh tIiFZ-470], 

Food and* Drug Administraifon, 67^ 
Georgia Ave., Silver Spring, MD 20910. 
301-427-7555. 

General funrtfon of the commifU*e, 

The committee reviewa and cvataaies 
availabre data on the safety and 
effoctiveness of devices and mitkes 
recumroendntions for their regulation. 

Agenda—Open public hearing. 
Interested persons may present data, 
information, or views, orally or in 
writing, on issues pending t^fore the 
committee. Those desiring to make 
formal presentBtians should notify the 
contact person before fuly t, and submit 
a brief statement of the general nature 
of the evidence or arguments they wish 
to present, the names and addresses of 
proposed participants, and an indicaiinn 
of the approximate time requiredto 
make their comments. 

Open committee discussion. The 
committee will discuss a premarket 
opprovai appilcaticm for a cochfear 
implant system and a draft guideline for 
the preparalfon of premarket approval 
applications for codilear implanis. 

CTosedcommittee defiberatians. The 
committee will discuss trade secret or 
confidential commercial information 
pertaining to the cochlear implant 
system. This portion of the meeting will 
be closed to permit discussion of the 
information (5 U.S.C. 552bfc)t41). 

Ophthalmic Devices Panel 

Date; time, and place, fuly 15 and 16, 9 
a.m.. North Auditorium. Health and 
Human Services Building, 336 
Independence Ave. SW, (enisance on C 
St.), Washington. DC. 

Type of meeting and contact person. 
Open pubfic hearing. July 15. 9 a.m. to 10 
a.m.; open committee discussion. 10 a.m. 
to 1 p.m.; closed committee 
delil^ratlons. 2 p.m. to 5 p,m4 open 
public hearing, fuly 16,0 a.m. to 10 a.m.; 
open committee discussion, 10 a.m. to 1 

p. m.; closed committee deliberations. 2 
p.m, to 3 p.m.; open committee 
discussion,. 3 p.m, to 5p.m>; Mery 
Elioabeth lacobs. Center for Devtees and 
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Radiological Health (IIFZ-160). Food 
and Drug Administration. 8757 Georgia 
AvCm Silver Spring. MD 20910.301-427- 
7320. 

Getwrai function of the committee. 
The committee reviews and evaluates 
available data on4be safety and 
effectiveness of devices currently in use 
and makes recommendations for their 
regulation. The committee also reviews 
data on new deuces and makes 
recommendations regarding their safety 
and effectiveness and their suitability 
for marketing. 

Agonda-^Open public hearing. 
Interested persons may present data, 
information, or views, orally or in 
writing, on issues pending before the 
committee. Those desiring to make 
formol presentations should notify the 
contact person before July 1, and submit 
a brief statement of the general nature 
of the evidence or arguments they wish 
to present, the names and addresses of 
proposed participants, and an indication 
of the approximate time required to 
make their comments. 

Open committee discussion. On July 
IS. the committee will discuss general 
issues relating to approvals of 
prcmarkel approval applications 
IPMA's) for intraocular lenses (lOL's) 
and neodymium:yttrium-a|uminum' 
garnet {Nd:YAG) lasers, and may 
discuss specific PMA*s for Ihctse 
devices. If discussion of all pertinent 
lOI. or Nd:YAG laser issues is not 
completed, discussion will be continued 
the following day. On July 16. the 
committee will discuss PMA*s for 
contact lenses and other ophthalmic 
devices and requirements for PMA 
approval. 

Closed committee delilwrations. On 
July 15. the committee will review trade 
secret or confidential commercial 
information regarding PMA‘s for lOL's 
and ND:YAG lasers. On July 16, the 
committee may discuss trade secret or 
confidential commercial information 
relevant to PMA’s for contact lenses or 
other ophthalmic devices. These 
portions of the meeting will be closed to 
permit discussion of this information (5 
U.S.C. 552b(c}(4)). 

Circulatory System Devices Panel 

Date. time, and place, july 26. 8:30 
a.m.. Rm. 703.<\, 200 Independence 
Avenue SW.« Washington. DC, 

Type of meeting and contact person. 
Open public hearing. 6:30 a.m. to 9:30 
a m.; open committee discussion. 10 a.m. 
to 2 p.m.; closed committee 
deliberations. 2 p.m. to 4 p.m.: Keith 
Lusted. Center for Devices and 
Radiological Health (HFZ-450). Food 
and Drug Administration. 8757 Georgia 


Ave.. Silver Spring. MD 20910. 301-427- 
7594. 

General function of the committee. 

The committee reviews and evaluates 
available data on the safety and 
effectiveness of medical devices 
currently in use and makes 
recommendations for their regulation. 

Agenda—Open public hearing. 
Interested persons may present data, 
information, or views, orally or in 
writing, on issues pending before the 
committee. Those desiring to make 
formal presentations shodd notify (he 
contact person before July 19. and 
submit a brief statement of the general 
nature of the evidence or arguments 
they wish to present, the names and 
addresses of proposed participants, and 
an indication ofihe approximate time 
required to make their comments. 

Open committee discussion. The 
committee will discuss o PMA for a 
cardiac pacemaker system, and a PMA 
for a transluminal percutaneous 
angioplasty catheter. 

Closed committee deliberations. The 
committee may discuss trade secret or 
confidential commercial information 
regarding the PMA*8 listed above. This 
portion of the meeting will be closed to 
permit discussion of this information (5 
U.S.C. 552b(c)(4)). 

Vaccines and Related Biological 
Products Advisory Committee 

Date, time, and place. July 29. and. if 
necessary. July 30. 8:30 a.m.. Building 29. 
Rm. 121, 8800 Rockville Pike. Bethesda. 
MD. 

Type of meeting and contact person. 
Open public hearing. July 29, 8:30 a.m. to 
9:30 a.m.. unless public participation 
does not last that long: closed committee 
deliberations. 9:30 a.m. to 3 p.m.; open 
committee discussion. 3 p.m. to 5 p.m.; 
closed committee deliberations, if 
necessary. July 30. 8:30 a.m. to 11:30 
a.m.: Jack Gert7X)g. Center for Drugs and 
Biologies (HFN-81). Food and Drug 
Administration. 5600 Fishers Lane. 
Rockville, MD 20657. 301-443-5455. 

General function of the commiUee. 

The committee reviews and evaluates 
available data on the safety and 
effectiveness of vaccines and related 
biological products intended for use in 
the diagnosis, prevention, or treatment 
of human diseases. 

Agenda—Open public hearing. 
Interested persons requesting to present 
data, information, or views, orally or in 
writing, on issues pending before the 
committee should communicate with the 
committee contact person. 

Open committee discussion. The 
committee will review the status of 
some current vaccine issues. 


Closed committee deliberations.'Th^ 
committee will review trade secret or 
conndcnttal commercial Information 
relevant to pending license applications 
This portion of the meeting will be 
closed to permit discussion of this 
information (5 U.S.C. 552b(c)(4)). 

Each public advisory committee 
meeting listed above may have as many 
as four separable portions: (1) An open 
public hearing. (2) an open committee 
discussion. (3) a closed presentation of 
data, and (4) a closed committee 
deliberation. Every advisory committee 
meeting shall have an open public 
hearing portion. Whether or not it also 
includes any of the other three portions 
will depend upon the specific meeting 
involved. The dales and times reserved 
for the separate portions of each 
committee meeting are listed above. 

The open public hearing portion of 
each meeting shall be at least 1 hour 
long unless public participation does not 
last that long. It is emphasized, however, 
that the 1 hour time limit for an open 
public hearing represents a minimum 
rather than a maximum time for public 
participation, and an open public 
hearing may last for whatever longer 
period the committee chairman 
determines wilt facilitate the 
committee's work. 

Public hearings are subject to FDA'*^ 
guideline concerning the policy and 
procedures for electronic media 
coverage of FDA's public administrative 
proceedings. This guideline was 
published in the F^eral Register of 
April 13.1984 (49 FR 14723). These 
pcocedures are primarily intended to 
expedite media access to FDA's public 
proceedings, including hearings ^fore a 
public advisory committee conducted 
pursuant to Part 14 of (he agency's 
regulations. Under this guideline, 
representatives of the eieclronlc mediu 
may be permitted, subject to certain 
limitations, to videotape, film, or 
otherwise record FDA's public 
administrative proceedings, including 
the presentation of participants at a 
public hearing. Accordingly, all 
interested persons are directed to the 
guideline, as well as the Federal 
Register notice announcing issuance of 
the guideline, for a more complete 
explanation of (he guideline's effect on 
public hearings. 

Meetings of advisory committees shall 
be conducted, insofar as is practical, in 
accordance with the agenda published 
in this Federal Register notice. Changes 
in the agenda will be announced at the 
beginning of the open portion of a 
meeting. 

Any interested person who wishes to 
be assured of the right to make an oral 
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presentation at the n|>en public hearing 
portion of a meeting shall inform the 
contact person listed above, either 
orally or in writing, prior to the meeting. 
Any person attending the hearing who 
does not in advance of the meeting 
request an opportunity to speak will be 
allowed to make an oral presentation at 
the hearing's conclusion, if time permits, 
at the chairman's discretion. 

Persons interested in speciru: agenda 
items to be discussed in open session 
may ascertain from the contact person 
the approximate time of discussion. 

A list of committee members and 
summary minutes of meetings may be 
request^ from the Dockets 
Management Branch (HFA-305). Rm. 4- 
az, Food and Drug Administration. 5600 
Fishers Lane, Ro^ville. MD 20657, 
between 9 a.m. and 4 p.m., Monday 
through Friday. 

The Conimisaioner. with the 
concurnmee of the Chief Counsel, hag 
determined for the reasons stated that 
those portions of the advisory 
committee meetings so designated in 
this notice shall be dosed. The Federal 
Advisory Committee Act (FACA). as 
amended by the Government in the 
Sunshine Act IPub. L 94-409). permits 
such closed advisory committee • 
meetings in certain circumstances. 

Those portions of a meeting designated 
as closed, however, shall be closed for 
the shortest possible time, consistent 
with the intent of the cited statutes. 

The FACA. as amended, provides that 
a portion of a meeting may be closed 
where the matter for discussion involves 
a trade secret: commercial or financial 
information that is privileged or 
confidential: information of a personal 
nature, disclosure of which would be a 
clparly unwarranted invasion of 
pt'r«>onaI privacy: investigatory flies 
compiled for law enforcement purp^ises: 
Information the premature disclosure of 
which w'ould be likely to significantly 
frustrate implementation of a proposed 
agenqr action; and information in 
certain other instances not generally 
relevant to FDA matters. 

Hxampics of portions of FDA advisory 
wmmittee meetings that ordinarily may 
be closed, where necessary and in 
i»cr<)rdanca with FACA criteria, include 
the H’view, discussion, and evaluation 
of drafts of regulations or guidelines or 
•Imilsr preexisting internal agency 
documents, but only if their premature 
disclosure is likely to significantly 
frustrate implementation of proposed 
sg«n^y action; review of trade secrets 
*nd confidential commercial or financial 
information submitted to the agency", 
consideration of matters involving 
inviMiiigalory files compiled for law 
<*nfi)rcemenl purposes: and review of 


matters, such as personnel records or 
individual patient records, where 
disclosure would constitute a clearly 
unwarranted invasion of personal 
privacy. 

Examples of portions of FDA advisory 
committee meetings that ordinarily shall 
not be closed include the review, 
discussion, and evaluation of general 
preclinical and clinical test protocols 
and procedures for a class of drugs or 
devices; consideration of labeling 
requirements for a class of marketed 
drugs or devices; review of data and 
information on specific investigational 
or marketed drugs and devices that have 
previously been made public; 
presentation of any other data or 
information that is not exempt from 
public disclosure pursuant to the FACA. 
as amended; and. notably deliberative 
sessions to formulate advice and 
recommendations to the agency on 
matters that do not independently 
justify closing. 

This notice is issued under section 
10(a] (1) and (2) of the Federal Advisory 
Committee Act (Pub. L 02-463. 86 Slat. 
776-776 (5 U.S.C App. I)), and FDA's 
regulations (21 CFR Part 14) on advisory 
committees. 

Dated: |unc 15.1965. 

Frank E. Young. 

Cootmtssioner of Food and Drugs. 

|FR Doc. 85-15008 Filed 5-21-85; 8:45 am) 

•ILUNO CODE 6140-01-11 


Public Health Service 

Centers for Disease Control; 
Statement of Organization, Functions, 
and Delegations of Authority 

Part H, Chapter HC (Centers for 
Disease Control) of the Statement of 
Organization. Functions, and 
Delegations of Authority of the 
Department of Health and Human 
Services (45 FR 87772-^7776. dated 
October 14.1980. and corrected at 45 FR 
00296. October 20. I960, as amended 
most recently at 49 FR .50113, Docember 
26, 19B4). is amended to: 

1. Reflect the following changes in the 
Office of Program Support (HCA5): (a) 
Consolidate functions of the Computer 
Systems Office and technology-rdated 
information resources functions in the 
Communications and Management 
Analysts Office (CMAO). specifically 
office automation and 
telecommunications, into a newly 
established Information Resources 
Management Office (HCA54): |b) 
transfer committee management and 
personnel and nonelectronic 
documentary security activities from 
CMAO to the Personnel Management 


Office; (c) transfer regulations from 
CMAO to the Office of Program 
Planning and Evaluation (HCA4h (d| 
change the name of CMAO to the 
Management Analysis and Services 
Office (HCA59); and (e) transfer 
responsibility for the physical security 
of the CDC Chamblee and Lawrcnccville 
facilities to the Office of Biosafety; and 

2. Revise the "Order of Succession" to 
place the officials in the proper order. 

Section HC-B, Organization and 
Functions, is hereby amended as 
follows: 

1. Under the heading Office of 
Program Support (HCA5), in item (2). 
change the word computer to 
information. 

2. Delete in its entirety the heading 
and statement for the Computer Systems 
Office (HCA51f 

3. Under the heading Engineering 
Services Office (HCA52), delete Item (5) 
and renumber items (6) and (7) as items 
(5) and (6). 

4. After the heading and statement for 
the Financial Management Offias 
(HCA53), add the following; 

Information Resources Management 
Office (HCAMf (1) Develops and 
coordinates CDC-wide plans and 
budgets for the management of 
information technology and sevices, 
including data processing, office 
automation, and telecommunications; (2) 
develops and recommends policies and 
procedures relating to information 
resource management and support 
services: (3) provides leadership in the 
implementation of policies and 
procedures to promote improved 
information management practices 
throughout CDC: (4J coordinates, 
manages, and administers CDC-wide 
integrated ADP. office automation, and 
telecommunications networks; (5) 
Identifies CDC-wide information needs, 
and develops or stimulates the 
development of creative solutions to 
these needs; (6) designs, develops, 
catalogs, and manages data bases, 
including acquisition and use of external 
data bases, and information systems 
supporting CDC-wide functions: (7) 
maintains slute-ofthe-aii expertise in 
information science and technology to 
promote the efficcnt and effective 
conduct of the CDE mission; (B) provides 
consultation, technical advice and 
assistance, and training in the selection 
and use of equipment, system, and 
services to pro ;css information: (9) 
manages all centrolized data and word 
processing, voice, and data 
communications facilities; (10) develops 
and coordinates the implementation of 
automated information systems security 
program: (11) maintains llasion with 
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Mils. PUS, and other Federal u^mnes 
on information resouire manajafement 
actlYfbea. 

5. Under the heading 
Munoffemffnt Office (HCASTf, arid after 
item |9): (10) coordinates committee 
nntoiigemenl activities; fll) conducts 
personnel and nonelectronic 
documentary security programs. 

6. Change the name of the 
Commim/cotions and Maoa^cnmti 
Analysis Offkx (tiCASdf k) 
ManogemerA Aao/ysia and Sarwiats 
Office (HCA59), and delete from Item: 

(ij The words Committee numagraiaat. 
commaoications. office automatkm. 
personnel and doemnentary seemity. 
and regulations. 

7. Under the heading Office of 
Biosafety (HCAJji ia item (3h change 
the words safety programs to safety and 
physical security programs. 

8. Under the heading Office of 
Program Planning and Evaluation 
(HCA4)» add after item (7): (8) 
coordinates the development and review 
of regulatory documents and 
congressional reports. 

Section HC~Ci Order of Successioic 
After the first senlcnce. delete the Usting 
of nfficiali and subatitule the foUonring: 
(1) Deputy Director* (2) Assistant 
Director/Washingtoo. (3) Assistant 
Director for Public Health Practice, (4) 
AsaisUint Director for Science, (S) 
Assistant Director for Kiamigemenl. (6) 
Assistant Director (or Inleruationai 
I lealth* (7) Director. Office of Pnigram 
Support. 

Dated: luoa 3w 1985. 
famef O. Mason. 

^ Acting Assistant Seemtory hr Hmflh, 

|FR Doc, 85^15127 Piled 8 45 am| 

BtUJfiQ cooe 

DEPARTMENT OF THE INTERIOR 
Bureau of Land Management 
IAA-8446-A21 

Alaska Native Claims Selection; 
Chenega Corp. 

In occonlanca with Departmental 
reguluUon 43 CFR 2d.ia7(dh nutka ia 
hcrei>y given that a decision to issue 
conveyance undor the proviiions of 
section 14 of the Alaska N«Uive Chums 
StftllemcQl Act of December 18.1971 
(ANCSA). 43 U.S.C 1801.1613, will be 
issued to The Chenega Corporation for 
approximately 6J0O4 acres. The lands 
involved are in the vicinity of Chenega. 

Sewsrd Mendisfi. Alaska (Partially 
S«rve)r«d) 

T.3N.. R.7F. 

T.l N..R. 10 R. 

T. IS. R.SE. 


A notice of the decision will be 
published once a week for four [4] 
consecutive weeks, fn the Cordova 
Times. Copies of the decision may be 
obtained by cootacting the Bureau of 
Land Management. Alaska Slate Office, 
701 C StreeL Box 13. Anchorage. Alaska 
99513, tt907) 271-5960). 

Any party claimfng a property interest 
which is adv'ersely affected by the 
dpcfsinn shaD have until )uly 24.1985 to 
file an appeal. However, parties 
receiving service by certtltcd mall shall 
have 30 days from the date of receipt to 
file on appeal Appeals must be filed in 
the Bureau of Land Management, 
Divjsion of Conveyance Management 
(960), address identified above, where 
the requirements for filing an appeal can 
be obtained. Parlies who do not file an 
appeal in accordance with the 
requirements of 43 CFR Part 4, Subpart E 
(1983) (as amended, 49 FR 6371. 

February 21.1984) shall be deemed to 
have waived their rights. 

Borbars A. Lange, 

Scctiom Chief Branch ofASCSA 
AdjudicatioiL 

|PR Dbc. BS-1St3Z Filed O-ZT-aS; 8:45 ani| 
WLUNQ COOC OIS-JA-M 


lAA-11828) 

Alaska Native Claims Sefectfon; Cook 
Inlet Region, Inc. 

In accordance with Departmental 
regulation 43 CFR 2050.7(d), notice is 
hereby given that a decision to issue 
coQveyance under the proviaioos of sec. 
14(h)(1) of the Alaska Native Clafiiis 
Settlement Act of December la 1971 
(ANCSA). 43 U.S.C. 1801, iei3(h), will 
be issued to COok Inlet Region. Inc., for 
7.5 acres. The lands invoh^ are 
approximately 14 miles south of 
Talkcctna. Alaska, fn the vicimly of 
Montana Creek, in T. 23 N.. R. 4 W., 
Seward Meridian. Alaska. 

A notice of the decision will be 
published once a week for four (4) 
consecutive weeks, fn the Anchorage 
Times. Copies of the dedsion may be 
obtained by contacting the Bureau of 
Land Management. Alaska State Office. 
701 C Street Box 13. Anchorage, Alaska 
99513. f|907) 271-5980). 

Any party claiming a property interest 
which is adversely affected by the 
decision shall have until |aiy 24.1965 to 
file an appeal. However, parties 
receiving service by certified mail shall 
have 30 days from the date of receipt to 
file an appeol. Appeals must be filed in 
the Bureau of I^nd Management, 
Division of Conveyance Management 
(960), address identified above, where 


the requinfments for filing an appeal cun 
be obtained. Parties who do not file an 
appeal in accordance with (he 
requirements of 43 CFR Part 4. Subp«u: 
E, shall be deemed to have waived their 
rights. 

Olivia Short 

Seciioa Chief Brunch of ANCSA 
Adjudication, 

|FR Doc. 65-15133 Filed 6-31-85; 8:45 oml 
sauno coot ow-jApai 


Minerals Management Servica 

Central and Western Gulf of Mexico 
Lease Sales (April arid August 1987) 
Can for Information and Nominations 
and Intent To Prepare an 
Environmental Impact Statement 

Call for Information and Noralnatiofift 

Purpose of Colt 

The purpose of the Call is to assist the 
Secretary of the Interior in carrying out 
his responsibilities under the Outer 
Continental Shelf Lands Act (OCSIJV) 
(43 D.S.C 1331-1343). as amended (92 
Stat. 629). and regulations appearing at 
30 CFR 258.23 wiffi regard to proposed 
OCS Lease Safe 110 in tha Centr^ Gulf 
of Mexico and aa unnumbered Western 
Gulf of Mexico Sale, tentatively 
scheduled for April and August 1967. 
respectively. 

llie proposed unnumbered lease sale 
in the Western Gulf ol Mexico^ August 
1967. is kianUfied in the Draft Piopoaeii 
S'Year OCS Oil and Gas Leasing 
Pro^am for Midrl986 through Mid-li691. 
wh^ appeared in the Feda^ Regbtrr 
at SO FR 11560 on March 22. 1965. 

This initial inJbrmation'gathermg step 
is important for ensuring all 
ioteresli and concerns are 
commuoicated to the Department of the 
Interior (DOI) for future decision points 
in the leasing process. It should be 
recognized that this Notice does not 
indicate a preliminary decision In lease 
in the areas described below. 

biforreafion submitted in response to 
this Call will be used for several 
purposes. First responses will be used 
to identify the areas of potential for oil 
and gas dex'elopment. Second, 
comments on possible environmental 
effects and use conflicts will be used in 
the analysis of environmental conditions 
in and near the Cal! area. Together these 
two considerations will allow a « 
preliminary determination of the 
potential advantages and disadvantages 
of oil and gas exploration and 
development to the region and the 
Nation. Thus, it may be possible to make 
key dedsfons in connection with the 
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next step in the planning process—Area 
IdentiHcation—to resolve conflicts by 
deleting areas where there is suffictenl 
information to justify that action. 
Ilowevar. the Area Identification 
represents only a preliminary step to 
select the area to be analyzed in the 
environmental impact statement (EIS). 
The Area Identificalinn is scheduled for 
S<?ptembGr 1985, 

A third purpose for this Notice is to 
use the comments collected to initiate 
scoping of the FJS. which may include 
public meetings, and to identify and 
analyze alternatives to the proposed 
action. A Notice of Intent on scoping is 
located later in this document. Fourth, 
comments may be used in developing 
lease terms and conditions to assure 
safe offshore operations. Fifth, 
comments may be used in understanding 
and considering ways to avoid or 
mitigate potential conflicts between 
ofr!»hore oil and gas activities and 
existing coastal zone management 
programs. 

Descnptton nf Area 

llic general area of this Call covers 
the Central and Western portions of the 
Gulf of Mexico between approximately 
88* W. longitude on the east and 
approximately 97* W’. longitude on the 
west and extends from the Federal-State 
boundary seaward to approximately 26* 
N. latitude. The entire Call area is 
offshore Texas, Louisiana. Mississippi, 
and Alabama. This area is divided into 
two planning oreas for individuol lease 
sales; the Central Gulf of Mexico! and 
the Western Gulf of Mexico. 

The Central Gulf of Mexico planning 
area is hounded on the east by 
approximately 88* W. latitude, thence 
east to approximately 92* W. longitude. 
Its western boundary begins at the 
offshore boundary between Texas and 
Ujuisiana and proceeds southeasterly to 
approximately 28* N. latitude, and 
thence south to approximately 26* N, 
latitude. The northern p.irt of the area Is 
bounded by the Federal-State boundary 
offshore Uiutsiana, Mississippi, and 
Alabama. The area extends south to 
approximately 26* N. latitude. All blocks 
in water depths greater than 2,400 
meters were deferred from Central Gulf 
Sale 98 held in May 1985. Commenters 
sre asked to reexamine this area and 
provide their views as to whether these 
blocks should be given further 
consideration or should be deleted from 
Sale 110 at the Area Identification stage. 
Any new information ns to resource 
potential technology, and other factors 
relevant to this deepwater area deferred 
at Sale 9fl would be most useful. 

The Western Gulf of Mexico planning 
area is hounded on the west and north 


by the Federal-State boundary and on 
the east by the Central Gulf of Mexico 
planning area. The area extends south 
to approximately 26* N. latitude. Two 
blocks in the Flower Carden Dunks 
(Blocks A-375 and A-398. High Island 
Area. East Addition. South Extension) 
are excluded from this Call. Also 
excluded at this time are 123 blocks in 
the immediate vicinity of the provisional 
maritime boundar>' between the United 
States and Mexico. Commenters are 
asked to examine whether blocks in 
water depths greater than 2.400 meters 
in the Western Gulf should be deleted at 
the Area Identification stage. 

The following list comprises the 
leasing Maps and the OCS Official 
Protraction Diagrams used in identifying 
this Call area. These maps and diagrams 
may be purchased from the Regional 
Director, Gulf of Mexico Region. 

1. Central Gulf ot Mexico 

Leasing Maps, Outer Continental 
Shelf leasing Maps—Louisiana Nos. 1 
through 12. This set of 30 maps sells for 
$17.00. 

Outer Continental Sheif Official 
Protraction Diagrams 

These diagrams sell for $2.00 each— 

NH 15-12 Ewing Bank (approved 
December 2.1976) 

Ni l 16-4 Mobile (approved April 19. 
1963) 

NH 18-7 Viosca Knoll (approved 
December 2.1976) 

NH 16-10 Mississippi Canyon 
(approved December 2,1976) 

NH 15-3 Green Canyon (approved 
December 2,1976) 

NH 15-6 Walker Ridge (approved 
December 2.1976) 

NH 16-1 Atwater Valley (approved 
November 10.1983) 

NH 16-4 (No Name) (approved 
December 2.1976) 

2. Western Gulf of Mexico 

Leasing Maps. Outer Continental 
Shelf l.easlng Maps—South Texas Nos. 

1 through 4. This set of seven maps sells 
for $5.00 

Outer Continental Shelf Leasing 
Maps—Cast Texas Nos. 5 through 8. 

This set of nine maps sells for $7.00. 

Outer Continental Shelf Official 
Protection Diagrams 

These diagrams sell for $2.00 each— 

NG 14-3 Corpus Christi (approved 
lanuary 27.1976) 

NC 14-6 Port Isabel (approved 
January 27,1978) 

NG 15-1 East Breaks (approved 
lonuary 27,1976) 

NG 15-2 Garden Banks (approved 
December 2.1976) 


NG 15-4 Alaminos Canyon 
(approved March 26.1976) 

NC 15-5 Keathley Canyon 
(approved December 2,1976) 

Instructions an Call 

A map specific to this event 
delineates the Call area and shows the 
area identified by the Minerals 
Management Service (MMS) at having 
potential for the discovery of 
accumulations of oil and gas. 
Respondents are requested to nominate 
and comment on any or all of the 
Federal acreage within the boundaries 
of the Call area that they wish to have 
included in the 1967 Central and 
Western Gulf of Mexico lease sales. 
Boundaries of the Call area are shown 
on the small scale map at the end of this 
Notice and are shown in greater detail 
on the Cal! for Information Map 
available free from the Public 
Information Unit. Gulf of Mexico Region. 
MMS. Post Office Box 7944. 3301 N. 
Causeway Blvd., Metairie, Louisiana 
70010. or by telephone (504) B38-07S5 or 
838-0765. Although nominations are 
considered to be privileged and 
proprietary information, the names of 
persons or entities submitting 
nominations or submitting comments 
will be of public record. Those 
submitting nominations are required to 
do so on ^e'Call map. Nominations 
should be shown by outlining along 
block lines. 

Respondents should rank nominated 
areas according to priority of their 
interest (e.g.. pHority 1 (high). 2. or 3). 
Nominated areas on which respondents 
have not indicated priorities will be 
considered priority 3. The telephone 
number and name of a person to contact 
in the respondent's organization for 
additional information should be 
included. Information concerning both 
location and priority of Interest 
submitted by individual companies will 
be held proprietary and will be used as 
a criterion in determining the areas to be 
analyzed in the EIS. In addition to the 
blocks nominated by respondents, 
further consideration of areas for 
analysis in the EiS will be based on 
hydrocarbon potential and 
environmental, economic, and multiple* 
use conditions. 

Comments are requested on the 
technology presently available or 
anticipated for exploration and 
development operations in deepwater 
areas. 

Comments are sought from all 
interested parties about particular 
geological, environmental, biological, 
archaeological, or socioeconomic 
conditions or conflicts, or other 
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information which might bear upon the 
potential leasing and deveinpmanl of 
particular areas. Comments are also 
sought on possible conflicts between 
future CX^ oil and gas activities that 
may result from the proposed sales and 
State coastal xone management 
programs (CMP'a). If possible* these 
comments should identify specif CMJ^ 
polkdes of concern, the nature of the 
conflict foreseen* and steps that the 
MMS could take to avoid or mitigate the 
potential conflict. Comments may either 
be in the terms of broad areas or 
restricted to particular blocks of 
concern. Those submitting comments 
are requested to outline the subject area 
on the Calf map. 

Nominations and comments must be 
received no later than 45 days following 
publication of this document in the 
Federal Register ia envelopes labeled 
"Nominations for proposed 1987 lease 
sales in the Ccnlr^ and Western Gulf of 
Mexico" or "Comments on the Cali for 
InformatioQ and Nominalioiis fur the 
proposed 1967 lease sales in the Cmlral 
and Western Gulf ol Mexico*" as 
appropriate. 

The original Call map and 
nominatiom and/or coounents must he 
submitted to the Regional Skipervisor. 
I.easing and Environment, Culf of 
Mexico Region, at the address stufed 
above under "Instntclkms on Ctdf." One 
copy of the Call map showing 
nominations and any commimts should 
also be sent to the Chief, Offshore 
l^easing Mirmigemcnl Division. 

Mail Stop 645. Room 2523. DOl. 18th and 
C Streets. N.W.. Washington, D.C. 20240. 
I hind deliveries in the Washington. D.C 
area may be made to the Chief, Offshore 
l.eastng Management Division. Room 
2525, ut the Wasbington address. 

Tentative Schethtfe^ 

Final delinnttkin of the area for 
poosible leasing will be made at a later 
date only after compliance %vith 
established depariaenfaj procedures, alt 
requirements of the National 
Enviranmental Policy Act of UWti |4U 
CFR 1501.7). and theOeSLA. as 
amended. A final Notice of Sale for each 
sale will be published in the Fedonil 
Register detailing areas to be offered for 
competitive bidding, stating the terms 
and conditions for leasing and 
announcing the location, date, and time 
bids will be received and opened. 

llie following is a list of tentative 
milestones which will precede these 
sales, proposed for April and August 
1987; 
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Existing Informatioa 

Information already available 
includes that gathered during the EIS 
process for the 5-Year CXZS OU and Gas 
Leasing Progjraro. in addition, comments 
previously received by the DOl from 
State and local govemments* olhor 
Federal Agencies, environmental groups, 
and the oil and gas industry concerning 
past OCS actions will be used. The 
following is a list of other information 
whidi will be available to DOl (or 
consideration regarding the proposed 
1967 OCS Lease Sales in the Gulf of 
Mexico. 

Citif of Stcxico I/idexes and Reports 

1. Gulf of Mexico Index. December 
1960 through August 1962. prepared by 
MMS. 

2. Gulf of Mexico Index, September 
1962 through July 1963. preparifd by 
MMS. 

X Gulf of Mexico Sommory Report. 
September 1983, prepared by MMS. 

4* Cacology Report. Central Gulf of 
Mexico. December 1964. prepared by 
MMS. 

5. Geology Report Western Gulf of 
Mexico, March 1985. prepared by MMS. 

Enviromaaolai Studies Program 
Information in the Central and Western 
Gulf of Mexico 

1lie DOl initiated studies in these 
areas in 1973. The emphasis, including 
continuing studies, has been on 
geological mapping, environmental 
characterization of biological sensitive 
habitats, physical oceanography, ocean 
circulafion modeling, and ecological 
effects of oil and gas activities. These 
studies wiH provide useful information 
for a number of environmental issues, 
including topographic features, 
deepwater biological communities on 
the continental slope, and coastal 
wetland habitat 

Major completed studies for which 
rinal reports on? available include; 

• marine geology and geohaxards 
evdiualions in the northwestern Gulf ol 
Mexico; 


p. envirunmental baseline studies for 
the South Texas OCS; 

• the biological. girologicuL and 
physical dynamics of numerous 
sulmuirina banks and reefs, including 
the Flower Garden Banks; 

ecologkail investigations of 
petroleum production platforms in the 
Central Gulf of Mexico; 

• environmental and sordoeconofnic 
impacts of the IXTOC oil spill: 

• ecological choracterfzaHons of the 
coastal zone h» the Mfsstsstppt Dcltoic 
Plain, which mefude a description of 
important wetland resources in the 
Central Culf of Mexico; and 

• distribution and abundance of 
endangered species. 

A complete listing and ordering 
information for available study report.s 
can be obtained from the Gulf of Mexico 
Regional Office ut the address stated 
under 'Tostruclioni on CalT* or by 
telcphooe at (504) 836-0755 or 838-0765. 
Public Information Unit. The reports 
may also be ordered for a fee directly 
from the National Technical Information 
Serv'ice by calHnig 1703) 467-4650, The 
mailing address is tJ.S. Department of 
Coonncrca. National Technical 
Information service, 5265 Purl Royal 
Road. Springrield, Virginia 22161. 

In addition, a program stotus report 
for continuing studies in this Hn*o can be 
obtainl^dfrom the Chief. Envtroiinumlal 
Studies Section, Culf of Mexico Reglonnl 
Ofhee at the aildress shited under 
"insinjctions on Cali" or by telephone at 
(5041838-0896 

Notice of Intent To Prepare an 
Environmental Impact Statement 

Purpose of !>louce of Intent 

Pursuant to the regulation 
implementing the procedural provisioo 
of Iho Naliona! Environmental Policy 
Act of I960 (40 era 1501.7J. the MMS is 
announcing U|^ intent to prepiur an EIS 
reg^irding the oil and giis leasing 
proposals known as Sale 11Q in the 
Qfntrml Gulf of Mexico and an 
unnumbared Western Culf of Mexico 
sule. The Notice of Intent also serves to 
announce the scoping process which 
wil) b« followed for EIS. The scopiiu; 
process is intended to involve Federal 
State, and local gpvemmcnls and other 
interested parlies in aiding the MMS In 
determining tha significant issues and 
alternatives to be aiial 3 nted in the EIS 

The FJS aiutlysis wiU focus on the 
potential cnviraomontal effects ol 
leasing, cxplncalion. and deveiopoient of 
the blocks locUuled in ilia area rkdined 
in the Area Identificalion procedure ai 
the proposed area of the Fuderoi action 
Alternatives to the profiosaU which may 
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tm* Lnnsidered are to delay the sale, 
ctncci the sale, or modify the sale. 

i .ctJons on Notice of intent 

State, and local governments 
md utht;r interested parties are 
: to send their written 

.. n -^8 on the scope of the EIS. 
j iirioint issues which should be 
Mi^ssed. and alternatives which 


should be considered to the Regional 
Supervisor. Leasing and Environment. 
Gulf of Mexico Region, at the address 
stated under '^Instructions on Call** 
above. Comments should be enclosed in 
an envelope labeled "Comments on the 
Notice of Intent to Prepare an EIS on the 
Proposed 1987 Lease Sales in the 
Central and Western Gulf of Mexico. 


Comments are due no later than |uly 24. 
1965. 

Dated: |une 18.1985. 

Wm. D. Beltenberg. 

Director, Minerals Management Service. 

|. Stoven Grilee, 

Deputy Assistant Secretary, Land and 
Minerals MaintgemenL 


SIUMO coot 491<MIR-y 
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National Park Service 

Alaska Region, Subsistence Resource 
Commission; Meetir>g 

agency: National Park Service. Alaska 
Region. Interior. 

ACTiON: SubaUlence Resource 
Commission Mealing. 

suMMAflv: The Alaska Regional Office 
of the National Park Service announces 
a forthcoming meeting of the Wrangell* 
St. Elias National Park Subsistence 
Resource Commission. The following 
agenda items will be discussed: 

1. Access to park for subsistence uses. 

2. Resident zones. 

3. Resources (games management) a. 
Definition of ‘"nirar* and "local.** 

4. Draft recommendations to Secretary 
of the Interior and Governor. 

5. Agency reports. 

6. Discussion of correspondence 
received. 

dates: The meeting of the Wrangell-St. 
Elias Subsistence Resource Commission 
will be held at the Park Headquarters in 
Glennallea* Alaska. Mile 106 Richardson 
Highway, August 1 and 2 commencing at 
8:30 a.m. 

pon FuirrMcii vnfo«isaatk)n comtact: 

Richard Martin, Superintendent. 
Wrangell-Sl. Elias National Park and 
Preserva, P.O. Box 29. Glennallen. 

Alaska 99580. 

SUPPUEMfNTAftY INF0RAAAT10H: The 
Wrangell-St Elias National Park 
Subsistence Resource Commission is 
authorizad under Title Vlli. section 80a 
of the Alaska National Interest Lands 
Conservadon Act Pub L 96-187. 

Dsled: fane 12.1985. 

M V rinlay. 

Acting Regiona! Director, Aioaka Region,' 

|FR Doc 85-15163 Filed 8-21-85; 8:45 a m i 
■um COOf 43IO>7S4f 


Uncoln Home National Historic Site; 
Insignia; Prescription 

I hereby prescribe the Lincoln Home 
National Historic Site "Lincoln Home** 
symbol, which is depicted below, as the 
official Insignia of the Lincoln Home 
National Historic Site, a unit of the 
National Park System, United Stales 
Department of the Interior. 

In making this prescription. 1 give 
notice that, under section 701 of Title 18 
of the United States Code, whoever 
manufactures, sells, or possesses any 
badge, idenlification. card, or other 
hJsignia of the design herein prescribed, 
or any colorable imitation thereof, or 
photographs, prints, or in any other 
manner makes or executes any 
engraving, photograph, print, or 


impresston in the likeness of any such 
badge, identification card, or other 
insignia or any colorable Imitation 
thereof, except as authorized under 
regulations made pursuant to law. shall 
be fined not more than $250 or 
Imprisoned not more than six months, or 
both. 

Notice is given that in order to prevent 
proliferation of the distinctive "Lincoln 
Home** Insignia, and to assure against 
its use for purposes other than 
identifying site buildings, marking 
interpretive exhibits, and informational 
literature for site visitors, and those 
purposes which, in the determination of 
the National Park Service, are consistent 
with the purpose for which the historic 
site was established, the National Park 
Service will proceed to secure 
trademark registration under section 
1115 of Title IS of the United States 
Code for the Lincoln Home National 
Historic Site **Lincoln Home" Insignia. 

Dated: |une 14.1965. 

Chadea H. Odagaard. 

Regionai Director, Midwest Region. 



(FR Doc, 85-15182 Filed 8-21-85:8:45 am) 
■nXIMG coot 43l0>7e4l 


Indiana Dunes National Laktshore 
Insignia; Prescription 

1 hereby prescribe the Indiana Dunrs 
National Lakeshorc logo which is 
depicted below, as the official Insignia 
of the Indiana Dunes National 
Lakeshore. a unit of the National Park 
System. United States Department of the 
Interior. 

In making this prescription. 1 give 
notice that, under section 701 of Title 10 
of the United States Code, whoever 
manufactures, sells, or possesses any 
badge, identification card, or other 
insignia of the design herein prescribed, 
or any colorable imitation thereof, or 
photographs, prints, or in any other 
manner makes or executes any 
engraving, photograph, print, or 
impression in the likeness of any such 
badge, identification card, or other 
insignia or any colorable imitation 
thereof, except as authorized under 
regulations made pursuant to law. shall 
be fined not more than $250 or 
imprisoned not more than six months, or 
both. 

Notice is given that in order to prevent 
proliferation of the distinctive logo, and 
to assure against its use for purposes 
other than identifying lakeshore 
boundaries, marking interpretive 
exhibits, and informational literature for 
lakeshore visitors, and those purposes 
which, in the determination of the 
National Park Service, are consistent 
with the purpose for which the 
lakeshore was established, the National 
Park Service will proceed to secure 
trademark registration under section 
1115 of Title 15 of the United States 
Code for the Indiana Dunes National 
Lakeshore logo. 

Dated: |une 14.1965. 

CharUa H. Od<igMrd. 

Regiomt Director, Midwest Region, 

Indtaiui Danes Nsttonal Lakeshore Logo 

mAHADUHES 

mnonNLLAKCSHom 

r 



|FR Doc 85-15181 Filed 8-21-85; 8:45 sjn] 
saxiNQ COOC 4JI0-r»-M 
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INTERNATIONAL TRADE 
COMMISSION 

IlnyestigaUont Nos, 731-TA-192 and 194 
(Final) I 

Oil Country Tubular Goods From Brazil 
and Mexico 

agency: United States International 
Trade Commission. 

ACTION: Termination of investigations. 

summary: On June 5.1985. the 
Commission was notiPied by the United 
States Department of Commerce that, 
effective May 31,1985, the petitioners in 
(he subject investigations, Lone Star 
Steel Co. and CFAl Steel Corp., 
withdrew the antidumping duty petitions 
filed by them on June 13.1984. 
Accordingly, pursuant to § 207.40(a) of 
the Commission's Rules of Practice and 
Procedure (19 CFR i 207.40(a)). the 
fallowing investigations are terminated: 
Oil Countr>' Tubular Goods from Brazil 
and Mexico (investigations Nos. 731- 
TA-192 and 194 (Final)). 

EFFECTIVE DATE: June 5,1985. 

FOR FURTHER INFORMATION CONTACT. 
Valerie Newkirlc (202-523-0339). Office 
of Investigations. U.S. International 
Trade Commission. 701 E Street. N W., 
Washington. DC 20436. 

Aulhorily: These investigiitluns are being 
terminated under authonly of the Tnriff Act 
of 1930. title VII. This notice is published 
pursuant to \ 207.40 of the Commission's 
rules (19 CFR 5 207 40). 

IsKUPd; |une 18.1985. 

By order of (he Commission. 

Kenneth R. Mason. 

SnTPtary. 

|FR Uoc. 85-15085 Filed 6-21-85:8:45 am| 
WLima CODE 702&^M 


Request for Public Comment on 
Termination of Countervailing Duty 
Investigation Concerning Certain 
Fasteners From Japan 

agency: U.S. International Trade 
Commission. 

action: Request for comments on 
proposed termination of countervailing 
duly investigation under section 104(b) 


of the Trade Agreements Act of 1979. 

for further information contact: 
Ms. Vera Libeau. Office of 
Investigations, telephone 202-523-0388. 

SUPPLEMENTARY INFORMATION: The 
Trade Agreements Act of 1979, 
subsection 104(b)(1), n^quires the 
Commission in the case of a 
countervailing duty order issued under 
section 303 of the Tariff Act of 1930. 
upon the request of a government or 
group of exporters of merchandise 
covered by the order, to conduct an 
investigation to determine whether an 
industry in the United States would be 
materidly injured, or threatened with 
material injury', or whether the 
establishment of such industry would be 
materially retarded, if the order were to 
be revoked. On November 15.1982. the 
Commission received a request from the 
government of Japan for the review of 
the countervailing duty orders on 
fasteners from Japan (T.D. 77-128 and 
T.D. 79-158). Notices of the 
countervailing duty orders were 
published on May 6.1977. and June 4. 
1979. in the Federal Register (42 FR 
23148 and 44 FR 31972). 

The Commission received a letter on 
May 6.1985. from the Industrial 
Fasteners Institute, the original 
petitioner for the countervailing duly 
orders, stating that it withdraws its 
request for the Imposition of 
countcr\*aiUng duties under the above- 
referenced countervailing duty orders. 

In light of the legislative history of 
section 7G4(a) of the Tariff Act of 1930 
indicating C^ongress* expectation that 
the Commission will permit public 
comment prior to termination, the 
Commission requests written comments 
from persons concerning the proposed 
termination of the investigation on 
certain fasteners from Japan. These 
written comments must be Bled with the 
Secretary to the Commission no later 
than 30 days after publication of thit 
notice in the Federal Register 

Issued: June 18.1985. 

By order of the Commission. 

Kenneth R. Mason. 

Secretary. 

Doc. 85-15067 Filed 6-21-85; 8:45 oml 
BIUJNG COOC 


Termination of Countervailing duty 
Investigations Concerning Roat Glass 
From the Federal Republic of Germany 
and the United Kingdom 

agency: U.S. International Trade 
Commission. 

ACTION: Termination of countervailing 
duty investigations under section 
104(b)(1) of the Trade Agreements Act of 
1979, with regard to float glass from the 
Federal Republic of Germany and the 
United Kingdom. 


EFFECTIVE DATE: June 17,1985. 

FOR FURTHER INFORMATION CONTACT: 
Ms. Vera Libeau. Office of 
Investigations, telephone number (202) 
523-^68. 

SUPPLEMENTARY INFORMATION: The 
Trade Agreements Act of 1979. 
subsection 104(b)(1). requires the 
Commission in the case of a 
countervailing duty order issued under 
section 303 of the Tariff Act of 1930. 
upon the request of a government or 
group of exporters of merchandise 
covered by the order, to conduct an 
investigation to determine whether an 
industry in the United States would be 
materially injured, or threatened with 
material injury, or whether the 
establishment of such an industry would 
be materially retarded, if the order were 
to be revoked. On December 27,1982. 
the Commission received requests from 
counsel for exporters of float glass from 
the Federal Republic of Germany and 
the United Kingdom for the reviewing of 
the outstanding countervailing duty 
orders on float glass from the subject 
countries. Notice of the countervaiUng 
duty orders was published on December 
27,1982. in the Federal Register (47 FR 
57549 and 47 FR 57550). 

On March 29,1985, the Commission 
was notified by letter that ASG 
Industries, Ina. PPG Industries, Inc.. 
Libbey-Owens-Ford Company, and CE 
Class. Inc., the original petitioners for 
* the countervailing duty orders, wished 
to withdraw their request for the 
imposition of countervailing duties 
under the above-referenced 
countervailing duty orders. 

While there is no provision in the 
Trade Agreements Act of 1979, or in its 
legislative history, permitting 
termination of a transition case 
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investigation, termination of h property 
ioBtituted countervailing duty 
investigation is permitted under section 
704(a) of the Tariff Act of 1930. Ilial 
section directs the Commission to solicit 
public comment prior to termination and 
approve such termination only if it is in 
the pubtic interest. Termination 
authority is explicit in cases based on 
newly filed countervailing duly 
petitions: it is implied with respect to 
existing countervailing duty orders. 

On April 24.1965 (50 FR 16176). (he 
Commission published u notice in the 
Federal Register requesting public 
comment by May 24, 1965. on the 
proposed termination of the Commission 
invcstiMtions on float glass from the 
Fnleral Republic of Germany and the 
United Kingdom. No adverse comments 
were ret:ei4'ed in response to the 
Commission's notice. 

The Qimmission is therefore 
terminating its investigations on float 
glass from the Federal Kepubfc of 
Germany and the United Kingdom. 'Fhe 
termination of these investigations has 
the same effect as a determination that 
4in industry In the United States would 
no! be materially injured, or threatened 
with material injury, nor would the 
establishment of such an industry bo 
imperially retarded, if the countervailing 
duty orders were to be revoked. 

In addition to publishing its Federal 
Register notice, the Commission is 
serving a copy of this notice on all 
persons who have written the agency in 
connection with these investigations 
and if also notifying the Department of 
Commerce of Its action. 

Issued: |une 18.1985. 

By order of the Commission. 

Kennedi R. Mammi. 

•^.riftary 

|FR Doc. H5-1506G Filed 6-21-85; 8:45 mn\\ 
•SUNQCOOt 


interstate commerce 

COMMISSION 

IDockat No. AB-S (Sub-261)1 

Burlington Northern Railroad C 04 
Abandonment In Lawrence and 
Randolph Counties; AR; Findings 

The Commission has issued a 
certificate authorizing the Burlington 
Northern Railroad Company to abandon 
its 11.19-mile rail line between Walport 
(milepost 402.28) and Pocahontas 
ImileposI 413.47) in Lawrence and 
Bendolph Counties, AR. The 
abandonment certiHcate will become 
affective 30 days after this publication 
unless the Commission also finds that: 
(1) A financially responsible person has 


offered financud assistance {Ihrcmgh 
subsidy or purchase) to enable the rail 
service to be continued: and (2) it is 
likely that the assistance would fully 
compensate the railroad. 

Any financial assistance offer must be 
filed with the Commission and the 
applicant no later than 10 days from 
publication of this Notice. The following 
notation shall be tyfied in bold face on 
the lower left-hand comer of the 
envelope containing the offer. **Rail 
Section. AB-OFA”. Any offer previously 
made must be nunude within this tO-day 
period. 

Information and procedures regarding 
financial assistance for continued rail 
service are contained in 49 U.S.C. 10905 
and 49 CFR Part 1152. 
limes II. Bayne, 

Secretary. 

(FR Doc, 85>1.*M)92 FiM 6-21-85; 8 45 lUn) 
atuiNG cooc rojs-ei-u 


Its Psfta No, 368 (Sgb-14)l 

Intrastate Rail Rate Autharity; 

Michigan 

AQENCV: Interstate Commerce 
Commission. 

action: Notice of Decision. 

susiMARY; The Commission grants final 
certification to the Michigan Department 
of Transportation under 49 U.S.C. 
11501(b) to regulate intrastate rail 
transportation, subject to a condition 
precedent that it modify its standards 
and procedures as noted in the full 
decision. 

0ATC8: If the necessary changes are 
made, certification will liegin |uly 24. 
1985. 

FOR FURTHER INFORMATION CONTACT: 

Louis E. Cilomer, (202) 275-7245. 

SUPPLEMENTARY INFORMATION: 

Additional information is contained in 
the Commission s decision. To purchase 
a copy of the full decision write to T.S. 
InfoSystems. Inc.. Room 2229. Interstate 
Commerce Commission Building. 
Washington. DC 20423. or call 209-^4357 
(DC Metropolitan area) or toll free (800) 
424-5403. 

Decided: |une 12.1965. 

By tho Cammi&iion. Chainnan Taylor. Vice 
Chairman Gradioon. Commiationerf Sterrett. 
Andre. Simmons. Uunhotey and Sirenio. 
fames 11. Bayne. 

Secrelory. 

(FH Doc. 85-15090 Filed 6-21-65. 6:45 am) 
SALIMQ cooc 


I Financt Oockot No. 30661 1 

Pocono Northeast Railway. Inc.; 
Exemption From 49 U.S,C. 10901 

agency: Interstate Commerce 
Commission. 

action: Notice of Exemption. 

summary: The Interstate Commerce 
Commission exempts Pocono Northeast 
Railway, Inc., from the requirements of 
49 U-S.C. 10901 to acquire and operate 
an abandoned 18.76-mile line of 
Consolidated Rail Corporation in 
Wayne and Ashland Counties. OIL 
DATES: This exemption is effective on 
June 21.1985. Petitions to reopen must 
be filed by |uly 15,1985. 

ADDRESSES: Send pleadings referring to 
Finance Docket No. 30661 to: 

(1) Office of the Secrelar>\ Case OmtrnI 
Dr.inch. Interstate Commerce 
Commission. Washington. DC 20423 

(2) Petitioner’s Representative: Mark II. 
Sidman. Suite 350.1575 Eye Street. 
NW.; Washington, DC 20005 

FOR FURTHER INFORMATION CONTACT: 
Ixluia E, Gitomer. (202}-275-7245. 
SUPPLEMENTAL INFORMATION: Additional 
information is contained in the 
Commission’s decision. To purchase a 
copy of the full decision, write to T.S. 
lnfuSy.stems. Inc,. Room 2229. Interstate 
Commerce Commission Building. 
Washington. DC 20123. or call (800)-424- 
5403. 

Beaded: June 14.19B5. 

By the Commission. Chairman Taylor. Vice 
Chairman Gradison, Commissioners Sterrolt, 
Andre. Simmons. Lamholey. and Strenio. 
lames H. Bayne, 

Secretary. 

|FR Doc. B5-15093 Filed 6-21-6& 8:45 am| 
RHJJMO COOf 7e3S-ei-«i 


lEx Parle No. 290 (Sub-No. 2)1 

Railroad Cost Recovery Procedures; 
Adjustment Factor and Decision 

agency; Interstate Commerce 
Commission. 

ACTION: Notice of Approval of Rail Cost 
Adjustment Factor and Decision. 

summary: l*he Commission has decided 
to approve the cost index filed by the 
Association of American Railroads 
(AAR) under the procedures of Ex Parte 
No. 290 (Sub-No. 2). Railroad Cost 
Recovery Procedures. 'Fhe application of 
the index provides for a third quarter 
1985 Rail Cost Adjustment Factor 
(RCAF) of 1.040. This RCAP shows a 
decrease of .002 in railroad input prices 
from the second quarter 1985 RCAF of 
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1.042. No rate actions are ordered. Tlu* 
Commission has also reconsldcrird Its 
previous decision in this proceeding and 
concluded that the compurison of the 
furi^casted index and the index 
ralcuhited using actoal data shoold 
continue to be published with each 
quarterly notice and decision. 

CFrecnvi OATe: |u!y 1.1965. 

FOR FimTMER Ifff ORMATIOK COWTACT: 
Robert C. Hasek t202) 275-0936: Douglas 
Calloway (202) 27S-7276. 
SUPPLEMENTARY INFORMATION: By 
decision serx ed January* 2.1965 (50 FR 
87, January 2,1085) we outlined the 
procedures for the calculation of the all 
inclimix'e index of railroad mput costs 
and thf methodology for the 
computation of the RC/\F. ’Fhese 
procedures replaced an ioterirn 
methodology which was furmerh* used. 
AAR is required to cakulalc the 
forecasted index on a quarterly basis 
and submit it on the fifth day ^ the last 
month of ouch calendar quarter. 

We Iwvc reviewed AAK’s 
calculations of the index for the third 
quarter of 1985 and Find that, with one 
exception, these calculations comply 
with the rules contained in our decision 
serred Jiinuafy 2,1905. These roles coll 
for the lease rcntsil portion of the 
equipment rents component of the index 
to be culculated using actual data. AAR 
is still attempting to develop a 
satisfactory lease rental index using 
actual data. After a review of AAR’s 
lease rental index working papers, we 
believe it is better to continue using the 
PitNfucer Frice index for Industrial 
C^onimodities. less Fuel, Power and 
Related Products as a surrogate at this 
time. The lease rental index developed 
by AAR using actual data showed 
qtjarter*li>H|uarter flnctuatiorui so broad 
that it cannot be accepted without 
additional verification. Wc will continue 
toi monitor AAR's development of a 
lease rental index using acuta] data. We 
observe that the lease rental portion of 
the total all Inclusive index is relatively 
small (2.4 percent of the total) and is not 
likely to have a major effect oo the 
RCAF. Furthermore, the third quarter 
Producer Price Index for Industrial 
Commodities less Fuel. Power and 
Related Products shewed a slight 
decline from the second quarter 1U65 
level. 

We find the RCAF for the third 
quarter of 1BB5 U 1.040. This la a 
decrease of .002 from the second quarter 
of 1965. No rate actions are ordered. 

The Indices and the RCAF derived 
from AAR's third quarter calcululioiui 
arc shown In Table A (see appendix). 
Table B (see appendix) shows the first 
quarter 1984 Index calculalcd on both an 


actual basis and a forecasted basis for 
compnmtivc purposes. This index 
differs from the one shown In Table A 
because it «vas calculated according to 
the interim methodoingy which was in 
use at that lime. 

In our decision apfirtrving the second 
quarter 1985 RCAF, we slated our intent 
to simplify these cpsartedy decisions by 
discontinuing the publication of the 
index recalcoated using actual data. 
After reviewing petitioiis from certain 
shipper parties, we have reconsidered 
that position nod concluded that the 
value of the informattoa to the shipping 
public outweights any additional cost to 
the Commissioa of preparing and 
publishing the data. Thus, wc will 
continue to include a comparison of the 
forecasted index’and an index 
calculated using actual data. This 
comparison is included in this decision 
as Table D. 

This dedsion will not signflcantly 
affect the quality of the human 
enviroumenl or the conservation of 
energy resources. This proceeding will 
not have a significant adverac impact on 
a substantial number of small entities 
because these procedures simplify a 
formerly complex and burdensome rate 
increase procedure. 

Authority: 49 VS.d 10321.10707a. S ILRC 
553. 

Dated: June 14.1985. 

By' the Commk&aion. Chairman Xaylar. Vice 
Chslnruin GraditkOn. Comxnlssionpfs Sterrctl 
Andre. Simmcint. Lamhote? nnd Btrcnlo. 
(amei H. Bayne. 

Secretary. 
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|FR Due. 85-15088 Filed 8-21-B5; 8:45 am) 
WLLWO CODE r03S-ei-U 


I Docket No. AB-55 (Sub- 146X1 

Seaboard System RaBroad C 04 
AbandonrT>ent and Discontinuance of 
Operations Exemption Hi Alachua 
County, FL; Exemption 

Applicant has filed a notice of 
exemption under 49 CFR Part 1152 
Siibp^ F— Exeff^Ti Abandanmentt lo 
abandon af^HPOximately 3.185 miles of 
rail lines between milepost ASC-704.5 
and milepost ASG-707.8aS. between 
Hainesworth and the Scmtli Leg of thr 
Burnetts l^ke Wye. in Alachua County. 
FL 

Applicant has certified (1) that no 
local traffic has moved over the line for 
at least 2 years and that no overhead 
traffic moves over the line, and (2) that 
no formal complaint filed by a user of 
rail service on the line (or by a Slate or 
local governmental entity acting on 
behalf of such user) regarding cessation 
of service over the tine either is pending 
with the Commission or any U.S. Diitrici 
Court or has been decided in favor of 
the comptainan! within the 2‘year 
period. TTie appropriate State agency 
has been notified in writing at least 10 
days prior to the filing of this notice. 

As a condition to use of this 
exemption, any employee affected by 
the abandonment shall be protected 
pursuant to Oregon Short Line R, Ca- 
Abandonment-^shen. 380 LC.C 91 
(1979). 

The exemption will be effective July 
24.1965 (unless stayed pending 
reconsideration). Petitions to stay inusi 









































Federal Register / Vol. 50, No. 121 / Monday, June 24. 1905 / Notices 


26063 


be filed by July 5.1985, and petitions fur 
reconsidordtion. including 
environmental, energy, and public use 
concerns, must be filed by July 15,1965 
with: OfTice of the Secretary, Case 
Control Branch. Interstate Commerce 
Commission* Washington, DC 20423. 

A copy of any petition filed with the 
CommUttfon should be sent to 
Applicant's representative: Charles M. 
Rosenberger, Seaboard System 
Rriilroad* Inc.. 500 Water Street. 
Incksonville. FL 32202. 

If the notice of exemption contains 
false or misleading information, use of 
the exemption is void ob initio* 

A notice to the parties will be issued if 
use of the exemption is conditioned 
upon environmental or public use 
conditions. 

Decided: |unc 17, lfW5. 

By the Commission. Richurd Lrwis, Acting 
Dir<M:lor, OfTice of Procef?ding!i, 
lamet H. Bayne, 

S*rrvtary* 

|FR Doc. 85-15001 Piled a>21-a5: 8:45 am) 
VUINQ COOC 7038-Ovai 


DEPARTMENT OF JUSTICE 

Drug Enforcement Administration 

Manufacturer of Controlled 
Substances; Notice of Registration 

By Notice dated January 15,1985, and 
published in the Federal Register on 
january 23,1985; (50 FR 3040]. Abbott 
Laboratories, 14th and Sheridan Road. 
Alienlion: Customer Service D-345, 
North Chicago, Illinois 60064 made 
application to the Drug Enforcement 
Administration to be registered as a 
bulk manufacturer of Pentobarbital 
(2270), a basic class of controlled 
substance listed In Schedule 11. 

No comments or objections have been 
received- Therefore, pursuant to Section 
303 of the Comprehensive Drug Abuse 
Prevention and Control Act of 1970 and 
Title 21, Code of Federal Regulations, 
t 301.54(e], the Deputy Assistant 
Administrator hereby orders that the 
application submitted by the above firm 
for registration as a bulk manufacturer 
of the basic class of controlled 
substance listed above is granted. 

Dated: |une 13,1965. 

G«ot R. Hatslip, 

Assistant Administrator. Offica of 
Oiversioa Control Dru^ Enforcement 
^ifnunistititioTK 

int Doc 8S-15129 Filed 6-21-85; 845 am) 

coot 44ie-os>u 


DEPARTMENT OF LABOR 

Mine Safety and Health Administration 

Task Force on Two*Entry Longwall 
Mining Systems; Meeting 

agency: Mine Safety and Health 
Administration, l-abor. 

Acnofi: Notice of public meeting. 

SUMMAitY: The Mine Safety and I lealth 
Administration (MSHA) will hold a 
public briefing on the recently 
completed study of ‘Two-Entry 
Longwall Mining System/’ 

DATE: The public meeting will be held on 
July 18.1985. beginning at 8:30 a.m. MST. 
ADDRESS: The public meeting will be 
held in Lecture Hall A. Building 25. 
Denver Federal Center. Denver. 
Colorado. 

FOR FURTHER INFORMATION CONTACT: 
Monte Christo, Mining Engineer. MSHA. 
303-236-2642. 

SUPPLEMENTARY INFORMATION: The 

Assistant Secretary for Mine Safety and 
Health established a Task Force to 
study Two-Entry Longwall Mining 
Systems. This study lias been completed 
and the results of the study have bi^n 
provided to interested parties 
representing all segments of the mining 
community. The purpose of the meeting 
is to brief the affected milling public on 
the findings, conclusions, and 
recommendations contained in the 
Agency's task force report. 

Dated: June 18 1665. 

David A. ZoKear. 

Assistant Secretory for Mine Safety and 
Health. 

|FR Doc. 85-15078 FIted 6-21-88 845 am| 
MLUNO coot 4ftlO-4SMi 


NATIONAL FOUNDATION ON THE 
ARTS AND THE HUMANtTIES 

Design Arts Advisory Panel 
(Demonstration Section); Closed 
Meeting 

Pursuant to section 10(a)(2) of the 
Federal Advisory Committee Act (Pub. 

L 92-463). as amended, notice is hereby 
given that a meeting of the Design Arts 
Advisory Panel (Demonstration Section) 
to the National Council on the Arts will 
be held on July 11-12,1985. from 9.00 
a.m.-5:30 p.m. in room M-07 of Uie 
Nancy Hanks Center, 1100 Pennsylvania 
Avenue NW., Washington. D.C. 20506. 

A portion of this meeting will be open 
to the public on )uly 12, from 3:00-4:00 
p.m. to dicuss policy issues. 

The remaining sessions of this 


meeting on |uly 11.1985. from 9:00 a.m.- 
5:30 p.m. and on July 12. from 9:00 a.m.- 
3:00 p.m. and from 4:00-5:30 p.m. are for 
the purpose of Panel review, discussion, 
evaluation and recommendation on 
applications for financial assistance 
under the National Foundation on the 
Arts and the Humanities Act of 1965. as 
amended, including discussion of 
information given in confidence to the 
agency by grant applicants. In 
accordance with the determination of 
the Chairman published in the Federal 
Register of February 13,1900, these 
sessions will be closed to the public 
pursuant to subsections (c) (4), (6) and 
9(bl of section 552b of Title 5, United 
States Code. 

Further information with reference to 
this meeting can be obtained from Mr. 
|ohn H. Clark. Advisory Committee 
Management Ofneer, National 
F-ndowment for the Arts, Washington. 
D.C. 20506, or call 202/682-5433. 

|nhn H. Clark. 

Diretdor, Council and Panel Operations, 
National Endowment for the Arts. 

|une 16.1965. 

|FR Doc. 65-15137 Filed 6-21-85; 845 am) 
SCLUNQ COOC 7U7-S1-M 


Visual Arts Panel (Art in Public 
Places-*Letter of Intent Section); 
Closed Meeting 

Pursuant to section 10(a)(2) of the 
Federal Advisory Committee Act (Pub. 

L 92-463]. as amended, notice is hereby 
given that a meeting of the Visual Arts 
Panel (Art in Public Places—Letter of 
Intent Section) to the National Council 
on the Arts will be held on )uly 11-12, 
1965. from 9:00 a.m.-6;00 p m. in room 
730 of the Nancy Hanks Center, 1100 
Pennsylvania Avenue. NW.. 

Washington, D.C. 20506. 

This meeting is for the purpose of 
Panel review, discussion, evaluation and 
recommendation on applications for 
financial assistance under the National 
Foundation on the Arts and the 
Humonitics Act of 1965. as amended, 
including discussion of information 
given in confidence to the agency by 
grant applicants. In accordance with the 
determination of the Chairman 
published in the Federal Register of 
February 13.1900. these sessions will be 
closed to the public pursuant to 
subsections |c) (4). (6) and 0(b) of 
section 552b of Title 5. United States 
Code. 

Further Information with reference to 
this meeting can be obtained from Mr. 
lohn H. Clark, Advisory Committee 
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MaBfigemenI OPHcer, National 
Hndowiiment for the Arts, lion 
Pocin$>'Kanni Av'enue, N.W. 
Washington. D C. 20S06. or call (2021 
6H2-5433. 

|f>hn II. aark. 

’Pinfctar, Owndt and Panel Opttrutwna^ 
SaUonalEndownment for the A/fa 
June IflL 19BS. 

\VH Doc 85>1S136 FiIih! a-21-aS; ir45 anal 
SiLUMQ COOC 7U7-01>ai 


Music Advisory Panel (Overview 
Section); Meeting 

Pursuant to section 10(a)(2| of the 
Fedentl Advisory Committee Act (Pub. 

L 92-463). as amended, notice is hereby 
given that a meeting of tiu* Music 
Advisory Pane) (Overview Section) to 
the National Council on the Arts will be 
held on July 8,1985, from 9:00 a.m.-5:30 
p.m. and on July 9.1985, from MO aju.- 
5:00 p.m. in room 730 of the Nancy 
Hanks Center, 1100 Pennsylvania 
Avenue. NW., Washington, D.C. 20SUa 

A portion of this meeting will be open 
to the public July 8, from fhOO a.m.-5r30 
p.m. and on July 9. from 9:00 a.m.-12:30 
p.m. The topics for discussion will be 
policy issues including fellowships, 
ensembles, recording, career 
development, professional training, 
FIvc-Yciir Planning Document and 
Opera'Musical Tbcaler Study. 

Ibc remaining sessiems of this 
meeting on July a from 1:30 p.in.-^5:00 
p.m. are for the purpose of P^nel rcviirw. 
discussion, evaluation and 
recommendation on applications for 
financtul assistance under the National 
Foundation on the Arts and the 
I iumanties Act of 1985. as amended, 
including discussion of information 
given In confidence to the agency by 
grant applicants. In accordance with the 
determination of the Chairman 
published In the Federal Register of 
February 13.1980. these sessions will be 
closed to the public pursuant to 
subsections (c)[4). (6) and 9(b) of section 
552b of Title 5. ITnitcd States Code. 

Further informalion with reference to 
this meeting can be obtained from Mr. 
John li Clark. Advbofy Commiiice 
Management Officer, NaUunal 
Endowment fur the Arts, Washington. 
D.C. 20506, or call (202) 882-5403. 

)ohn It Clark. 

DinKtar, Council am! Pane! Operations. 
SiMkmai Emkmmcnt for the ArU, 

|I•’R Doc 1M3B Filed 6-21-85; 9:45 am) 

SILUNO coot 7S37-4«-« 


NUCLEAR REGULATORY 
COMMISSION 

Draft Regulatory Guides; Issuance. 
Availability 

The Nuclear Regulatory ConimiHSion 
has Issued for public comment a draft of 
a new guide planned for its Regulatory^ 
Guide ^rics together with a draft of the 
associated value/impacl statement. This 
series has been dev^cloped to descrilm 
and make availalile to the public 
methods acceptable to the NRC staff of 
implementing specific parts of the 
Commission's regulations and, in some 
cases, to detineate techniques used by 
the staff in evaluating specific problemB 
or postulated accidents azul to provide 
guidance to applicants concerning 
certain of the infonnalibn needed by the 
staff in its review of applications for 
permits and Licenses. 

The draft guide, temporarily identified 
by Its task number, FC 413-4 (which 
should be mentioned in all 
correspondence concerning this draft 
gnido), is entitled “Guide for the 
Preparation of Applications for Licenses 
for the Use of Radioactive Materials in 
Calibrating Radiation Survey and 
Monitoring Instniments" and is intended 
for Division 10, ••General,*" It is being 
developed to provide guidance in 
conformance with the revised NTIC Form 
313 for preparing license applications for 
the use of radioactive materials in 
calibrating radiation sur\*ey and 
monitoring instruments. 

This draft guide and the associated 
vaiue/impact statement are being bsued 
to involve the public in the early stages 
of the development of a regulatory 
position in this orea. They have not 
received complete staff review and do 
not represent an official NRC staff 
position. 

Public comments are being solicited 
on both drafts, the guide (including any 
implementation schedule) and the draft 
value/impaci statement. Comments on 
the draft vaiue/impact statement should 
be accompanied by supporting data. 
Comments on both drafts should be sent 
to the Secrelnry of the Commission. U.S. 
Nuclear Regulatory Commission, 
Washif^ton, DC 20555. Attention: 
Docketing and Scrrvica Branch, by 
August 20.1985. 

Although a time limit is given for 
comments on these drafts, comments 
and suggestions in connection with: (1) 
Items for mclusion in guides currently 
l>eing developed or (2) Improvements In 
all published guides are encouraged at 
any lime. 

Regulatory Guides are iivoHoble for 
inspection at the Commission's Public 
Document Room. 1717 H Street KW., 


Washington. D.C. Requests for single 
copies of draft guides (which may ^ 
reproduced) or for placement on an 
automatic distribution list for single 
copies of future draft guides in specific 
divisions should be made in writing to 
the U.S. Nuclear Regulatory 
Commission, Washington. DC 20555, 
Attention: Director, Division of 
Technical Information and Document 
Control. Telephone requests canrtot be 
accommodated. Regulatory guides are 
not copyrighted, and Commission 
approval is not required to reproduce 
them. 

(5 us e. 552(a)l 

Dated at Silvia^ Spring. M/uytnod. this 17rb 
di4y of )une 1985. 

For the Nodeiir Ri?gtilAUiiy Conmimskia 
Donwood F. Ross. 

Deputy Director. Office of Noclear ftesttkOury 
Research. 

(FR Doc. B5-1S146 FUed 8'21-85: MS amj 
BIUJNO coot 7SfO-0t4l 


IDocket Nos. 50-327 and 50-320; Ucants 
Nos. DPR-77 and OPR-79; Oockat Not. 50- 
259. 50-260 and 50-296. Ucansa Norn, OPR- 
33. OPR-52. and OPR-SO; EA 86-491 

Tennessee Valley Authority (Sequoyah 
Nuclear Plant, Unlta 1 and 2) 

(Browns Ferry Nuclear PlanL Units 1, 2, 
and 3); Order Modifying Licenses 

I 

Tennessee Valley Aulhorily (TVA or 
the licensee) is the holder of Facility 
Operating Licenses Nos. DPR-77 and 
DPR-79 which authorize the licensee to 
operate the Sequoyah Nuclear Plant. 
Units 1 and 2 (SNP) in Daisey, 

Tennessee and the holder of Facility 
Operating Licenses Nos. DPR 33, DTO 
52, and DPR 68 which authorize the 
licensee to operate the Browns Ferry 
Nuclear Plant. Units 1, 2. and 3 near 
Athens, Alabama. 

II 

On March 27-28,1985, a special 
rcriew' was oondaded of the 
drciimslances surromiding preparation 
of certain Nonconformance Reports 
(NCR's) inN’olving pressure transmitters 
at SNP. On October 28,1984. NCR 
WDNNEB 8415 was initiated at the 
Watts Bar Nuclear Plant documenting 
that certain containment prerssure 
transmitters at the Watts Bar fodlity 
were not environmentally qualified. The 
generic implications of the transmitters 
were Identified In NCR WBNNEB 8415 
Ibe Office of Engineering in Knoxville 
on or about November 5.1984 
recognized the need to review the 
pressure transmitters at S.NP which 
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. jre similar to the trunsoiiUen at Walls 
However, no review of ihe 
fSequoyali instrumeniatlon was 
'oonduded until more than two months 
filler when NCR SQNNEB 8501 was 
mitiated in ]anuary 1985. Following the 
preparation of that NCR on January 18. 
1985. it took until January 31. 1985 to 
obtain the required apjirovals. The NCR 
WAS deBignatcd as a significant 
Icxmdition adverse to quality, ooocluding 
"that the documentation for the installed 
pa^sora transmitters did not support the 
-accuracy requirement necessary fur 
post*acddent indication of containment 
pressure. 

In .iccordaoce with procedures. 

Failure Evaluatlon/En^aeering Report 
(FE/ER) (Rev. 0) was prepared for ihe 
transmitters since the NCR identified 
the matter as significant. The FE/ER 
[Rev. 0) on NCR SQNNEB 8501 stated 
that it was discovered that pressure 
transmitters at SNP. specifically POT* 
1^30-42. -43. -44, and ^ had inaccuracies 
. in excess of FSAR specificatioos due to 
If harsh environiueot coiufitions (high 
ternperatam uod radlahog dosage). The 
|| FE/ER designated the nonconformance 
||as Category UJ which Is defined as 
' ‘‘Unable to perform its required design 
(function(5) unless corrective 
jmodirications are made."* The FE/ER 
(concluded that as a result of the failun: 
mode, a reactor operator will have 
tnaocumte inlonnation to mitigate a 
‘ loss of Coolant Accident or Main Steam 
|> line Break event inside conlainmenl 
ind that as a result certain safely 
functions or actions would be defeated 
( or delayed. The engineering analysis of 
these events included as part of the F£/ 

I, ER concluded that tire consequences of 

I tiKh events could lead to exceeding the 
rx)ntiiiaBtiit design pressure limits. 

The FE/ER was initiated on February 
' IS. 1985 by a staff engineer who signed 
it on February 25,1985. The FK/ER was 

II reviewed and signed by another staff 
engineer on Feburary 25 and 

' Kibsequcntiy reviewed and opprov'ed by 
sii^^rvlsor on February 27,1985. The 
I FE/FR was concurred in by the 
rngmeering staff at the Sequoyah site un 
Uarch 4, lOBS and signed by the Chief 
Nuclear Engineer (Nuclear Fjigini»eHqg 
Oranch Cbjef) on March 5.1985. 

AHhctigh the FE/ER doomitmted a 
' significant safety issue, at no point 
. during the dcvelopmefil of the dooiineiil 
the issue brought to the attention of 
•«^or plant operafiuas management nor 
^ert requirements for reporUibUity to 
the NRC considered. In fact, personnel 
*mm the Office of Engineering asserted 
that they have no responsibility for 
f«P<>rUnf of ilems generated by their 
'*‘V‘inisaltoo for operating facilities nor 


were they aware of the regulatory 
implications of the FE/ER (Rev, 0). 

Rev. 0 of the FE/ER was telecopied 
from the Office of Engineering. 

Knoxville, to the Office of Engineering 
staff at the Sequoyah site Febraary 28. 
1085. The on*site Office of Engineering 
staff concurred in the FE/ER on March 
4.1985. The Office of Nuclear Power 
(NUC PR) Regulatory Engineering Staff 
(RES) received the FE/ER on March 5. 
1985. RES discussed the document with 
Site Engineering on March S. 1985 and 
determined that the FE/ER might be 
Inaccurate and needed to be revised. For 
purposes of the procedures and review 
times. RES did not consider the copy of 
the FE/ER received on March 5.1985 to 
be s ’’formaP document The FR/ER was 
not formally sent out of the Engineering 
Office In Knoxville until March 7.1985 
and was not received on-site until 
Murdi 6,1965. The supervisor of RES 
received his ^'/ormal** copy of the FE/ER 
on March 11,1985 and brought it to the 
attention of the Cuaipliance Supervisor. 
The Compliance Supervisor indicated 
that if the FE/ER was accurate, both 
Sequoyah Units wrould have been 
requir^ to shut down. He brought the 
FE/ER to the attention of the Plant 
Superintendent, Plant Manager. Office 
of Engineering Managemenl and other 
NUC PR represenlallves who met and 
decided that Rev. 0 was inaccurate and 
that the pressure transmitters were 
operable. Work was initiated to revise 
the NCR and FE/ER. 

Rev. 1 of the FE/ER was completed 
and signed by the preparer on March 21. 
1985. All parties responsible for 
concurrenoe in the revision also sigiied 
the form on March 21.1905. The Chief 
Nuclear Engineer signed Revision 1 of 
the FE/ER on March 22.1985. The 
primary changes made belw'een Rev 0 
and Rev. 1 were: (1) The deficient 
condition category was changed from 
Level in to Level II and (2) information 
for justification for continued operation 
was included. Rev. 1 to the FE/ER and 
NCR was formally received on site on 
March 25.1985, The Supervisor of 
Regulatory Engim.»eriitg completed and 
forwarded Rev. t, with thoir safely 
evaluatiooi to the Supervisor of 
Compliance on March 27,1985. The 
safety evaluation essentially agreed 
with the justification (or contioued 
operation oontained in Riw. 1 to the FE/ 
ER and proposed replacement of the 
transmitters. The Supervisor of 
Compliance is responsible for making 
determlnatioas of reportabihty. The 
pressure transmit ter matter w*as not 
formally reported to the NRC by TV A. 


III 

TVA procedures specify cerluio 
deadlines for making determinations 
and for obtaining appropriate 
concurrences on NCR's and FE/ER's. 
TVA procedure EN DES EP 1.28, 
“Nonconformances—Reporting and 
Handling by EN DES** specifies 
requirements for Office of Engineering 
personnel to generate and process 
NCR's. A determinatiofi of significance 
is to be made within 3 working days of 
the NCR preparation date. The 
procedure further specifies that the time 
for a determinaHon of significance must 
not exceed 8 calendar days, if the time 
exceeds 8 calendar days, the NCR Is 
automatically designated as significant 
For significant NCR's, the procedure 
requires preparation of an FE/ER by OP^ 
Pursuant to TVA Procedure EN DES EP 
1.48, “Preparatian of Failure 
F.valuations/Enginecring Reports of 
DefictenI Conditions for Opmting 
Nuclear Plants." the FE/ER is to be 
issued by the appropriate OR Branch 
Chief within 15 calendar days. Hie 
stated purpose of the FE/ER is to 
provide NUC PR with engineering 
information to be used for operating 
decisions such as compliance with 
technical specification limiting 
conditions for operation, and for 
reporting to the NRC The procedure 
specifies certain ctrcumslances under 
which the times specified may be 
exceeded or extended but does not 
explicitly require that certsin potentially 
sigoincanl items be handled in a manner 
which ensures expeditious resolution of 
the cuuoerns unless there is a significant 
immediate threat to health and safety 
which would lead to a major increase in 
risk. Once the Chief Nuclear Engineer 
(the Nuclear Engineering Branch Chief) 
signs the FE/ER. II Is sen! to the site 
manager for the unit affected It is then 
processed in accordance with Sequoyah 
site procedure SQA 118, •'Handling of 
Nan-Conformimcc Reports,** which 
requires RES to determine the adequacy 
of the documents. OE is to be notified 
immediately if the FE/ER is judged to be 
inadequate. RES is given three days to 
prepare a safely ev*sit]ation and tl^ FE/ 
ER is to be forwarded to the Compliance 
Stall which has an additional three da 3 rs 
to determine the reportability of the 
issue, 'fbe procedures do not distinguish 
between ti^ three significant categories 
for notifyifig pbinl nuinagemcnt or 
operators. 

IV 

A rev iew of the circumstances 
surrounding this event indicates that the 
preparation and processing of NCR 
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SQNNEB 8501 was not done in 
ccordance the producers described in 
section 111 nor were the procedures 
odequxitc. even if followed, to meet their 
intended purposes of providing 
information for operating decisions such 
as compliance with technical 
specifications* limiting conditions for 
operations and for making prompt 
reporting decisions. 

Specifically: (1) An NCR wns not 
initiated for SNP within eight days of 
determining applicability to SNP. (2) 
after initiating the NCR the signihcance 
determination was not made within the 
required eight days, (3) the FE/ER was 
not prepared within fifteen days of the 
NCR determination of a signiricant 
condition adverse to quality, (4) the 
procedures did not require that the 
schedule for processing potentially 
significant information be expedited 
(unless a significant immediate threat to 
health and safety was present sucdi that 
there would be a major increase In risk), 
and (5) the procedures did not require 
information, determined by responsible 
engineers in the Office of Engineering to 
be potentially safety significant, to be 
immediately communicated to the 
appropriate levels of plant management. 

As a result of the deficiencies in 
procedural compliance and inadequate 
procedures, a condition determined to 
be significant to SNP in November 19B4 
was not received by responsible plant 
management until March 11.1985 even 
though TVA’s Chief Nuclear Engineer 
(Nuclear Engineering Branch Chief) had 
determined that the transmitters would 
be unable to meet their required design 
function on March 5.1985. Compliance 
with the Commission’s requirements for 
safe operation and reporting of 
information require that licensees, 
regardless of the structure of their 
particular organizations, have 
procedures to assure that potentially 
significant safety information is 
promptly evaluated and communicated 
to cognizant plant management. The 
licensee's actions call into question 
whether, in the absence of corrective 
action, it will promptly and properly 
evaluate potentially significant safety 
conditions, ensure that responsible 
levels of management are made aware 
of such conditions, and that those 
individuals responsible for reporting 
such conditions under Part 21 or 50.72 
are promptly made aware of them. 
Therefore. I have determined that the 
public health, safety, and interest 
requires that the following actions to 
improve the licensee's procedures and 
the associated training be effective 
immediately. These procedures are 


required at each of the licensee’s 
nuclear powder plants. 

V 

In view of the foregoing, pursuant to 
sections 103.161c, 161o, and 182 of the 
Atomic Energy Act of 1954. as amended, 
and the Commission's regulations in 10 
CFR 2.204 and 10 CFR Part 50. it is 
hereby ordered, effective {mediately, 
that; 

A. Within 60 days, the licensee shall; 

(1) Complete an evaluation of its 
pro(^ures at each of its operating 
nuclear power plant sites and at its 
Office of Engineering in Knoxville, 
Tennessee with regard to their adequacy 
for ensuring that when potentially 
significant safety conditions are 
identified by engineering managinnent 
such as the Chief Nuclear Engineer 
(Nuclear Engineering Branch Chief), 
they are immediately reported to plant 
management, evaluated expeditiously, 
for appropriate action, including 
applicability to other plants, reported if 
required, and corrected: 

(2) Submit the evaluation to the 
Regional Administrator, Region U with a 
copy to the Director. Office of Inspection 
and Enforcement, along with a plan and 
schedule for promptly revising Ihe 
procedures as appropriate. 

B. Within 120 clays, the licensee shall 
develop and submit to Ihe Regional 
Administrator. Region D. with a copy to 
the Director, Office of Inspection and 
Enforcement, a plan for training of ail 
personnel involved in implementing the 
revised procedures including 
responsible licensee management 
personnel both in the Office of 
Engineering and the Office of Nuclear 
Power to ensure that such personnel 
reco^ize potentially significantly safety 
conciitions and ensure that they are 
expeditiously evaluated, reported, and 
corrected and understand their 
individual responsibilities in carrying 
out the procedure. The plan shall 
provide a schedule for when the training 
will be completed for all of the 
employees and managers. 

C. Within 45 days the licensee shall 
provide the Regional Administrator. 
Region 11 with copies of all reports, 
evaluations or other analysis that may 
have been prepared of the 
circumstances surrounding, including 
chronology of events, the quailBcaiion 
issue of the pressure transmitters at 
Sequoyah between October 1,1984 and 
April 1,1985. If Investigations have been 
conducted or are ongoing that have not 
yet been completed this shall be 
indicated and an expected date when 
the documents will be provided. In 
addition, within 45 days the licensee 
shall survey all of its OE employees and 


NUC PR employees as well as any othrr 
appropriate employee are prepare a 
report submitted under oath to the 
Regional Administrator which identiHes 
each employee including managers who 
was aware of the pressure transmitter 
qualification Issue between October 1. 
1984 and April 1 . 1985 at SNP and the 
d«ite of his or her first knowledge of 
such an issue. Persons who were 
employed during that period who have 
since left the licensee's employ shall 
also be contacted. Copies of material 
submitted under this paragraph shall 
also bo sent to the Director, Office of 
Inspection and Enforcement. 

D. The Director, Office of Inspection 
and Enforcement, may relax or 
terminate any of the above conditions 
for good cause. 

VI 

The licensee or any other person 
whose interest is adversely affected by 
this Order may request a hearing on 
Order. Any request for hearing aha!) be 
submitted to the Director. Office of 
Inspection and Enforcement. U.S. 
Nuclear Regulatory Commission. 
Washington. D.C 20555. writhin 30 days 
of the date of the Order. A copy of ihe 
request shall also be sent to the 
Executive Legal Director at the same 
address and to the Regional 
Administrator, Region U, 101 Marietta 
Street. NW.. Atlanta, Georgia 30303. An 
answer to this order or a request for 
hearing shall not stay the immediate 
effectiveness of section V of this order. 

If a hearing is to be held concerning 
this Order, the Commission will Issue so 
Order designating the time and place of 
hearing. If a hearing Is held, the issue to 
be considered at such hearing shall be 
whether this Order shall be sustained. 

Dared at Dethesda. Maryland, this 14th dif 
of fune 1965. 

For the Nuclear Regulatory Commitfioa 
lamas M. Taylor, 

Director, Office of Impoction ami 
Enfortxtmint 

|FR Doc. 65>15147 Filed 5-21-85; 8:45 am) 
aajjfio coot 7Mo^Ma 


Advisory Committee for Review of 
Enforcement Policy; Reestablishment; 
Meetings 

The U.S. Nuclear Regulatory 
Commission announces Ihe 
reestablishment of the AD Hbc Advisoqf 
Committee on Review of Enforcement 
Policy. This Committee was initially 
established in November 1984 and wai 
expected at that time to complete Its 
activity by the end of May 1985. The 
Committee now requires a brief 
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I iddrtiantfi period of lime to complete its 
I final report to the Commission. The 
* report is expected to be submitted to tlie 
Commission within the next 90 days. 

Notice is also given pursuant to the 
Federal Advisory Committee Act that 
the Advisory Committee on the 
Eof roemaot PdUry is planning to meet 
on |uly 9.1085 and on fiily 25 and 26. 

1965 Al both meetings, which will be 
op«n to the public, Committee will 
be disciiisiiig its findings and drafting 
Its finsi report to thtr Cerntmisston. 

The meeting on Inly 9 will be at 1717 
H Street NW^ Wushingtoa« D.C., In 
room 1167 from 8:45 iun. unit! SoOO pjn. 
The meeting cm |uiy 2S ond 28 will be at 
the Kleoliic Power Research Institufe. 
5412 Hilh-iew Avenue. Palo Alla 
tildondn* from 8:30 am. until SdXl p.m 
on |uly 25; from 8:30 a.m. until 
ronclusion on )uly 26. 

Further information on the meeliiigs 
may be obtained from Karen Cyr. Ofljcc 
of the Executive Legal Director. LI.S^ 
Nuclear Regulatory Commission. 
Wdshtngton. D C. 20555. telephone. (301) 
402-7269. 

Diiied at Washington. DTI. thia tsith day 
of |urve. 1085. 

|ohn C. Iloylo. 

I Adrmaty CommittBe Mairngfoat! Officer. 

P Doc. 8S-15145 Filed 8-21-85: 845 aai| 
MJJNC COOC 7StO-OI>M 


SECURITIES AND EXCHANGE 
COMMISSION 

(Rtteata Mo. 10-14584; Fie Na 812-59341 

S6D Lease Funding CorpA Application 
and Oppoftuolty for Hearing 

IttiiP 18 1985. 

Notice is hereby given that SBD I.ease 
Funding Corporabon f*Applicant**). 1345 
Avenue uf the Americas. New York. 

N Y. 10105. filed an application on 
S^'plembcrT. 1984. and an amendment 
thereto on December 13,1984, for an 
order of the Commission, pursuant to 
iection 6(c) of the Investment Company 
Act of 1940 (“Act”), exempting 
Anplicant frtwi all provisions of the Act. 
All interested persons are referred to the 
application on file with the Commission 
lor a statement of the representaltont 
contained therein. «vhich arc 
Summarized below, and to the Act for 
ihc text of all applicable provisions 
thereof. 

A( rording to the application. 

(Applicant is a Delaware corporation 
•uid expects to have all of its 
^Islanding shares of common stuck 
owned by Smith Barney Inc. l”Smith 
B^ey**) or a company controlled by it. 
Applicant represents that all of its 


directors and officers are expected to be 
officers or employees of Smith Barney 
and/or Smith Barney. I iarris Upham & 
Co. Incorporated C^BHIT). SBHU is a 
registered broker-dealer under the 
Securities Exchange Act of 1934. as 
amended and a registered tm estment 
advisor under the Investment Advisers 
Act of 1040. as amended. Applicant 
represents thot there has been, and 
undertakes that in the future there will 
be. no public offering of its common 
stock or any other equity security. 

Applicant has been created for the 
sole purpose of partietpating as lender in 
one or niore leveraged lease 
transactions Fleasea”) in which the 
DOW Chemi^ Company (”DOW”|, or 
any of iU wholly-owned subsidiaries is 
lessee (collectively. “Lessees”). 
Applicant states that its partidpolion as 
lender in the leases will be limitf^d to 
making loans, pursuant to a Loan and 
Security Agreement (**Loan 
Agreement”), to the lessors of such 
Leases which will be payable primarily 
from rentals and other payments by the 
Lessees pursuant to sud Leases. 
Applicant expects that such lessors 
(“Lessors”) will be grantor trusts or 
corporations formed exclusively fur the 
purpose of the lease financing. 

Applicant slates that a portion of the 
purchase price of the property owned by 
the Lessor and leased to the Lessee will 
be paid by the beneficiaries or 
shareholders of the trust or corporation 
that acts as Lessor as their equity 
investment in the properly. The loans by 
Applicant will be without recourse to 
the general credit of the Lessors or their 
beneficiaries or shareholders and will 
be evidenced by non recourse 
obfigatlons of the respective Lessors 
(“Lessor Notes**). Applicant states that 
under each Lease, the Lessee wifi be 
obligated to meke rental payments 
sufficient to pay principal of and 
premium, if any. and interest on the 
iTJSSor Notes issued in connection 
therewith. Appheant also expects that 
such rental payments will alro provide 
an mx^cslment return to the beneficiaries 
or shareholders of the Lessor. Applicant 
further states that such oWigatkms of 
the Lessees wifi be required to be 
absolute and inKxmdttional. without 
right of counterclaim, setoff, deduction 
or defense. Applicant expects to enter 
into a Commitmemt Agreement with 
Dow pursuant to which Applicant wifi 
agree to make loans to one or moiie 
l.e$8or8 designated by Dow from time to 
time. 

Applicant intends to acquire the funds 
nccessaiy* for the purchase of the Lessor 
Notes through the issuance of its debt 
securities In one or more series 
(“Corporation Notes”) which will be 


secured on a parity basis by a first lien 
on. and security interest in. all of the 
asset of Applicant, consisting primarily 
of the l^^sor Notes. Applicant expects 
that the Lessor Notes wifi be issued 
under circumstances making sach 
transactions exempt from registration 
under the Securities Act of 1933. as 
amended f‘^Securities Act”). 

Applicant stotes that the Loan 
Agreements wifi set forth the terms and 
conditions under whidt the Lessor Notes 
will be issued. Applicant repesimts that 
each Loan Agreement will require the 
Lessor to grant Applicant a first lien on 
and security interest in the property 
which is the subfect of the Lease 
(“Leased Property**), as well as the 
Lessor's under the Ijease. 
including its rights to the basic rentals 
and oth« payments to be made by the 
Lessee thereunder. Applicant states that 
it will be precluded from purchasing any 
lessor Note which is secured by Leased 
Property having a fair maket saWs value 
at the time of purchase of less than 125% 
of the principal amoimt of such Lessor 
Note. Finther. Applicant states that each 
Loan Agreement will include os events 
of default, without limitation: (a) 
Payment defaults on the Lessor Note 
issued thereunder and (b) events of 
defaults on the related Lemse. 

According to the application, the 
v arious scries of Corporation Notes will 
hove terras which raay differ as to 
maturity dates, interest rates, sinking 
fund ofdigations of Applicant, the ri^t 
of Applicant to redeem such 
Corporation Notes and other matters. 
Applicant states that such Corporation 
Notes, which may include commercial 
paper and interraedlatc-tenn ond long¬ 
term obligations, may be issued In the 
private or public markets in the United 
States, and in offerings outside the 
United Stotes under circumstances 
reasonably designed to assure that such 
Corporation Notes are not offered or 
sold to citizens and/or residents of the 
United States. 

Applicant states that the Corporation 
Notes writ) be issued under a common 
indenture and a separate supplemental 
indentnre for each series (collectively 
the “Secured IruJenlurcT which will 
establish the terms of the Cotporation 
Notes of that scries. It is expected that 
the trustee under the Secured Indenture 
('Trustee”) will be a bank or trust 
company not afTiliatcd with any of the 
Lessors and w ill not be a trustee under 
any indenture of Dow or its subsidiaries. 

Applicant proposes that the intita) 
issuance of Corporation Notes will be 
through an underwritten public offering 
of one or more scries having an 
aggregate principal amount of 
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approximately $300 million. Applicant 
represents that although Dow will not be 
the actual issuer of the Corporation 
Notes, it may be considered the ‘’issuer" 
thereof for purposes of the Securities 
Act and that any registration statement 
filed under the Securities Act relating to 
the Corporation Notes will name Dow as 
the registrant or a co*regi$trant and will 
be signed on behalf of Dow as the 
registrant or a co-registrant and by such 
officers and directors of Dow as may bo 
required under the Securities Act and 
the rules, regulations and forms of the 
Commission thereunder. 

Applicant represents that it will 
assign and pledge to the Trustee under 
the Secured Indenture as security for the 
payment of the principal of and 
premium, if any, and interest on all 
Corporation Notes, the security interests 
in the Leases and the property subject 
thereto granted to Applicant by the 
various Lessors, as well as the Lessor 
Notes. As holder of the Lessor Notes, 
the Trustee. Applicant represents, will 
have the right to exercise any voting 
powers and to give any consents or 
waivers in respect of such Lessor Notes 
and the respective Loan Agreements 
under which they are issui^. The 
Trustee may also exercise the rights and 
remedies anorded a holder of such 
Lessor Notes under the respective Loan 
Agreements, including the right to 
exercise remedies under the Leases and 
with respect to the property in which it 
has a security interesL provided such 
Leases arc then in default. 

Applicant represents that among the 
rights and remedies of a holder of Lessor 
Notes which may be exorcised by the 
Trustee under the Secured Indenture is 
the right under a particular Loan 
Agreement to accelerate the maturity of 
the Lessor Notes issued under such Loan 
Agreement in the event of default. 
Applicant further represents that among 
the rights end remedies under the 
Leases which may be exercised by the 
Trustee in the event such Leases are in 
default is the right to demand payment 
by the Leasees of a liquidated amount 
which will be at least sufficient to pay 
the full amount of the principal of. and 
premium, if any, and interest on. the 
Lessor Notes then due. and the right to 
repossess the leased property and sell it 
to a third person. 

Applicant represents that the 
occurrence of an event of default under 
any Lease will constitute an event of 
default under the Secured Indenture. 
Applicant further represents that, as a 
consequence, upon (he occurrence of an 
event of default under a Lease, the 
holders of a stated percentage in 
principal amount of the Corporation 


Notes at the time outstanding will have 
the right to direct the Trustee under the 
Secured Indenture in regard to the time, 
method and place of the exercise by the 
Trustee of its rights and remedies under 
such Lease, including the rights and 
remedies in respect of the I,eased 
Property. 

Applicant states that the payment of 
principal of and premium, if any. and 
interest on the Corporation Notes will 
be made exclusively from amounts paid 
by the Lessees under the Leases and 
from other proceeds of the security held 
by the Trustee which is related to such 
Leases. Neither Smith Barney nor any 6f 
its subsidiaries will be liable, directly or 
indirectly, for any payment of principal 
of or premium, if any, or interest on any 
of the Corporation Notes. 

Applicant asserts that its proposed 
activities are appropriate in the public 
interest because the proposed issuance 
of Corporation Notes would provide a 
convenient mechanism for Dow and its 
subsidiaries to obtain the benents of 
access to segments of the debt capital 
markets other then the institutional 
private placement market Applicant 
further asserts that an exemption would 
be consistent with the protection of 
investors and the purposes fairly 
intended by the policy and provisions of 
the Act because, among other things, 
investors will be equally well protected 
under the proposed arrangements as 
under functionally equivalent 
arrangements that would not result in 
the applicability of the Act. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may. not later 
than July 12,1985, at 5;30 p.m., do so by 
submitting a written request setting 
forth the nature of his interest, the 
reasons for his request, and the specific 
issues, if any, of fact or law that are 
disputed, to the Secretary. Securities 
and Exchange Commission, Washington, 
D.C. 20349. A copy of the request should 
be served personally or by mail upon 
Applicant at the address stated above. 
Proof of service (by affidavit or. In the 
case of an attomey-at-Iaw, by 
certificate) shall be filed with the 
request. After said date an order 
disposing of the application will be 
Issued unless the Commission orders a 
hearing upon request or upon its o%vn 
motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

ShIHey B. HoUis. 

Assistant Seersiary, 

|FR Doc. 83-15087 Filed 5-21-05; 8:45 am| 
mLLma cooc Mto-oi-M 


SMALL BUSINESS ADMINISTRATION 

fOecUratton of Disaster Loon Area 2193 
AMOT. 11 

Ohio 

The above numbered declaration (49 
FR 24338] is amended in accordance 
with the amendment to the President’s 
declaration of )une 3.1985. to include 
Coshocton and Portage Counties as 
adjacent areas in the State of Ohio as a 
result of damage from severe storms, 
high winds, and tornadoes beginning on 
May 31.1985. All other information 
remains the same, i.e., the termination 
date fur filing applications for physical 
damage is the close of business on 
August 2.1985. and for economic injur>' 
until the close of business on March 3, 
1986. 

(Catalog of Federal D«jmestlc Aasintunce 
Programs No. 59002 and 59006) 

Dated: lime la 1985 
Alfred E. |udd, 

Acting Di*puty Associate Administtutor fof 
Disaster Assistance. 

|FR Doc. 65-15096 Filed 6-21-85; 6:45 am] 
■ituNO cooc 


Direct Business Loans; Interest Rates 

The Interest rate on section 7(a) Small 
Business Administration direct business 
loans (as amended by Pub. L. 97-35) and 
the SBA share of immediate 
participation loans is twelve and one 
eight (12^) percent for (he fiscal quarter 
beginning July 1.1985. 

On a quarterly basis, the Small 
Business Administration also publishes 
an interest rate called the optional •‘peg*’ 
rate (13 CFR 120.3(b)(2)(iii)). 'Fhis rate if 
a weighted average cost of money to the 
government for maturities similar to the 
average SBA loan. This rate may be 
used as a base rate for guaranteed 
fluctuating interest rate SBA loans. For 
the July-Sep?ember quarter of 1985. this 
rate will be eleven and three-eights 
(11H) percent. 

Edwin T iloUowsy. 

Associate Administrator for Finance and 
hvcMt/mrnt 

|FR Doc. 05-15095 Filed 6-21-85; H;4S am| 
■SLUNG cooc son-aim 


DEPARTMENT OF STATE 

(Delegation of Authority No. 157; Public 
Notice 9401 

Under Secretary for Management; 
Delegation of Authority 

By virtue of the authority vested in ms 
os Under Secretary for Management ai«l 
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by Dcpartmen! of Stale Advisory 
Ciimmiltce Management regulations (22 
CFR Part 8). I hereby delegate to the 
Director of Management Operations the 
•uthority to make determinations to 
close advisory^ committee meetings to 
the public pursuant to section 10(dl of 
the Federal Advisory Committee Act. 5 
U.S.C. App. I. and General Services 
Administration interim advisory 
ainunitlee management regulations. 41 
CFR 101-6,1023.1 hereby also delegate 
to the Director of Management 
Operations the authority to approve in 
exceptional circumstances the giving of 
less than 15 days’ public notice of an 
indvisory committee meeting, as 
provided in 41 CFR 101-e.l015(b) (1). 
Notwithstanding any other provision of 
this delegation of authority, the Under 
Secretary for Management may at any 
time exercise any function delegated by 
this delegation of authority. 

Ronald I. Spiers. 

Vndiff Sccrvlary for Monanf^ment 
|uoc 43, U185. 

\VK Doc as-isoaa Filed 8-21-85; 8.45 ani| 
■ILUNO cooe 4/10-M-M 


DEPARTMENT OF TRANSPORTATION 

Maritlmt Administration 

(Docket No. S-7691 

United States Lines (S.A.) Ir>c.; 
Application to Provide a TR 4/15A 
Dual Service 

United States Lines (S.A.) Inc. 
|USL(S.A.)). by application dated May 9. 
1985. as amended, has requested an 
amendment to Appendix A of 
Operating-Differential Subsidy 
Agreement, Contract No. MA/MSB-338 
and MA/MSB-425. to provide a TR 4/ 
ISA (U.^ East Coast/Venezuela. South 
and East Africa with privilege service to 
Brazil) dual service. 

Cuirently. Venezuela (TR 4) is served 
on USL|S.A.) s TR V4 (U S. East Coast/ 
Bast Const South America and 
Caribbean) service. USI 4 S.A.) wants the 
Hexibility to call Venezuela on its TR 4/ 
I5A dual service instead of on only a TR 
1/4 dual service. For the present 
US(4S.A.) intends to suspend calling 
Vvnuzuela of its TR V« dual service and 
iubstitufe it with TR 4.15A dual service. 
bSL(S.A.) wishes to retain the option to 
lubstilutc one such dual service for the 
other. 

The new service configuration plan by 
JJSL(S.A.) would be: (1) A U.S. East 
Coast /Brazil 8 Argentina (TR 1) service, 
•od (2) a U.S. East Coast/Venezuela- 
South Africa-Brazil (TR 4/15A) dual 
service. USI 4 S.A.) also operates a TR 20 


(U.S. Culf/East Coast South America 8 
Venezuela) service not materially 
affected by the application. 

USL(S.A.)'8 application stresses 
several important benefits it expects 
will be gained by approving the 
proposed combination of services. By 
removing Venezuela from its current TR 
1/4 service, the operator expects the 
resultant TR 1 service could be served 
by Ihree-rather than the current four- 
vessels. This will result in a reduction in 
the amount of ODS paid by MARAD, 
and USL(S.A.) will benefit from better 
utilization of vessel capacity, USL(S.A.) 
notes that the proposed TR 4/15A 
service will be served by four vessels, 
the same number as currcnlly serv'es TR 
15A. 

USUS.A.) points out that the market 
does not support the current 56 day 
transit time of the existing TR 1/4 
service. By removing Venezuela and 
making other adjustments to the Eiist 
Coast rotation, TR 1 could be serrved in 
a 42 day rotation. Lastly, the operator 
maintains that insertion of Venezuela 
into the southbound leg of the proposed 
TR 4/15A service will improve its 
southbound vessel load factors from the 
U.S. East Coast to Africa. USL(S.A.) 
believes the benefits could all be 
attained with improved overall vessel 
utilization and without ony affective 
loss in required vessel capacity. 

USL(S.A.) currently provides bi¬ 
weekly service on TR 20 with one C8-S- 
60b (640 TFU) and two C6-S-60c (707 


TEU) partial containerships. Bi-weekly 
service is provided on its TR 1/4 (U.S. 
East Coast/East Coast South America 8 
Caribbean) service with two C5-M- 
Fl45a (1.900 TEU) containerships and 
two C6-S-1X (1.000 TEU) containerships. 
Vessels on USL(S.A.)*s bi-weekly TR 15- 
A (U.S. East Coast/^uth 8 East Africa) 
service also make homebound calls at 
Brazil on TR 1 on a privilege basts en 
route from ports in ^uth and East 
Africa. USL(S,A.)'s TR 15-A service is 
provided with one C6-S-eob and two 
C6-S-60C partial containerships and one 
C5-S-73b (1,220 TEU) full containership. 
A review of USL(S.A.)*8 sailings from 
January 1984 to the present indicates 
that every homebound TR 15-A voyage 
called at Brazil. USL(S.A.) has indicated 
that this practice will continue Into the 
future. 

Under ODSA MA/MSB-336 USL(S.A.) 
is authorized to make a minimum/ 
maximum of 40/70 sailings per year on 
ITl 1 and a minimum/maximum of 22/36 
sailings per year on TR 15A. Under 
ODSA MA/MS&-425 USL(S.A.) is 
authorized to make a minimum/ 
maximum of 22/55 sailings per year on 
TR 4. USL(SA.) has the necessary 
interchange/transfer aulhority in order 
to implement its proposed realignment. 

If the application is approved, the 
numbers and types of vessels USL(S.A.) 
employs on each of its different services 
will be different than previously 
described. A table summarizing the 
proposed realignment is as follows: 


USL(S.A.) Current and Proposed Services 
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alignment of servic:e is that USL(S.A.) with one less vessel. The main thrust 

will be able to provide belter service to behind the re-alignment is to free up 
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more space for the heavy northbound 
Brazil/Argentina to Now York trade 
while auniihaneously increasing the 
weak outbound load factors on 
USL(SA.)*8 services. A further beneht is 
the savings to both the operator and 
?4ARAD by the lay-up of one vesaeL 
Besides its subsidized service on TR 
1/4. USL(SA.)has been regjtilarly 
voyage chartering foreign-nag container 
vessels to move TR 1 cargoes in excess 
of its capacity. USL(S.A.) bad 19 such 
f harters during 1984 and has h^ three 
thus tar in 1965 with full (870 to 1.000 
TEU) container vesseb. The need to 
continually charter these foreign-flag 
vessels underscores USL(SA.f s need 


for increased flexibility in order to 
maximize its northbaiind capacity. 

This applicatkm may be inspected In 
the Office of the Secretary. MarUime 
Adminiatratkm. Any peison. Arm. or 
corporatiofi having any interest in such 
request and desiring to tubinit 
coBiroenti concerning the application 
must Ale nfritten comments in tripheate 
with the Secretary. hfaiHimc 
Admmisiratiaii. Room 7300, Nassif 
Boildi^ 400 Seventh Street, SW.. 
Washingfoiv D.C 20690. Comments must 
be received no later than 5:00 pan. oo 
July 1$. 19B5. This notice is published as 
a matter of disoretioo and publicatkxa 
should in no way be consi^red a 


favorable or unfavorable dedskm on the 
appUcatfoo, as filed or as may be 
amended. The Maritime Admiotstrafor 
%vill consider any emwnents sub*wffe(i 
and take such action with respect 
thereto as may be deemed appropriatr 

(Catalog of Federal Demestk Assistani:« 
Program No. 20JH)4 Operatlng-pi/rerealla} 
Subsidies)! 

By Order of the Maritime Admieiatnitar 
Date: )uoe 19.1985u 
Georgia P. SlemM. 

Secretary. 

|FR Doc. 85-15135 PIttd 6-21-85; 6;45 amf 
MuniO coos 4f io-ev«i 
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Sunshine Act Meetings 


Federal ReglMer 
Vol. Sa No. 121 
Monday, |une 24. 1905 


This section of the FEDERAL REGISTER 
contains notices of meetings published 
under the **Qovefnmont in the Sunshme 
Act * (Pub. L 94*409) 5 U.S.C. 552b(e)(3). 


CONTENTS 

tUHn 


Equal Employment Opportunity Com¬ 
mission............... 1, 2 

Federal Communicatiorw Commission. 3 

Federal Deposit (r^surance Corpora¬ 
tion-------- 4, 5 

Federal Trade Commission .. 6 


1 

EQUAL EMPLOYMEHT OPPORTUNITY 

commission 

DATE AND TIME: Monday, |u)y 1,1985, 

2 00 p.m. (eastom time). 

place: Clarence M. Mitchell. }r. 
Conference Room No. 200-C on the 2nd 
Floor of the Columbia Plaza Office 
Building, 2401 Street, NW., 
Washington, D.C. 20507. 

STATUS: Closed to the public. 

Closed 

1 Litigation Authorisation: GC 
Kreommandations 

2. IVopofted Contract for Expert Services in 
Connection with a Court Case. 

Note. —Any matter not discussed or 
concluded may be carried over lo a later 
meeting. (In addition to publishing notices on 
FFXXI Commission Meetings in the Federal 
Regisiac, Hie Commission also provides a 
recorded announcement a full week In 
advance on future Commission sessions. 
Please telephone (202] 634-6748 at all times 
for information on these meetings) 

CONTACT PERSON FOR MORE 

information: Cynthia C. Matthews, 
F.xeculivc Officer, Executive Secretariat 
a! (202) 634-6746. 

Ibis Notice Issued June 19,1965. 

Dated; |une 19.1965. 
lohnnle )ohnson, 

Attorney Advisor, 

IFTl Doc 65-15207 Filed 6-20-85: 12:36 pm) 
>Q-UN0 COOC •Tse.^s-N 


2 

f OUAL EMPLOYMENT OPPORTUNITY 
COMMISSION 

date and time: Tuesday, july 2. 1985, 
9;30 a.m. (eastern lime). 

Pt-ACE: Clarence M. Mitchell, jr^ 
Conference Room No. 20Q-C on the 2nd 
Floor of the Columbia Plaza Office 


Building. 24(n “E” Street, NW.. 
Washington, D C. 20507. 

status: Part will be open to the public 
and part will be closed to the public. 

MATTERS TO BE CONSIDERED: 

1. Announcement of Notation Votets) 

2. A Report on Commission Operations 

(Optional) 

3. Request for Opinion Letter Concerning the 

Lawfulness of an Amendment to a 
Pension Plan 

4. Briefing on the General Molors-EEOC 

Condliation Agreement 

Closed 

1. Litigation Authorization: General Counsel 

Rccommenda lions 

2. Proposed Contract for Export Services In 

Connection with a Court Case. 
Nolc^Any matter not discussed or 
concluded may be carried over to a later 
meeting. (In addition lo publishing notices on 
EEOC Commission Meetings in the Fodorsl 
Register, the Commission also provides a 
recorded announcement a full week in 
advance on future Commission sessions. 
Please telephone (202) 634-6748 at all times 
for information on these meetings). 

CONTACT PERSON FOR MORE 
INFORMATION: Cynthia C. Matthews. 
E.xecutive Officer, Executive Secretariat 
at (202) 634-6748. 

Ibis Notice Issued )une 19,196S. 

Dated: |une 19,1985. 
lohiuda lohnson. 

Attorney Advisor, 

|FR Doc. 85-15208 Filed 6-20-65; 12:36 pm| 
BIIXJNQ COOC S750-0S-M 


i 

FEDERAL COMMUNICATIONS COMMISSION 

Deletion of Agenda Item From June 21st 
Open Meeting 

The following item has been deleted 
at the request of the Chief. Common 
Carrier Bureau from the list of agenda 
items scheduled for consideration at the 
June 21,1985 Open Meeting and 
previously listed in the Commission's 
Notice of )une 14, 1985. 

Agenda. Item No,, and Subject 

Common Carrier—1—^Tltle; Guidelines for 
Dominant Carriers' MTS Rates and Rate 
Structure Plans—CC Docket No. 84-1235. 
Summary: The Commission will consider 
proposed guidelines for dominant carriers* 
alternative MTS rate and rate structure 
proposals. 


Issued: June 14.1065. 

William |. Tricarico, 

Secretary. Federal Communications 
Commission, 

|FR Doc. 85-9683 Filed 6-20-65: 2:24 pm| 
eiLUNO COOC sni^i-ii 


4 

FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Changes in Subject Matter of Agency 
Meeting 

Pursuant to the provisions of 
subsection (e)(2) of the "Government in 
the Sunshine Act** (5 U.S.C. 552b (e)(2]). 
notice is hereby given that at its closed 
meeting held at 2:30 p.m. on Tuesday, 
June 18.1985, the Corporation*s Board of 
Directors determined, on motion of 
Chairman William M. Isaac, seconded 
by Director Irvine H. Sprague 
(Appointive), concurred in by Mr. 
Michael A. MancusL acting in the place 
and stead of Director H. Joe Selby 
(Acting Comptroller of the Currency), 
that Corporation business required the 
addition to the agenda for consideration 
at the meeting, on less than seven days' 
notice to the public, of the following 
matters; 

Recommendation regarding the 
Corporation's assistance agreement with an 
insured bank pursuant lo section 13 of the 
Federal Deposit Insurance Act. 

Application of Miami Valley Bank of 
Southwest Ohio. Franklin Ohio, a proposed 
new bank, for Federal deposit insurance, and 
for consent to acquire the assets of and 
assume the liability to pay deposits made in 
Miami Valley Building and Loan Association, 
Franklin. Ohio, a non-federally Insured 
institution. 

The Board further determined, by the 
same majority vote, that no earlier 
notice of these changes in the subject 
matter of the meeting was practicable: 
that the public Interest did not require 
consideration of the matters In a 
meeting open to public observation: and 
that the matters could be considered in 
a closed meeting by authority of 
subsections |c)(4), (c)(6). (c)(B). and 
(c)(9)(A)(ii) of the "Government in the 
Sunshine Act" (5 U.S.C 552b(cJ(4), (c)(6). 
(c)(8), and (c)(9)(A)(ii)). 

Dated: June 19.1965. 
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Federal Deposit Insurance Corporation. 
Hoyle L. Robinson, 

Executive Secretary. 

|KR Doc. BS>t5202 Filed 6>20-eS; 11:54 am| 
tiLUNa coot sru-of-M 


5 

FEDERAL DEPOSIT IHSURANCC 
CORPORATION AGENCY MEETINO 
AGENCY MECTINQ 
Pursuant to the provisions of Iba 
"Government in the Sunshine Act" (5 
U.S.C 552b), notice is hereby given that 
at 5:17 p.m. on Tuesday, lune 18.1985, 
the Board of Directors of the Federal 
Deposit Insurance Corporation met in 
closed session, by telephone conference 
call, to adopt; (1) A resolution (a) 
making funds available for the payment 
of insured deposits made in Strong's 
Bank, Dodgeville, Wisconsin, which was 
closed by the Commissioner of Banking 
for the Slate of Wisconsin on Friday, 
June 14.1985; (b) accepting the bid of 
Mai Dank of Dodgeville, Dodgeville, 
Wisconsin, a newly-chartered State 
nonmember bank, for the transfer of the 
insured deposits of the closed bank: and 
(c) designating MAI Bank of Dodgeville 
as the agent for the Coiporation for the 
pa 3 fment of the insured deposits of the 


closed bank: and (2) an Order approving 
the applications of MAI Bank of 
Dodgeville, Dodgeville, Wisconsin, for 
Federal deposit insurance and for 
consent to purchase certain assets of 
and to assume the liability to pay 
certain deposits made in Strong's Dank. 
Dodgeville. Wisconsin. 

In calling the meeting, the Board 
determined, on motion of Chairman 
William M. Isaac, seconded by Director 
Irvine H. Sprague (Appointive), 
concurred in by Mr. Michael A. 

Mancusi, acting in the place and stead 
of Director H. Joe Selby (Acting 
Comptroller of the Ciirrency), that 
Corporation business required its 
consideration of tKe matters of less than 
seven days' notice to the public: that no 
earlier notice of the meeting was 
practicable; that the public interest did 
not require consideration of the matters 
in a meeting open to public observation; 
and that the matters could be 
considered in a dosed meeting pursuant 
to subsections (cK8). fc)(8). (c)(9KAHB). 
and (cK9)(B) of the "Coverrrment in the 
Sunshine Act" (5 U.S.C. 552h{cK81, (c)(0j, 
(cmUAnHh and(c)(91{BI). 

Dated: fme 19.1065. 


Federal Depoail hmtrance Carporetkm 
Hoyle L. Robinson. 

Executive Secretary, 

[FR Doc. 85-15203 Filed 6-20-65; 11:54 am| 

8IUJNQ COOC •714-01-41 
6 

FEDERAL TRADE COMMTSSfON 

TIME AND date: 2:0Q pjn., Monday, June 

24,1985. 

PLACE; Room 432, Fedcnil Trade 
Commission Building, 6lh Street and 
Pennsylvania Avenue, NW„ 
Washington, D.C 20580. 
rrATus: Open. 

MATTER TO SE CONStOERED; 
Consideration of proposed changes to 
the Commission's Rules of Practice to 
encourage negotiated resofutions of 
discovery disputes. Induding changes to 
Rules 2.7(d)(4). 3.22(0* 3.34. and 3.37,16 
CFR 2.7(d)Hl* 3^0- 3 34. and 337 
(1985). 

CONTACT PERSON FOR MORE 

information: Susan R Tichnor, Office 
of Public Affairs: (202) 523-188Z 
Recorded Message: (202) 523-3808. 

Emily H. Rock, 

Secretary. 

|FR Doc 85-15246 Filed 0-^0-65; 3:13 pan | 
8MJ.INO CODE CTM-aVN 
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DEPARTMENT OF AGRICULTURE 
Forest Service 

National Environmental Policy Act; 
Revised Implementing Procedures 

AQENCV: Forest Service. USDA. 

ACnoM; Notice of adoption of final 
policy. 

summary: The Forest Service hereby 
gives notice that it is adopting revised 
policy and procedures for implementing 
the National Environmental Policy Act 
(NEPA) and Council on Fjivironmental 
Quality (CEQ) regulations. These 
guidelines reploce policy and 
procedures published In the Federal 
Register on November 19.1961 (46 FR 
56998, Part 3). and will be issued through 
the agency directives system as Chapter 
1950 of the Forest Service Manual and 
as Forest Service Handbook 1909.15. 
Environmental Policy and Procedures 
Handbook. 

DATE: These procedures are effective 
upon issuance to Forest Service 
personnel in the Forest Service directive 
system. It is estimated that Forest 
^rvice personnel will have received 
this guidance on or about |uty 1.19B5. 
These procedures apply to the fullest 
extent practicable to analyses and 
documents started before that date. 
However, work done under previous 
guidelines need not be revised. 

FOR FURTHER INFORMATION CONTACT. 
David E. Kelcham. Director of 
Environmental Coordination. Forest 
Service, USD A. P.O. Box 2417, 
Washington. DC 20013. Telephone (202) 
447-470a 

SUPPIEMENTARY INFORMATION: Chapter 
1950 of the Forest Service Manual (FSM) 
and Forest Service Handbook (h'Sli) 
1909.15 contain Forest Serv'ice policy 
and procedural guidelines to implement 
the National Environmental Policy Act 
(NEPA) in compliance with the Council 
on Environmental Quality (CEQ) 
regulations (40 CFR Parts 1500-1508). 

Consistent with agency directives 
policy, FSM 1950 has been revised to 
specify desired results, to minimlr.e 
procedural detail, to rely as much as 
practicable on {udgment of field 
professionals, and to permit discretion 
in achieving on the*ground results 
appropriate to local situotions and 
conditions. FSM 1950 as revised 
contains only that direction needed by 
line and primary staff ofOcers. More 
detailed procedures for environmental 
analyses and documentation needed by 
line and staff officers and resource 
specialists and set forth in the 
handbook. F'SH 1909.15. 


The major changes in FSM 1950 are: 
Clarification of the Chiets and 
Secretary's NEPA responsibilities in 
situations where they have retained 
decision authority: clariricalion and 
broadening of direction on categorical 
exclusions: and expansion of the use of 
scoping to apply to analysis of all 
proposed actions. 

Tbe Coundl on Environmental 
Quality's regulations and supplementary 
guidance emphasize that competent 
scoping is the key to successful 
environmental analysis and appropriate 
documentation. Scoping is the analytical 
stage at which to examine the 
characteristics of a proposed action and 
to identify potentially affected and 
interested agencies and publics, 
important issues, and a range of 
reasonable alternatives. For this reason, 
the Forest Service it applying 
appropriate scoping proc^ures to all 
proposed actions under NEPA. not just 
to those requiring environmental impact 
statements. This broader application of 
scoping sets the stage for efHcient. 
defensible analysis with relevant 
concise documentation. 

The revised policy on categorical 
exclusions clarifies and broadens 
current direction by allowing 
responsible officials to exclude from 
preparation of environmental 
assessments and environmental impact 
statements proposed actions not having 
a significant effect on the human 
environment. It also expands the listing 
of typical classes of actions which might 
be excluded. This will permit agency 
ofricials to concentrate valuable time 
and other resources on proposed actions 
which will or might have significant 
effects. 

In addition to changes to FSM 1930, 
portions of the handtook have been 
reorganized and edited for a more 
concise, logically ordered presentation 
and minor changes were made to keep 
the handbook consistent with FSM 1950 
manual revisions. 

Response to Comments 

Draft guidelines were published for 
public review in the Federal Register on 
September 21.1984 (49 FR 37306). 
Comments were received from 19 
private organizations. 6 Federal and 
Stale agencies. 27 Forest Service units, 
and private citizens. We fully 
considered each comment and made a 
number of substantive at well as 
editorial changes, in response to these 
comments. A summary of major 
comments received and the agency 
response to them follows. 

General Comments. Reviewers tended 
to support the proposed changes. .Many 
offered valuable suggestions for 


improving the wording of specific 
passages to ensure desired results. 
Almost all who commented on scoping 
supported its early and expanded use to 
identify issues and to focus on the 
environmental analysis and subsequent 
documentation, if needed. 

Several reviewers noted missing 
exhibits. When no changes were 
proposed, exhibits were merely 
referenced and intentionally omitted to 
save printing costs. All exhibits are 
included in this Rnal revision. 

Specific Comments on FSM Chapter 

1. FSM t950.3--Policy. Some 
respondents expressed concern that 
interested publics might not be fatfomurd 
of decisions to proceed with actions 
which have been categorically excluded 
from documentation. In response, we 
have revised the policy statement to 
provide that interested and affected 
publics be notified of the decision to 
proceed with an action that is 
categorically excluded from 
documentation. 

2. FSM 7950.41b—Director of 
Environmental Coordination, One 
respondent said social analysis should 
be better defined. The paragraph has 
been revised to slate that the Director of 
Environmental Coordination is 
responsible for social impact analysis 
policy and procedures, which are set 
forth In FSM 1973 and FSH 1909.17. 
chapter 30. 

3. FSM J9$0.43^Forest Supervisort, 
Project Leaders, and State and Private 
Forestry Field Representatives, 
Reviewers asked whether Station 
Directors and the Area Director could 
redetegate responsibility for 
environmental procedures to Forest 
Supervisors. Project Leaders, and Stats 
and Private Forestry Field 
Representatives. The paragraph has 
been eliminated; and the delegation of 
authority is included under FSM 1950.41 
Regionul Foresters. Station Directors, 
and Area Director, 

4. FSM 1951—Scoping and 

Environmental Analysis, Several 
reviewers requested further clarifiratioo 
of the relationship between scoping aiui 
environmental analysis. Accordingly, 
we have added a statement explaining 
that scoping is an integral part of 
environmental analysis and that scoping 
includes issue identification and ordrrty 
planning. We have also revised the 
second paragraph to explain that 
environmental analysis continues aftn 
scoping until needed information is 
obtained. Environmental analysis i 

includes information neces8ar>’ to I 

assess the^ffects of a propos^^ actioa 
and the type of documentation needed. 
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if iiicdon is not categoricaltly 
excluded (rofn documentation. 

5. i95Z2-’‘Cate^^CQl exclu&ion from 
dodif^wniaiuUL l^c largest volume of 
comment was generated by proposed 
changes designed to increase the 
number of actions categorically 
exchided from documentation. Some 
rerieweiu were concerned that 
exctudiqg additional actions might result 
in ppdoo^ public invotrement. in 
decisiona with tnsoffkrient 
environmental anahrsis and 
documentaliasi to support them, or in 
misinterpsetatioo of purpose of the 
list of typical classes of acthuis that 
might be excluded from documeoiation. 

The agency does not believe that the 
revisions of categorical exclusion 
direction will have these results. Under 
the revised policy, scoping is necessary 
for aQ proposed actions, including those 
which may be cutegoricalfy excluded 
from diicumenlatiOfi. Interested and 
iffected publics must be kept informed 
tnd have an opportunity to contribute to 
sn fnvtronmental analysis (FSlt 1909.15. 
Isecs. 11.6,11.0.12. and 211. Moreover, 
actions may be categoric^y excluded 
horn (Jocujnentation only if both past 
! experience and environmental analysis 
I demonstrate that no signifkiant effects 
on the human environment wilt resuH, 
imii\idually or cumulativelv fFSM 
1952.2). 

I Finally, the list of typical classes of 
I actions that might be exdiufed is merely 
I illustrative. In some instances. 

I environmental analysis wiU reveal that 
I significant effects oould occur and an 
I environmental assessment or 
I environmental impact statement must be 
I prepared. The guiding principal is that 
I the depth and bresd^ of the 
lerAiroamaatal analysis, the extent of 
Ipublic involvement and the type of 
|ducumenlatian for a proposed aciioo 
I must be commensurate with the scale 
land intonsitv of the anlicipated efiiecls. 

I Several of those commenting 
leiDphcisized that some of the typical 
jdisses of actions which might be 
Irxcluded from documentation ore at 
Itimes quite ImpacUve and that these 
Isxceptions need to be evaluated and 
■documented in an environmental 
l^issmefi! or impact statement. Road 
jbuilding, pesticide use. and timber sales 
^oat often cited as examples. Wc 
I believe our revision of this section 
Imponds to these concerns. As 
Iprtviausly noted, this section now 
Iftnphaslxes that an action may not be 
l^tegoricuUy excluded unless both past 
I^Kperieoce and environmental analysis 
IWicute that the action will not ha\x a 
■•ignificant effect on the human 
■environment, individually or 
Icuisulatively. 


Other review'crs endorsed the list of 
t>pical classes of actions that might be 
excluded from documentation; and some 
- cited additional, potentially excludable 
actions. For example, two respondents 
asked that field and laboratory research 
be added to the list of typical classes of 
actions for categorical exciusioo. This 
suggestion was not accepted because 
lowdmpaci research activities are 
already excluded from documentation 
under USDA regulations (7 CFR ib.S]. 

Some reviewers supported the use of 
the list of typical classes )>ut catled for 
better definition of certain items. For 
example, they felt the Forest Service 
should specify what is meant by a low« 
impact road, mineral activity, or brnber 
sale. In response, the definitions of 
several of the typical classes of actions 
which normally can be categorically 
excluded were revised to better express 
our intent. 11ie puposc for listing typical 
classes which normally can be 
categorically exchided is also cianfiud. 
The number of examples of actions 
which are given for each typical class 
was also reduced to emphasize that (11 
the specific actions mentioned were 
only representative of those induded in 
a particular class; (2) it is not possible tu 
specify all of the conditions that will or 
will not produce significant impacts: and 
(3) conditions vary in each locality; 
therefore, field personnel must evaluate 
each proposed action for putentialfy 
signi^ont effects as defined by the 
CoondJ on Envmmoiental Quality 
regulations (40 CFR 1508.14 and 150ft27). 

Several reviewers thought the 
categorical exclusion option could or 
would be misused as deliberate 
avoidance tactics, such as breaking a 
larger action into smaller parts Ibr 
categorical exclusion, intentionatly 
ccmstnictmg substandard roads when a 
standard roud is needed, and fustifying 
all types of pesticide projects that do not 
involve aerial application. This is not 
the Forest Service intent in expanding 
the use ol categorical exclusions. The 
Forest Service routinely conducts 
management reviews at the Regionjd. 
Forest and District levels to ensure 
compliance with policies and 
procedures and takes corrective action 
where reviews indicate such aertion ii 
necessary. 

Some reviewers slated that decisions 
to categorically exclude an action from 
dncumenlalioo ahoold always be 
documented and filed for future 
reference. This si^estion was not 
accepted since this would be an 
unnecessary and very cosily task for the 
Forest Service to document all actions 
involving the environment However, 
when there is reason to believe that 
specific information about such an 


analysis and decision will be ne<?ded 
later, documentation is advisable. 

Several mspondents stressed that 
final decisions to proceed with an action 
that has been categorically excluded 
should not be made until interested 
parties have been informed of the 
proposed action. This section has been 
changed to require that interested and 
affected people be informed of the 
decision to proceed with an action that 
has been categorically excluded from 
documentation. 

6. FSM J95Z3’--EnvironmentuJ 
Assessments. Two reviewers said that if 
an action **mAy significantly aflecr the 
human environment, an EIS is required 
(NEPA. sec. 102(2)IA)J. We agree that 
the use of “may** is murleading In this 
section. The phrasing has been chonged 
to direct that environmental 
assessments be prepared when an 
action is not calegoricafly excluded from 
documentation and it is not determined 
that an environmenUl impact statement 
is necessary. 

Specific Comments on Forest Service 
fiandbook--FSff 1909.15 

Public and agency comments resulted 
in editorial and organizational chaafgui 
to increase the clarity and precision ol 
the handbook. This includes several 
changes needed to make the handbook 
consistent with the above manual 
revisions and also rewording of several 
definitions. The definition of 
environmentafly preferobte alternative 
has been revised to better convey the 
meaning of Section 101 of NEPA. This 
definition of proprfsed action has been 
added to provide the basis for initiating 
an environmental analysis. 

Chapter 10 has been revised to 
describe scoping as an integral part of 
environmetai analysis that also includes 
determining whether a plan of work is 
needed. The requirement to produce a 
work plan has been deleted to avoid the 
impressioo that a formal plan of wx)rk is 
always required. Seclion 11.2 has been 
reworded to clarify the kind of 
information needed about impending 
decisions. The statement of v^ether or 
not a categorical exclustoa ta 
appropriate has been deleted to avoid 
the* false impression that environmental 
analysis is unnecessary if an action is 
categorically excluded from 
documentation. A new item has been 
added to recognize the existence of 
higher plans and commitments. In 
section 11.5. provisions for consulting 
have been revised to specificatly include 
other agencies. The first sentence in 
section 12 on informing partidpants of 
results of scoping has been changed and 
moved to section 11.7dnlerdisciplinary 
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Analysis to ensure that the 
interdisciplinary approach Is used tn all 
environmental analyses, not just those 
leading to environmental impact 
statements. 

In chapter 20. section 21 is revised to 
emphasize that scoping is the first phase 
of environmental analysis. Section 22 it 
amended to address situations in which 
information about significant adverse 
effects on the human environment, 
which is necessary for a reasoned 
choice among alternatives, is incomplete 
or uncertain. In section 23, we have used 
only the term ‘Issues** and omitted 
“concerns** and ’‘opportunities** since 
these terms arc not used In the Council 
on F.nvirunmental Quality regulations. 
Section 23.1 is amended to provide that 
the no-action alternative must be 
considered In detail in each 
environmental analysis. 

In chapter 30. section 33.4- 
Distribution of Decision Documents is 
omended to apply to wetlands as well 
as floodplains. Federal Register 
document requirements have been 
removed from chapter 40 and placed in 
chapter 60. section 67, as reference 
material. Section 42.22 is amended to 
Hildn'ss situations in which information 
about significant adverse effects on the 
human environment, which is necessary 
for a reasoned choice among 
alternatives, is incomplete or uncertain. 
Sections 42.31 and 42.32 now define the 
official filing date for environmental 
impact statements sent to the 
Fnvironmental Protection Agency. 
Section 42.32 has also been amended to 
provide additional information about 
circulating final environmental impact 
statements. Section S3 has been 
amended to ensure that anticipated 
results are achieved by monitoring. 

'fhe full text of FSM 1951) and chapter 
to thru 50 of FSli 1909.15 are set out In 
full as Appendices I and II to this 
document. To save printing costs, only 
the Table of Contents to chapter 60 is 
printed. Chapter GO contains reference 
material such as the National 
Fjivironmental Policy Act. the Council 
on En\*ironmental Quality Regulations. 
Fuderal Register Document 
Requirements, etc. Hiese policies and 
proca!Jures will be effective upon 
liistributiun through the agency's 
tlirectivc system. Forest Service 
personnel should receive these 
directives on or before |uly 1,1985 

Dated! funo 17, loas. 

F Dale Robeflton. 

A’isociatn Chtef. 


APPENDIX I 

TITLE ISOO-^PLASNING 

CHAPTER l«5a~ENVIRONME.NTAL 
POUCY AND PROCEDURES 

Contents 

19501 Authority 

19502 Objerfives 

1950.3 Policy 

1950.4 Responsibility 

1950.41 Washington Office 
1950.4141 Chief 

1950.4tb Director of Environmental 
Coordination 

1950.42 Regional Foresters. Station 
Directors, and Area Director 

1950.5 Further Guidance 

1951 SCOPING AND FJ^VIBONMFJvTAl. 
ANALYSIS . 

1952 DOCUMENTAIION 

1952.1 Environmental Impact Slatenienla 
19522 Categorical Exclusion From 

Documentation 

19522 Environmental Assessments 

1953 RFJATED DOCUMENTS 

1953.1 Notice of Intent 

19532 Finding of No Significant Impact 

1953.3 Decision Notice 

1953.4 Record of Decision 

1954 EMERGFJSiCY ACTIONS 

TITLE 1900—PLANNING 

CHAPTER 1950—ENVIRONMENTAL 
POUCY AND PROCEDURES 

This chapter sets forth Forest Service 
policies and requirements governing 
environmental analysis and 
documentation that are in addition to 
those required by statute and regulation. 
The minimum lf?gal requirements are 
shown in cross references, throughout 
the chapter. 

t950.1^Authohty 

1. The National Environmental Policy 
Act of 1969 (NEPA/. as amended (42 
U.S.C. 4321-43481. NBPA encourages the 
Forest Service to carry out its programs 
in ways that will create and maintain 
conditions under which people and 
nature can exist in productive harmony 
and can fulfill social, economic, and 
other requirements of present and future 
generations. 

The act requires the agency to study, 
develop, and desenbe appropriate 
alternatives to recommended courses of 
action in any proposal that involves 
unresolved conflicts concerning 
aittfmalivc uses of available resotirces. 

NKPA also requires a systematic, 
interdisciplinaiy approach in planning 
and decisionmaking for actions that may 
affect ihe human environment. The act 
also requires detailed statements on 
prtiposals for legislation and on other 
major Federal actions that significantly 
affect Ihe quality of Ihe human 
environment. 


2. Council on Environmental Quality 
Regulations (40 CFR 1500-1508). These 
regulations set forth specific 
requirements for implementing the 
National Environmental Policy Act. 

3. f/.5. Department of Agriculture 
NEPA Policies and Procedures (7 CFR 
lb). These regulations direct Department 
of Agriculture agencies to develop and 
to implement procedures for compliance 
with NEPA. The regulations exclude 
seven categories of activities from 
documentation such as program funding, 
educational and informational activities, 
and civil and criminal law enforcement 
and investigation activities. 

The full text of these authorities and 
supplementary Council on 
Environmental Quality guidance are 
printed in full in chapter 60 of the Forest 
Service Environmental Policy and 
Procedures Handbook (FSH 1909.15). 

J950^--Ohjective8, In meeting the 
requirements of the National 
Environmental Policy Act, the Forest 
Service also seeks to; 

1. Consider carefully the 
environmental consequences of agent y 
planning and decisionmaking. 

2. Conduct and document 
environmental analyses and subsei|ucnt 
decisions appropriately, efficiently, and 
cost effectively. 

1950,3—Policy, It is Forest 55ervice 
policy to; 

1. Fully integrate National 
Environmental Policy Act requiiemvnit 
into agency planning and 
decisionmaking. 

2. Use scoping to determine the depth 
and breadth of environmental anulysii 
required for proposed actions. 

3. Notify interested and affected 
publics, in a manner appropriate to the 
situation, of the availability of 
environmental documents (40 CFR 
150b 6(b]). records of decision, and 
decision notices and of decisions to 
proceed with actions that have been 
categorically excluded from 
documentation in an environmental 
assessment or environmental impact 
statement. 

4. Make environmental documents, 
decision noticfMi, and records of dacisioti 
available to the public, free of charge, to 
Ihe extent practicable (40 CFR 1508 8(01 

5. Apply the concepts of liering and 
adoption to both environmental imparl 
statements and environmental 
assessments (40 CFR 1502.20 and 
1506.3). 
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1950^ i^Responaibility 
l950.4l-*WQshington Office 

]950,4Ia—Chief The Chief is 
rfsponsible for environmental analysis, 
documentation, and decisions relating to 
legislation and national policies, plans, 
programs, projects, and other actions of 
national Importance where the Chief has 
I retained authority. 

l95(X41b—Director of Environmental 
Coordination. The Director is the staff 
official responsible for establishing the 
national standards, procedures, and 
coordination measures necessary to 
tmpiemenl the National Environmental 
IH)licy Act for the Forest Service. This 
includes policies and procedures for 
conducting social impac:! analysis (FSM 
1973 and FS!! 1909.17, ch. 30). 

The Director also provides liaison 
with the Council on Environmental 
(Quality and consults with the council on 
I possible referrals (40 CFR 1504) and 
emergenciM (40 CFR 1508.11). 

1^50 42—Regional Foresters, Station 
Directors^ ana Area Director. Regional 
Foresters, Station Directors, and the 
Area Director are delegated 
responsibility for proposed actions. 

They are also responsible for related 
environmental analyses, including 
jicoplngand documentation (FSM 1220 
I and 1230). 

Regional Foresters. Station Directors. 

[ and the Area Director may file 
environmental impact statements 
1 directly with the ^vironmental 
Protection Agency for actions within 
i their authority. Refer matters requiring 
j consultation with the Council on 
i Environmental Quality to the 
i WaHhinglon Office Director on 
Fjivironmental Coordination. 

Regional Foresters, Station Directors, 
and ihe Area Director may redelegate 
responsibility for environmental 
i analyses, documentation, filing of 
environmental impact statements, and 
related requirements on proposed 
actions to Forest Supervisors, project 
leaders, and State and Private Forestry 
field representatives. 

. 1950.6— Fiirther Guidance. See FSH 
■ 190915. Environmental Policy and 
Procedures Handbook, for detailed 
instructions for conducting and 
documenting environmental analyses 

| *nd for implementing and monitoring 
proposed actions. 

mi^SCOPING AND 
^■inoXMENTAL ANAL YSIS. 

Scoping is an integral part of 
1 ironmental analysis. Use scoping to 
investigate and identify relevant issues 
and to determine the extent of 
j environmental analysis required for all 
l^po^ed actions, fkoping varies 
spending on the complexity and nature 


of the action. Only brief consideration of 
a few pertinent factors may be 
necessary for a proposed action which 
may be categorically excluded from 
documentation in an environmental 
assessment or environmental impact 
statement Preparation of an 
environmental impact statement 
requires compliance with the Council on 
Environmental Quality scoping 
regulations (40 CFR 1501.7). 

After scoping, continue environmental 
analysis by estimating the physical, 
biological, social, and economic effects 
of proposed agency actions on the 
uality of the human environment. Then, 
etermine what types of environmental 
documents are nc^ed if the action is 
not categorically excluded. 

1952—DOCUMENTA TION 

1952.1 — Environmental impact 
Statements. Prepare environmental 
impact statements to document the 
results of analysis of major Federal 
actions that will significantly affect the 
human environment (40 CFR 1502.3). 
These documents must meet the 
requirements of 40 CFR 1502. Actions 
that require environmental impact 
statements include: 

1. Proposals for legislation 
recommended by the Forest Service 
when significant effects on the human 
environment would result. 

2. Regional guides and forest land and 
resource management plans. 

3. Other major actions that would 
produce significant effects on the human 
environment. 

1952.2— Categorical Exclusion From 
Documentation. (40 CFR 1508.4). In 
addition to the seven categories of 
actions excluded from documentation in 
7 CFR 1(b)(3), exclude from 
documentation in environmental 
assessments or environmental impact 
statements other actions that, based on 
both past experience and environmental 
analysis, will have no significant effect 
on the human environment, individually 
or cumulatively. The guide for exclusion 
is the significance of the effects of the 
proposed action, considering both 
context and intensity (40 CFR 1508.27). 
In unusual circumstances, an action that 
normally could be categorically 
excluded may have a significant 
environmental effect. Unusual 
circumstances might include areas 
involving threatened and endangered 
species: critical habitat: floodplains; 
wetlands; and specially designated 
areas, such as wilderness, wilderness 
study areas, or roadless areas 
desimated for further planning. 

Inform, in an appropriate manner, 
interested and affected people of a 
decision to proceed with an action that 


has been categorically excluded from 
documentation In an environmental 
assessment or environmental impact 
statement. 

Generally, the nature of a proposed 
action determines whether or not to 
document the decision to categorically 
exclude an action. In those situations 
where environmental assessments have 
historically been prepared for actions 
that now may be categorically excluded, 
a simple note or memorandum 
documenting the exclusion of one or 
more projects should be adequate. In 
other situations, no documentation is 
necessar)'. 

Typically, classes and representative 
examples of actions that might be 
categorically excluded are listed below. 
Past experience and environmental 
analysis Indicate that these actions and 
classes usually do not significantly 
affect the human environment, 
individually or cumulatively. 

1. Administrative actions, such as 
road and area closures: restrictions on 
travel or use, such as camping, boating, 
or hunting: and posting signs and 
markers. 

2. Construction of low impact 
facilities or improvements, such as 
auxiliary support buildings or other 
structures; picnic areas and 
campgrounds: temporary and other low- 
standard roads such as traffic service 
level “D * roads (FSH 7709.56); and trails. 

3. Repair and maintenance activities, 
such as on buildings, grounds, trails, 
rights-of-way. and range improvements. 

4. Low-impact 8il\icultural activities 
that are limited in size and duration and 
(hat primarily use existing roads and 
facilities, such as firewood sales; 
salvage, thinning, and small harvest 
cuts; site preparation; and planting and 
seeding. 

5. Low-Impact range managemeni 
activities, such as fencing, seeding, and 
installing water facilities. 

6. Issuance or modification of 
authorization or agreements for such 
uses of lands or facilities as road 
maintenance and additional use of 
existing roads, rights-of-way. and 
easements. 

• 7. Low-impact pest management 

activities, such as suppressing nuisance 
Insects and poisonous plants in 
campgrounds and picnic areas: 
controlling cone and seed insects in 
seed orchards: and fumigating to control 
weeds in nurseries. 

8. Mineral and energy activities of 
limited size, duration, and degree of 
disturbance, such as preliminary 
exploration and removal of small 
mineral samples. 


1 
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9. Fish and wilrllife mnnagement 
activities, snch as miproving habitat, 
installing fish Fadders. and stocking- 
native or established species. 

10. Transfer of interests in land; such 
as sales, exchangest or interchanges 
pursuant to the Smaii Tracts Act. 
purchases end gifts, and small n*ansferB 
and trades wilh other Federal agencies. 

l962,2^Knviponmimtat Assessments. 
Prepare ellv{ronmen^•li assessments ta 
document the analysis of actions that 
are not cutegorically exclm^and for 
which the need for an environmental 
impact statement has not been 
determined (40 CFR 1501.3 and 
150L4(b|). 

Environraental asaeaamenia must 
meet the purpose and content 
requirements of 40 CFR 150a9. 

1953 ^REl.A TEDDOCVMEN^rS 

1953, r^NfJttce oflntera. (40 CFR 
1508.22). Publish a notice of intent in the 
Federal Register as soon as practicabFe 
after making a decision to prepare an 
environmental impact statement. 

7.953:2—F/nd/ng of No Significant 
Impact, f40 CFR T50l.4(e) and iSOani. 

1953.3—Decision Notice. In cases 
where an environmental assessment has 
been prepared, the responsible oflldal 
shall prepare a decision notice. A 
decision notice sthtes what the decision 
is, the reasons for the decision, and 
whether the decision is subject to 
administrative appeal pursuant to 38 
CFR 21T.1& The responsible official 
must sign ami date a decision notice on 
the date the decision is made. 

Hi53,4—Record of Ifecisian, (40 CFR 
150oi2). In cases where an 
environmental impact statement has 
been pic^retL the responsible official 
shall prepare u record of decision. For 
actions subject to administrative appeal 
pursuant to ^ CFR 211.18. the 
responsible official should sign and dote 
the record of decision on the date that ii 
is transmitted with the Gnai 
environmental impact statement to the 
Environmentoi Protection Agency and 
made available to the public. 

For actions not subject to 
administrative appeal the responsible 
official signs and dales the record of 
decision no sooner than 30 days after 
the notice of availability of the final 
environmental impact statement is 
published fn the Federal Register (40 
CFR 1506,10(bj). 

1954^EMERGENCY ACTIONS. [40 
CFR 1506.11). Emergencies may require 
immediate action, without adequate 
environmenfai analysis and 
documentation, to prevent or to reduce 
risk to public health or safety or to 
serious resource Foss. Contact the 
Washington Office Director of 


Enviromnenial Coordination regarding 
consultation with the Council on 
Environmental Quadly (FS\f 1950,41ir. 
1^50.42). 

02-^OBf£CTlVES 

1. To incorporate environmental 
considcralions into Forest Service 
planning and decisionmaking in a 
systematic and co8t-effecti\*e manner. 

Z. To provide uniform guidelines and 
direction fbr conducting cnvironmcnlaf 
analyses associated with preparing 
Regional guides and forest land and 
resource management acGvities. 

(H--RESPONSlBn.rrY. Line offleers 
are responsible for ensuring that 
planning and decisionmaking follow the 
procedural direction in this Handbook. 

05-DEFINmONB 

1. Categorical Exclusion. (40 CFR 

1508.4) . 

2. Cooperating Agency. (40 CFR 

1508.5) . 

3*, Camufative Impact. (40 CFR 1508.7). 

4. Decision Notice. A concise public 
record of the responsible offidBrs 
decision when an environmental 
assessment is prepared. 

5. Effects. (40 CFR 1508.8). 

6. Environmental Analysis. An 

investigation of altemative actions and 
their predictabre environmental effects, 
induing physical, biological, economic; 
and social consequences and their 
interactions: short- and long-term 
effects: and direct, indirect, and 
cumufotive effects. This process 
provides the infonniition needed for 
identifying actions that may be 
categoric^y excluded, for preparing 
environmental documents, and for 
determining whether an environmental 
impact statement is required. _ 

7. Environmental Assessment. (40 CFR 

1508.9) . 

0. Environmental Design Arts. 
Disciplines that directly influence the 
biologicaf and physical environment as 
a result of the design of projects of ail 
kinds. 

9. Environmental Document. (40 CFR 

1508.10) . 

19. Environmental Impact Stafement 
(40 CFR 1508.nh 

11. Environmentally Preferable 
Altemotive. An alternative that best 
meets the goals of section Ttn of the 
National Environmental Policy Act. 
Ordinadly. this means an alternative 
that causes the (cast damage to the 
biologicaf and physical emironment. It 
also means the alternative that best 
rotects. preserves, and enhances 
istorical, cultural, and natural 
resources. In some situations, there may 
be more than one environmentally 
preforabfe alternative. 


12 . Finding of No Significant Itnpart. 
(40 CFR 1508.13). 

13. Floodplaws. As defined by E.O. 
11986. lowland and relatively Qat areas 
udjainiug inland and coastal welers 
including floodprone areas of offshore 
islands, including at a minimum, that 
area subject to a 1 percent or greater 
chance of flooding in any given year 

14. Human EnvironmenL (40 CFR 

1508.14) . 

15. Irreversible. A term that desortbes 
the loss of future options. Applies 
primarily to the effects of use of 
noorenewable resources, such as 
minerals or cultural resources, or to 
those factors, such as soil productiviiy 
that are renewable only over long 
periods of time. 

16. Irretrievable. A term that applies 
to the Ibesof production, harvest, or aie 
of natural resotirces. For example, some 
or all of the timber production from an 
area is lost irretrievably while an ares ii 
serving as a winter sports site. The 
production lost is irretrievable, but the 
action ia not irreversible, if the use 
changes, It is possible to resume Umber 
production. 

17. Issue. A point of discuBston. 
debate, or dispute. 

18. Jurisdiction by Law. (40 CFR 

1508.15) . 

19. Lead Agency. |40 CFR 1508.18) 

20. Legislation. (40 CFR 1508. 17). 

21. Major Federal Acdim. (40 
1508.18). 

22. Matter. (40 CFR 1508.19). 

23. MiUgation. (40 CFR 1508.2(1). 

24. NEPA Process. (40 CFR 1308.211. 

25. Notice of Intent. (40 CFR 1800 22 ) 

26. Proposal. (40 CFR 1508.23). 

27. Proposed.Action. A proposal by 
the Forest Service to authorize, 
recommend, or implement an acti on 

28. Record of Decision. (40 CFR 
1505.2). 

29. Referring Agency. (40 CFR 
1508.24); 

30. Scope. (40 CFR 1508 251. 

31. Scoping. The procedure by which 
the Forest Service determines the extent 
of analysis necessary for an 
decision on a proposed action. Scoping 
is an integral part of environmental 
analysis. Depending on the complexity 
and nature of the action, scoping varies 
from a brief consideration of a ^ 
pertinent factors in a proposed vetinn 
that may be categorically exciuded to 
compliance with the Council on 
Environmental Quantydlrectfon for a 
proposed action that must be 
documented in an environmental Impact 
statement. 

32. Special Expertise. (40 CFR 
1508.26), 

33. Significantly. (40 CFR 1508.27) 
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i 34» Substantive Comment A comment 
that provides factual information, 
professional opinion, or informed 
jiidj^ment germane to the action being 
proposed. 

35. Tiering. (40 CFR 1508.28). 

36. Wetlands. As defined by E.O. 
11990. areas that are inundated by 
surface or ground water with a 


frequency sufficient to support and that 
under normal circumstances do or 
would support a prevalence of 
vegetative or aquatic life that requires 
saturated or seasonally saturated soil 
conditions for growth or reproduction. 

0&-OVER VIEW OF PROCESS, 
Exhibits 1 and 2 illustrate the full 
National Environmental Policy Act 


process and indicate the normal 
sequence of actions that occur under 
various alternatives. Exhibit 3 identifies 
the responsibility of participants in the 
process. 


Exhibit 1—Si>c. OS 

^ Overview of the NEPA Process 

i[ 




II 




^ Proposed 


Afiendeent or 


Action 


IC Needed 



TiM Sequence 


cooc a4fe.ivii 


1 
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E^hlhit 3—S»ir- OS 

Environmental Analysis, Documentation, 
and Implementation Overview 


I 

Jt 


I'V 


Notice of 
Intent 


X 


Scoplng^ 

T 


Environmental 
Analysis 
(if needed) 

\ 

1 

Draft 

BIS 


rinel BIS 


Record of 
Decision 



Scoping 


Continue 

Envlronsentsl 

Analysis 


y Significant V / sig 
C Environmental Effects^ v S^'viro 
Will Occur is 




Significance of 
Environmenta 1 Effects 
Uncertain 



No Significant 
Environmental Effect 
Will Occur 


Environmental 

Assessment 


Decision 

Notice 








roNSi 


Categorically Excluded 
from Documentation 






* Implementation and Monitoring 
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Exhlbtt 3—Sac. OS 

Responsibility of Participants in the NEPA Process 


MrrA Ptoc»«ii Activity 


1, rnvIconi»vnt41 AOAlytls 4ctlaA«^ 

M, Scoping Appfov* Conduct 


(It Ch4f4ct4rii« tho pro¬ 
posed Action, includinq 
the nsture of the deciAion 

(2) Identify Agencies Involved 
And the responsible offlciAl 

I)) Loos for reJevsnt issues 

141 Ksplore possible effects end 
existin9 direction 

IS) Assess public pArtictpstion 

needs end osAe initlAl contscts * 

(4> Identify skills needed in the 

Anslysis 

(7| Convene interdisciplinsry tessi. 
Identify coopetAtocs, And Assign 

essks 

(•1 Expend public involvesient as 
AppropciAte 

(91 Plen for en orderly AnAlysis 

(Al forwilAte AnAlysis crlterle 
(bl foroAllie issues 
(cl explore Aoency Alternstives 
(d) Oeterelne other AnAlysis needs 
(el Continue public involvenent as 
needed 

h. collect dots 

c. Interpret dots 

d. Develop Alternstives 

e. EstioAte effects 

f. tvAluAte Alternstives 
9* Identify the preferred 

slternAtlve(o} 

2. DocuoeotAtion 

2* Decision 

i. InpleocntAtion end 
honitorinq 


1 - 

'Anslysis Actions nsy be onttted or combined «s Approprlste to the situstion. 


Revieu 

• 

• 

• 

Conduct 

• 

• 

• 


Pcovide 

InfomAt ion 

And suq9estions 

• 

• 

• 


• 

Approve 

Reconnend 


RecQoncnd 

Reviev 

Prepere 


Revieu 

Decide 

Recomend 


Revieu 

Esecete 

Conduct 


Assist 


Provide 
Inforostion 
And sueeestions 


Stsft, Specie 11 St, or Other A 9 enri»*tf, 
Responsible Intecdiscipltnsry Or^Aoisstions, 
OffictAl Teen tnd InrltviduAls 


coot 14 lO>ti-c 
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UNITED STATES DEPARTMENT OF 
AGRICULTURE FOREST SERVICE 

ENVIRONMENTAL POLICY AND 
PROCEDURES liANDBOOK 

Contents 

ZERO CODE 
a I AFTER 
to SCOPING 

20 ENVIRONMENTAL ANALYSIS 
30 ENVIRONMFJ^AL ASSESSMENTS 
AND RFXATED DOCUMENTS 
40 ENVlRONKtENTAL IMPACT 
STATEMENTS AND RELATED 
DOCUMENTS 

50 IMPLEMENTATION AND 
MONIT ORING 
60 REFERENCES 
02 OBIECnVES 
04 RESPONSIBILITY 
05 DEFINITIONS 
08 OVERVIEW OF PROCESS 

ENVIRONMENTAL POLICY AND 
PROCEDURES HANDBOOK ZERO 
CODE 

ITiis Handbook provides procedural 
guidance for implementing the National 
^vironmcntal Policy Act and the 
Council on Environmental Quality 
regulations (40 CFR 1500-1508) in Forest 
Service activities. 

The Handbook distinguishes clearly 
between analyzing the effects of 
proposed actions and documenting the 
results of such analysis. Chapter 10 sets 
forth guidelines on the scoping process. 
Chapter 20 addresses the actual analysis 
process. Chapters 50 and 40 contain the 
documentation requirements for 
environmental assessments and 
environmental impact statements. 
Chapter 50 addresses implementing and 
monitoring requirements. Chapter 60 
includes the text of pertinent laws, 
regulations, memoranda, and other 
reference materials needed to carry out 
the procedures In this Handbook. 

Use this Handbook in conjunction 
with the broad direction set forth in 
FSM 1950. Environmental Policy and 
Procedures. 

CHAPTER 10—SCOPING 
Contents 

10.2 Objectives 

10.3 Policy 

10.4 Responsibility 

11 CONDUCT SCOPING 
1M Organize Scoping Effort 
IMl Use Flexible Procedures 
112 Determine the Characteristics of the 
Proposed Action and Nature of the 
Decision 

11.3 Identify Agendes Involved and 
Responsible Officials 

11.4 Determine If Existing Documents 
Address the Proposed Action 

11.5 Look for Relevant Issues 


11.6 Assess Public lnvol\*emcnl Needs and 
Initiate Public Participation 

11.7 Use Interdisdpltnary Analysis 

11.71 Use of Interdisdplinary Teams 

11.72 Team Selection and Management 

11.73 Team Qualifications 
11.73a Team Leader 
11.73b Team Members 

11.74 Team Size 

11.75 Convene Team and Assign Tasks 

11.8 Expand Public Involvement as 
Appropriate 

11.9 Plan for Orderly Analysis 

11.91 Formulate Analysis Criteria 

11.92 Formalize Issues and Criteria 

11.93 Explore Alternatives 

IliM Determine Other Analysis Needs 
11,95 Continue Scoping 
12 LNFORM PARTICIPANTS OF RESULTS 
OF SCOPING’ 

CHAPTER 10—SCOPING 

Scoping is an integral part of 
environmental analysis. Scoping 
requires examining a proposed action 
and its possible effects; establishing the 
depth of environmental analysis needed: 
and determining analysis procedures, 
data needs, and task assignments. 
Scoping varies from a brief 
consideration of a few pertinent factors 
for a proposed action that may be 
categorically excluded to compliance 
with the Council on Environmental 
Quality direction for a proposed action 
that must be documented in an 
environmental impact statement. 
Elements of scoping may include 
exploring the nature of the action, 
determining the responsible official and 
cooperating agencies, initiating public 
involvement, identifying issues, 
selecting an interdisciplinary team, 
establishing analysis ^teria, exploring 
possible alternatives and their 
environmental effects, and making task 
assignments. 

OA/ec//v'cs. The Forest Service 
conducts scoping to: 

1. Determine the depth of analysis 
required for a proposed action. 

2. Guide environmental analysis and 
documentation, and to assign tasks. 

3. Achieve effective use of time and 
money in conducting environmental 
analysis. 

W,3^Policy 

1. Use scoping to investigate the 
nature of proposed actions and lo 
determine how much analysis is 
necessary. The use of scoping is not 
confined to the preparation of 
environmental impact statements. 

2. Conduct the scoping actions set 
forth In this chapter commensurate with 
the complexity of the proposed action. 
Not all scoping activities are required 
for each proposed action. 


W.4^Rc$ponaibiltty. The official who 
is responsible for a decision on a 
proposed action shall: 

1. Ensure that an appropriate level of 
scoping occurs. 

2. Determine whether an 
interdisciplinary (ID) team of specialists 
and a formal plan of work arc needed 

3. Select the ID team and leader and 
keep abreast of their work (sec. 11.7). 

For actions where the Chief or the 
Secretary is the responsible official, the 
Washington Office (WO) Envlronmen»al 
Coordination Staff participates with the 
appropriate field or other WO staffs and 
involves the appropriate Deputy Chief, 
the Chief, or the Assistant Secretary*, as 
necessary (FSM 1950.41). 

7 1 ^CONDUCT SCOPING 

77.7—0/go/?/ze Scoping Effort. The 
National Environmental Policy Act 
(NFPA) requires a systematic, 
interdisciplinary approach to ensure 
integrated application of the natural and 
social sciences and the environmental 
design arts in any planning and 
decisionmaking that affects the human 
environment (NEPA sec. 10212)(A)). The 
interdisciplinary approach used in 
scoping varies according to the 
judgment of the responsible official. 

Where it is necessary to resolve 
which agency shall be the lead agenc y 
for scoping and analysis, follow the 
direction in section 48.1. 

77.77—{/se Flexible Procedures. 
Because the nature and complexity of a 
proposed action determine the scope 
and intensity of the required analysis, 
there is no single required orjprescribi d 
technique. The responsible orocial may 
expand. omiL or combine the various 
steps of the process outlined in this 
handbook to aid in the understandinK of 
the proposed action and in responding 
to the issues identified. In each analysti, 
use previously documented information 
to avoid duplication of effort. If there is 
no longer a need to complete an analysis 
(because a project application is 
withdrawn or for other reasons), stop 
the analysis and inform the interested 
parties. 

11.2^Determine the Characteristics 
of the Proposed Action and Nature of 
the Decision. Important details include: 

1. Sponsorship: Who wants the action, 
and why. 

2. Te^nical details: Phases of 
activity, equipment used, number and 
types of employees needed. 

3. Time schedules: When the action 
would begin and end. the duration of 
major phases. 

4. Preliminary estimates of possible 
environmental effects. 
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$. Preliminary estimates of public 
interest in the action and the likelihood * 
o( Mintroversy. 

a Type of dedson: scope and nature 
of decision, such as implement, permit, 
or consent. 

7. KecogniUon of hi^dtnr level plans 
ifid rummitmenta. 

113-~idkntJfy Agen€le$ Involved and 
Responsibb Offidala, The responsible 
cfficial for proposed actions usually is 
the agency employee who has the 
delegated authority to make the required 
decision(8). When an action is proposed, 
the ri'sponsible ofTidal must identify 
other Federal. State, or lo€:aI agendes 
with an interest in the action and must 
estimate the extent of analysis required 
for in informed decision. The offidal 
may base this estimate on existing 
documentation, personal experience, 
and consultation with knowledgeable 
people. At this point, decide whether an 
interdisciplinary team is necessary to 
csiry out the remainder of the analysis 
process or whether a much less formal 
interdiscipiiaary approach would sufTtce 
(sec. 11.7). 

lt.4--Deiertnine Jf Existing 
Documenb Address the Proposed 
Action. Sometimes a responsible official 
may deteimine that an existing 
cnvirurunental document adequately 
addresses a proposed action. For such 
actions, the official may adopt the 
existing document See 40 Cre ISOBna for 
procedural requirements. 

Case histories of similar actions may 
be reviewed for additional information 
on: 

1. (Geographic areas and resources 
that the action is likely to affect. 

2. The size, duration, and Intensity of 
possible effects. 

3. Applicable Federal and Slate laws 
and regulations. 

4. F^ertinent documents and other data 
lourcet. 

Such information should help define 
the situation and should narrow the 
•cope of the environmental analysis. 

The ^ n\'iranmeiital documents prepared 
^ the proposed action may incorporate 
(besB sources by reference. (Sec. 32.2., 
Tiering; sec, 32.3, Adoption: and sec. 

32.4. Incorporation by Reference). 

^-5— for Relevant Issues^ Based 
M reviews of similar actions, 
wwledgs of the area or areas involved. 
Jwrussions with community leaders, 
wd/or consultations with experts and 
other agencies familiar with such 
•ctions and their effects, prepare and 
evaluate a preliminary list of issues. 

This list provides an early look at 
potential issues and sharpens the focus 
of the environmental analysis (40 CFR 
l5Cn.l(d)). 


IItf^Assess Public Involvement 
Needs and Initiate Public Participation. 
Review the need for public participation 
in scoping. Identify options for involving 
potentially interested and affected 
individuals, organizations, and 
governments in the analysis process (40 
CFR 1506.0). 

Early in the analysis of proposed 
actions that may have important or 
controversial effects: 

1. Provide adequate information to the 
public about the proposed acUoa 

2. Analyze public reactions: that is, 

%s ho expects to be affected and how. 

3. Consider suggestions offered by 
those affected. 

11.7—Use Interdisciplinary Analysis. 
Use of interdisciplinary approach that 
will ensure the integrated use of the 
natural and social sciences and 
environmental design arts in 
environmental analysis (40 CFR 1502.6). 

Proposals for some actions, especially 
those that can be tiered from an existing 
environmental document (40 CFR 
1506.26), may not require the selection of 
an inte^isciplinary team (secs, 11.3 and 
11.72). A qualified individual may 
perform the analysis, which must 
consider all of thie physmaL biological, 
social, and economic factors pertinent to 
the decision. 

Interdisciplinary review of the 
analysis also may satisfy the 
requirement for use of the 
interdisciplinary approach. Complex 
actions normally require a team of 
specialists representing the necessary 
disciplines, 

11.71 — Use of Interdisciplinary 
Teams. Use interdisciplinary teams to 
analyze proposed actions with a 
potential for substantia) enviromental 
effects, especially if an environmental 
impact statement may be needed. 

11.72— Team Selection and 
Management. The responsible official 
must select the leader and other 
membefwof the interdisciplinary team, 
define their tasks, ond keep abreast of 
their work. 

The team is responsible fur additional 
scoping, for subsequent environmental 
analyses, and for preparation of 
environmental documents. A team 
Integrates its collective knowledge of 
the physical, biological, economic, and 
social sciences and the environmental 
design arts into the analysis process. 
Interaction among team members often 
provides insight that othervvise would 
not he apparent. 

21.73— Team Qualifications. The 
disciplines and skills of this group must 
be appropriate to the scope of the action 
and the issues identified (40) CFR 
1502.6). The team must have the 
expertise to identify and to evaluate the 


potential direct indirect, and cumulative 
social, economic, physical, and 
biological effects of the proposed action 
and its alternatives (40 CFR 1507,2; 
1508.25), 

11.73a—Team Leader. To ensure 
selection of an effective team leader, the 
responsible official should consider such 
factors as the individuaFs: 

1. Degree of working knowledge of the 
National Environmental Policy Act 
process. 

2. Ability (o communicate effectively 
with team members and the responsible 
official. 

3. Ability to facilitate interaction 
among team members. 

4. Ability to organize and interpret 
information. 

5. Past performance in meeiing 
assigned deadlines. 

11.73b—Team Members. In selecting 
other team members, consider such 
factors as: 

1. Variety of disciplines needed. 

2. Ability to work as part of a team. 

3. Ability to communicate to others 
information about the field that a 
member represents. 

4. Knowledge of and degree of 
experience in the environmental 
analysis process. 

5. Ability to conceptualize and solve 
problems. 

11.74 — Team Size. Limit the team to a 
manageable number of persons with a 
good mix of needed skills and expertise. 

11.75— Convene Team and Assign 
Tasks. The interdisciplinary team 
continues the scoping at a more 
specialized level, revising as necessary 
the: 

1. Estimates of the type, distribution, 
and intensity of effects. 

2. Public and agency issues. 

3. Public participation procedures. 

11.8—Expand f^blic Involvement os 

Appropriate. The Council on 
Environmental Quality regulations 
require a diligent effort to involve the 
public in the National Environmental 
Policy Act process (40 CFR 1506.6), 
including: 

Analyzing target groups. Identify 
potentially affected groups and the 
nature of their concerns (FSH 1609.13). 
Maintain and use mailing lists as 
appropriate. 

2. Developing and implementing a 
public participation plan. Establish the 
level of needed public participation. 
Ensure that the level of effort to inform 
and to involve the public is consistent 
with the scale and importance of the 
proposed action and the degree of public 
interest. 
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When extensive public involement is 
necessary, prepare a formal public 
participation plan (FSM 1826). 

Ilie Public Participation Handbook, 
FSI11009.13. provides guidance in 
identifying and involving the public, 
preparing public involvement plans, and 
using public responses in the analysis 
process. Invite participation from 
potentially affected Federal. State, and 
local agencies; Indian tribes, interested 
individuals and groups: and others who 
might be affected by the action or its 
alternatives. 

11.9—Plan for Orderly Analysis, 
Scoping can substantially improve the 
efficiency and effectiveness of the 
analysis by focusing on important 
issues. 

11,9!—Formulate Analysis Criteria. 
Criteria and standards may be 
necessar}' to guide the process. Be sure 
to consider Forest Service objectives 
identified in legislation, policies, and 
plans. Refine these criteria, as 
necessary, during the course of the 
analysis. 

Frequently, it is necessary to 
formulate analysis criteria for. 

1. Selecting data, sources, and* 
standards of accuracy. 

2. Determining depth or detail of the 
analysis. 

3. Developing a suitable range of 
alternatives 

4. Evaluating alternatives. 

5. Estimating the significance of 
effects (40 CFR 1500.27), 

11.92—Formalize Issues and Criteria, 
Formalize the lists of important issues 
and the analysis criteria, taking public 
and agency comments into account. 
l*hc.se lists define the goals, priorities, 
nnd standards for the remainder of the 
analysts. Adjust these lists as necessary 
as new insights emerge. 

!1,93—Explore Altenwtives, For the 
proposed action, consider possible 
alternatives that are responsive to the 
issues. 

Discuss the feasibility and possible 
effects of these alternatives with 
potentially affected agencies and public 
parties. Decide which merit further 
study and which do not belong in the 
analysis. 

11JH—Determine Other Analysis 
Needs. During scoping, anticipate later 
analysis needs, and make arrangements 
for meeting them. These might include: 

1. Data needed and their availability. 

2. Time and support services 
available. Time and page limits may be 
set (40 CFR 1501.7(b)). 

3. Other agency needs that the 
analysis can meet. 

4. How other agencies might 
contribute to the analysis. 


5. Responsibility for each task not yet 
assigned. 

6. Additional stuff support and travel 
funds needed. 

7. The possibility of publishing a 
notice of intent to prepare an 
environmental impact statement. 

11.95—Continue Scoping. Scoping is 
required following the decision to 
prepare an EIS. including situations in 
which the proposed action was scoped 
earlier for a different purpose. Use 
scoping to determine the public issues at 
this time. Even though the public may 
have already been involved in the 
environmental analysis, an additional 
opportunity to provide input Is required 
(40 CFR 1501.7 and sec. 11). 

12—INFORM PARTICIPANTS OF 
RESULTS OF SCOPING. After scoping, 
provide participants with prompt 
b^edback in an appropriate manner, 
summarizing both the scope and the 
important Issues that the environmental 
analysis will consider in depth. 

CHAPTER 20—ENVIRONMENTAL 
ANALYSIS 

Contents 

21 KFJ^J>THEPUBUClNroRMH) 

22 COlJJXrr AND INTERPRET DATA 

23 DEVE!X)P ALTERNATIVES 

23.1 No Action Altemetives 

23.2 Other Alternatives 

24 ESTIMATE EFFECTS OF FACH 
ALTERNATIVE 

2.5 EVALUATE ALTERNATIVES AND 
IDENTIFY PREFERRED 
ALTFRNATIVE(S) 

CHAPTER 28-ENVIRONMBNTAL 
ANALYSIS 

Environmental analysis assesses the 
nature and significance of the physical, 
biological, social and economic effects 
of a proposed action and its reasonable 
alternatives. Scoping is an integral and 
initial component of environmental 
analysis. For detailed guidance on 
scoping, see chapter 10. This chapter 
addresses the requirements for 
conducting the more detailed 
environmental analysis that follows the 
scoping process. Exhibit 2 in section 06 
of zero code shows how environmental 
analysis relates to other procedures 
required under the National 
Environmental Policy Act and its 
implementing regulations. 

21—KEEP THE PUBLIC INFORMED. 
Consistent with the importance of the 
action, keep the public informed of the 
progress of the environmental analysis. 
For major actions, this includes notifying 
the public that the action is under 
consideration and providing feedback 
on the results of scoping and subsequent 
stages of the analy'sis. Monitor and 
consider the interests and concerns of 


affected publics, and respond to 
individual requests for information 

22— COLIJ‘CTAND INTERPRET 
DATA. The type and amount of data to 
collect depend on the nature of the 
action, agency objectives, public 
concerns, opportunities, and the scope 
of anticipated effects. Focus data 
collection on the present and expected 
physical, biological economic, and 
social conditions affecting or affected by 
the decision. W'hen appropriate, 
document the assumptions, methods 
and data sources. 

When evaluating significant adverse 
effects on the human environment, if 
information that is essential to a 
reasoned choice among alternatives, is 
either missing or incomplete, follow the 
procedures at 40 CFR 1502.22 and 
chapter 40. section 42.22. 

23- DEVELOPALTERNATIVES The 
final alternatives must provide different 
responses to important issues identifiod 
with the propos^ action. Consider all 
reasonable alternatives (40 Cf*R 
1502.14). The phrase “all reasonable 
alternatives'* is firmly established in 
casedaw interpreting the National 
Environmental Policy Act. The phrase 
has not been interpreted to require Ihdl 
an infinite or unreasonable number of 
alternatives be analyzed (sec. 85.11. ex. 
1.43 FR 55983). The objectives of 
legislation or of higher order Forest 
Service plans, programs, and policies 
guide, but do not limil the range of 
alternatives that are consider^ in detail 
in each environmental analysis. 

23.1— No Action Alternatives. 
Consider in detail the no action 
alternative in each environmental 
analysis. The no action alternative 
provides a baseline for estimating the 
effects of other alternatives. 

Two distinct interpretations of no 
action are often posable, dependinj^ on 
the nature of the proposal being 
evaluated. The first interpretation 
involves an action such as the updating 
of a land management plan where 
ongoing programs initiated under 
existing legislation, regulations, and 
budget allocations continue, even as 
new plans are developed. In these casci 
no action is no change from current 
management direction or from the 
of management Intensity. Consequently, 
the responsible official would compHre 
the projected impacts of alternative 
management schemes to those impacts 
projected for the existing plons. The 
second interpretation of no action is ihsi 
no action or activity would take place, 
such as when proposals for projects art 
denied. 

23.2 — Other Alternatives. Develop 
other alternatives fully and Impartially* 
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Ensure that the ran^e of alternatives 
does not foreclose* prematurely any 
option that might protect, restore, and 
enhance the environment. Consider 
riMSonable alternatives outside the 
jurisdiction of the Forest Service (40 
CFR 1502,14(c)). In the alternatives 
section of an environmental Impact 
statement explain the reasons for 
eliminating from detailed study any 
sitr*rnat!ve originally considered. (40 
era 1502.14(a)). Modify alternatives or 
develop new altematlvcs as necessary 
as the analysis proceeds. Alternatives 
must specify any activities that may 
produce important environmental 
changes, and they must address 
management requirements, mitigation 
measures^ and monitoring of 
environmental effects. 

24^ESTIMATB EFFECTS OF EACH 
ALTERNATIVE. (40 CFR 1502.16.1508.6, 
and 1508.25(a)(2) and (c)). Estimate the 
effects of implementing each alternative. 
Consider direct, indirect, and cumulative 
effects. For each alternative, effects may 
be (expressed in terms of changes in tiic 
physical, biological, economic, and 
social components of the human 
environment. Analyse these changes in 
terms of differences from the no action 
altnmattve. Consider the magnitude, 
duration, and significance of the 
changes. See section 61 for a list of 
erivironfnental factors that may change 
as a result of implementation of the 
various alternatives. 

It is not always necessary to deal with 
all factors and components of the 
environment. Consider in detail only 
jhose effects important to the issues 
identified during scoping. 

If indicators of economic efTiciency 
are appropriate, develop them at this 
point. Also consider unquantified 
environmental amenities and values. 

For all alternatives, be sure to 
consider the effects on the following; 

1. Consumers, civil rights, minority 
groups, and women (FSK! 1730). 

2. Prime farmland, rangeland, and 
forest land. 

3. Wetlands and floodplains. 

4. Threatened and endangered 
■pecics, 

5. Cultiual resources. 

If the need for an environmental 
impact statement (EIS) has not been 
established already (FSM 1952.1). 
consider the significance of effects in 
terms of context and intensity in order 
lo determine whether an EIS is 
necessary. See the definition of 
‘Significantly/* at 40 CFR 150a27, for 
definitions of “context** and **intenslty/* 

2S-^VALVA TE ALTERNATIVES 
ASD IDENTIFY PREFERRED 
ALTERNATIVElSh Compare 
•Itemalives on the basis of their effects 


on the human environment. This 
evaluation, along with other relevant 
considerations, provides a basis for 
identifying the preferred altemativefs). 

When the Chief or the Secretary is the 
responsible official, the Washington 
Office (WO) Environmental 
Coordination Staff Unit participates 
with appropriate field or other WO staff 
unitfs) and with the appropriote Deputy 
Chief. Chief, or Assistant Secretary to 
identify the preferred alteroative(s). 

CHAPTER 30—ENV1RONMENTAL 
ASSESS.MENTS AND RELATED 
DOCUMENTS 

ContenUi 

304 Responsibility 

31 DOCUMENTATION OF ANALYSIS 

3.1 Content 

32 OTHER CONSIDERATIONS IN 
PREPARING ENVIRONMFJ^AL 
ASSESSMENTS 

321 Public Involvement 

322 Tiering 
32.3 Adoption 

324 Incorporation by Reference 
32.5. Supplements. Corrections, and 
Revisions 

33 DOCUMENTATION OF DEaSIONS 

33.1 Decision Notice 

33.2 Finding of No Significant Impact 

33.3 Publication of Decision Documents on 
Actions of National Concern 

33.4 Distribution of Decision Documents 

CH.APTER 3a-^VIRONMENTAL 
ASSESSMENTS AND RELATED 
DOCUMENTS 

30.4--Responsiblliiy 

1. When the Chief or Secretary is the 
responsible official, the appropriate field 
unit prepares documents with assistance 
from the Washington Office 
Environmental Coordination Stuff and 
other appropriate Washington Office 
staff units. The Environmental 
Coordination Staff arranges for 
processing of documents and involves 
other appropriate staff units. 

2 ITie responsible official may require 
applicants or contractors to conduct 
studies to determine the impact of a 
proposed action on the human 
environment and to provide data and 
documentation (40 CFR 1506.5 (b) and 
(c)). When applicants or contractors 
prepare an environmental assessment, 
limit their activities lo those shown in 
section 06. exhibit 1, for staff, 
spimialists. and interdisciplinary teams 
participating in the National 
Environmental Policy Act process. 

32--DOCUMENTA TION OF 
ANALYSIS- (FSM 1952). Document the 
results of analysis in an environmental 
assessment when the analysis indicates 
that the proposed action it not 
categorically excluded and the decision 
lo prepare an environmental impact 


statement (KIS) has not been made (40 
CFR 1501.3,1501.4, and 1508.9). The 
length and detail of documentation in an 
environmental assessment may vary 
according to the complexity of the issues 
involved in the analysis. Environmental 
analysis or a resulting environmenlul 
assessment may reveal that a propo.scd 
action significantly affects the quality of 
the human environment. If so, publish a 
notice of intent in the Federal Register 
and prepare an EIS (ch, 40). 

31.1— Con/enf. (40 CFR 1508.9). An 
environmental assessment may be 
prepared in any format useful to 
facilitate planning and decisionmaking 
as long as the requirements of 40 CFR 
1508.9 are met. An assessment must 
include brief discussions of: 

1. The need for the proposal. 

2. Alternatives as required by section 
102(2](e) of the National Environmental 
Policy Act. 

3. ^vironmcntal impacts of the 
proposed action and alternatives. 

4. A listing of agencies and persons 
consulted. 

077/£/? CONSIDERA TIONS IN 
PREPARING ENVIRONMENTAL 
ASSESSMENTS 

32.1— --Public Involvement (40 CFR 
1506.6). 

32.2— Tienn8. (40 CFR 1502.20 and 
1506.28). Tiering is appropriate for 
environmental assessments. See section 
45.1 for additional information about 
tiering. 

32.3^Adoplion, (40 CFR 1506.3). 
Adoption is appropriate for 
environmental assessments, as well as 
for environmental impact statements. 

324—IncorporoUon by Reference. (40 
era 1502.21). 

Incorporation by reference is 
appropriate for environmental 
assessments, as well as for 
environmental impact statements. 

32.5-—Supplements. Corrections, and 
Revisions. Supplement, jcorrcct. or revise 
cnvionunental assessments, as needed 
(sec. 42.4). 

33—DOCUMENTATION OF • 
DECISIONS 

33.1—Decision Notice. A decision 
notice may be a separate document or 
combined with a finding of no 
significant impact. Exhibit 1 displays a 
document that combines a decision 
notice and a finding of no significant 
impact. 

A decision notice also may be an 
integral part of brief environmental 
assessments. 

When the Chief or the Secretary is the 
responsible official, the appropriate field 
unit prepares the decision notice with 
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assistance from the Washington Office Coordination Staff coordinates the staff units. Deputy Chiefs, the Chief, and 

(WO) Environmental Coordination Staff, review and signing of the decision the Sccretarj', as necessary, 

as necessary. The Environmental notice, involving other appropriate WO 


EshHiit I—Sac. 33. 1 

Decision Notice and Finding of No Significant impact 


* DECISION NOTICE 

and 

FINDING OF NO SIGNIFICANT IMPACT 

BROWN BUG TIMBER SALE 

Siskiyou County, California 
Klamath National Forest 
Happy Camp Ranger District 

The Brown Bug Timber Sale Environmental Assessment 
documents the analysis of 3 timber harvest alternatives for 
the Coon Creek and Douglas Compartments. The southwest 
corner of the Coon Creek Compartment is an inventoried 
roadless area that was contested in the California Rare II 
suit. The environmental assessment is enclosed.* 

Based on the analysis documented in the environmental 
assessment and the current status of roadless areas, it is 
my decision to adopt Alternative 1 with the following 
modifications. Delete units 41, 42, 43, 44, 45, and 50, 
and roads 15N28 and 15N28C. This will defer any proposed 
activity within the roadless area. The modified alter¬ 
native harvests an estimated 6.3 million board feet of 
timber primarily by clearcutting 316 acres of understocked 
partial cut and old growth timber stands. It also con¬ 
structs 1.95 miles of new road. After harvest, 181 acres 
of clearcuts will require broadcast burning and 135 acres 
tractor piling to control vegetation and reduce slash. All 
clearcuts will be planted with Douglas-fir. The modified 
Alternative 1 is selected because it provides for: 

1. No timber harvest activity in the contested 
roadless area. 


^The FONSI shall include the environmental assessment or 
a summary of it and shall note any other environmental 
documents related to it (1501.7(a)(5)). (40 CFR 1508.13). 


MUJNO COOC 3410-lMI 
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Exhibit l--Continued 


2. Timber management in conformance with Multiple-Use 
and Timber Management Plan direction. 

3. Maintenance of acceptable water quality. 

4. Protection of private property. 

5. Improvement of deer winter range. 

6. Protection of the Pick-a-Wish Ceremony. 

7. Harvest of high silvicultural priority stands.^ 
Alternatives considered were: 


Alternative 1. Harvest 9.5 MMBP of timber by regenerating 

both poorly stocked old growth and partial 
cut stands. 

Alternative 2. No action. Defer harvest activity until a 

later date. 


Alternative 3. Harvest 6.1 MMBP of timber by regenerating 

only those poorly stocked old growth and 
partial cut stands that are not adjacent to 
private property, in domestic watersheds, 
or on sensitive terrain. 

Alternative 1, as proposed in the environmental assessment, 
was not selected because it proposed harvest within a 
roadless area. Alternative 2 was not selected because it 
did not conform with Multiple-Use and Timber Management 
Plan direction and it did not harvest high silvicultural 
priority stands. Alternative 3 was not selected because it 
also proposed harvest in a roadless area and did not 
harvest as many high silvicultural priority stands. 

I have determined through the environmental assessment that 
this is not a major Federal action that would significantly 
affect the quality of the human environment; therefore, an 
environmental impact statement is not needed. This deter¬ 
mination is based on the following factors: 

^Decision and reason for the decision. 


i;'’ 

' 1 . 
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Exhibit 1—Continued 


1. There are minimal irreversible resource 
commitments and irretrievable loss of timber production. 

2. There are no significant cumulative effects. 

3. The physical and biological effects are limited to 
the area of planned activity. 

4. No known threatened or endangered wildlife ate 
affected. 

5. No activity is proposed'within a roadless area. 

6. This project is within the scope of the 
Environmental Statement for Forest Re-establishment on 

National Forests in California, USDA» 1974» and the 

Environmental Statement ^or the Klamath National Forest 

Timber Management Plan» USDA, 19^4.3 

Implementation of this decision may occur after the sale 
has been awarded to a successful bidder. 

This decision is sub'ject to appeal pursuant to 36 CPR 
211.18. 


THOMAS SMITH DATE 

Forest Supervisor 


^List relevant factors that were considered in determining 
that an environmental impact statement (EIS) was not 
required (finding of no significant impact). 


MLUMQ COOC 
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Xl2^Fin(ih}g of No Significant 
impact (40 CFR 150813). A RndiriK of no 
signinrani impact may be included as 
an integral part of the decision notice or 
prepur^ as a separate document. 

33.3^Publication of Decision 
Documents on Actions ofNaiionot 
Concern'. If the responsible oHictal 
determines that an environmental 
impact statement is not necessary, but 
that the effects of the action arc of 
national concern, publish the decision 
notice and a finding of no sigpiflcant 
impact in the Federal Register. Follow 
the Federal Register document 
requirements in section 87. in addition, 
to be in compliance with R O. 12372 and 
the National Environmental Policy Act 
process* send copies to the State Single 
Points of Contact or, in cases where a 
Slate has elected not to establish a 
Single Point of Contact, the State 
ofTicial(s) involved (40 CFR 150a6(b)(2)). 

33,4— Distribution of Decision 
Documents. (40 CFR 1506,6(b)). In 
addition to requirements of sections 

33.3 and 51.21. distribute environmental 
assessments, decision notices, and 
findings of no significant impact in a 
manner designed to inform parties 
interested in or affected by the proposed 
action. 

For an action similar to one (hat 
normally requires an evnironmental 
Impact statement, for an action without 
precedent, or for an action involving 
floodplains or wetlands, make the 
decision notice and finding of no 
significant impact available for public 
review for 30 days before 
implementation. In addition, send copies 
to the Slate Single Points of Contact or, 
in cases where a State has elected not to 
establish a Single Point of Contact, the 
Stale Offictal(s) involved. 

CH APTER 40—ENVIRONMENTTAL IMPACT 
statements and RELATED 
DOCIMENTS 

Confertls 

^4 Responsibility 
« notices OF INTENT 

41.1 Preparation and Circulation of Notices 
of Intent 

412 Revision of Notices of Intent 

41.3 CanceJIaliim Notice 

42 KWIRQNMENTAL IMPACT 
STATEMENTS 

42.1 (General Preparation Standards 

42.11 Preparation 

42.12 Page Limits 

42.13 Writing 


42.14 l4*gislativr Proposals 

42.2 Content Standards and Recommended 
Format 

42,21 Incorporation by Reference 

4222 Incomplete or Unavailable 
Infcrmatioo 

4223 Documentation of Cost-Benefit 
Analysis 

4224 Identification of Methodology and 
Sdentific Accuracy 

4225 Identification hi Draft Envinifimental 
Impact Statements of Permits Necessary 
To Implement Proposal 

423 Filing. Circulation, and Availability of 
Environmental Impact Statements 

42.31 Draft Environmental Impact 
Statements 

4222 Fimii Environmental Impact 
Statements 

4223 Fjivlronmental Impact Statements on 
RARE n Further Plannhig Areas 

4224 Distribution of Environmenlat Impact 
Statements 

4224a Draft and Final Environmental 
Impact Statements 
4224h Lists 

424 Corrections, Revisions, or Supplements 
422 Environmental Impact Statement 

Review and Comment Procedures 
4221 Comments on Forest Service 
Environmental Impacl Statements 
42.51a Draft Environmental Impact 
Statements 

42.51b Final Environmental Impacl 
Statements 

42.52 Review of Other Agency 

Environmental Impact Statements 
42.52a Referrals to Council on 
Environmental Quality 

43 OTHER PLANNING AND 
PREPARATION REQUIREMENTS FOR 
ENVIRONMENTAL IMPACT 
STATEMFATS 

421 Interdisciplinary Approach 

43.2 Public Involvement 

43.3 Consultation Requirements 

43.4 Elimlnatiofi of Duplication With State 
and Local Procedures 

432 Federal and Federal-State Agencies 
Wtdi Legal luritdiction or Special 
Expertise 

43.6 Limitations on Actions During the 
Environmental Analysis 

44 RESPONSIBILITIES WHEN 
APPUCANTS AND CONTRACTORS 
ARE INVOLVED 

45 TIERING AND ADOPTING OTHER 
ENVIRONMENTAL IMPACT 
STATEMENTS 

45.1 Tiering 
452 Adoption 

46 DETERMINING LEAD AND 
COOPERATING AGENCIES 

46.1 Lead Agency 

46.2 Cooperating W'ith Other Agencies 

47 DOCUMF2n*AnON OF DECISIO.NS 

47.1 Decision 


47.11 Record of Decision 

47.12 Distribution of Records of Decision 

CHAPTER 40—ENVIRONMENTAL 
IMPACT STATEMENTS AND 
RELATED DOCUMENTS 

40,4—Responsibility 

1. When the Chief or the Secretary is 
the responsible official for an action 
requiring an environmental impact 
sUtement. the appropriate field unit 
prepares the necessary documents with 
assistance firom the Washington Office 
Environmental Coordination Staff and 
other Washington Office staffs. 

2. The Washington Office 
Environmental Coordination Staff 
coordinates, reviews, and processes 
documents for actions for which (he 
Chief or the Secretary is the responsible 
official. 

4t^NOTlCES OF INTENT 

41,1—Preparation and Circulation of 
Notices of intent (40 CFR 1501.7 and 
1508.22). Prepare and publish the notice 
of intent in the Federal Register as soon 
as practicable after determining that an 
environmental impact statement (EIS) is 
necessary, except in cases where a 
lengthy period of time may exist 
between the determination of need and 
the a ctual preparation of the EIS (40 
CFR 1501.7 and 1507.3(e)). The notice of 
intent must meet the requirements of 40 
CFR 1508.22 and must include the 
identity of the responsible official|s] and 
the estimated dates for filing the draft 
and final EIS. Follow the Fe^ral 
Register document requirements in 
section 67. 

In addition to sending notices of intent 
to the Office of the Federal Register, 
send one copy to the Washington Office 
(WO) Director of Environmental 
Coordination. The WO Staff uses 
notices of intent to prepare reports of 
ElS's under preparation. 

When the Chief or the Secretary is the 
responsible official, the appropriate field 
unit prepares the notice of intent as 
soon as practicable after the decision to 
prepare an EIS (40 CFR 1507.3(e) and 
FSM 1953.1). Send the notice of intent to 
the WO Environmental Coordination 
Staff for review, processing, and 
submission to the Office of the Federal 
Register. Exhibit 1 illustrates a notice of 
intent. 

WtUNQ COOC I4f^n-4i 


1 
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4h2—R(^vision of Notices of Intent. 
The official responsible for preparation 
of an environmental impact statement 
(EIS) must notify the appropriate 
Regional. Station, or Axca 
Environmental Coordinator and the 
Washington Office Director of 
Environmental Coordination whenever 
information shown in the notice of 
intent changes. Significant changes may 
require publishing a revised notice of 
intent in the Federal Register (40 CFR 
1501.7 and lS07.3(e)). A revised notice of 
intent shall reference any previously 
published document relevant to the 
action being proposed, including the 
filing of an EIS. 

4/.J—CoPce//o/yo/? Notice. Publish a 
cancellation notice (exhibit 1) in the 


Federal Register to terminate the 
process, if. after publication of a notice 
of intent or distribution of a draft EIS. 
the project application is withdrawn or. 
for some other reason, a decision is not 
longer necessary. A cancellation notice 
must refer to any previously published 
notice of intent or notice of availability 
of an EIS. Prepare and distribute a 
cancellation notice in the same manner 
as the notice of intent (sec. 41.1). 

When the Chief or the Secretary is the 
responsible ofTicial, the appropriate field 
unit prepares the cancellation notice as 
soon as there is a decision to terminate 
the process and sends the notice-to the 
Washington Office Environmental 
Coordination for review, processing, and 
submission to the Office of the Federal 
Register. 


42—ENVIRONMENTAL IMPACT 
STATEMENTS 

42.1—General Preparation Standards 

4Zlt — Preparation. (FSM 1952.1). 

42.12— Page Limits. (40 CFR 1502.7) 

42.13— Writing. (40 CFR 1502.8). 

42.14— Legislative Proposals. (40 Cttt 
1506.8 and FSM 1952.1). 

41Z—Content Standards and 
Recommended Format. (40 CFR 150210). 
An environmental impact statement 
must contain the following: 

1. Cover Sheet. (40 CFR 1502.11). In 
addition to the Council on 
Environmental Quality requirements, the 
cover sheet must include the name and 
title of the responsible official. The 
abstract of the statement should include 
the alternatives considered and 
identification of the preferred 
alternative. See exhibit 1 for a cover 
sheet. 

2. Summary*. (40 CFR 1502.12). 

3. Table of Contents 

4. Statement of Purpose and Nee<i. (40 
CFR 1502.13). 

5. Description and Comparison of 
Alternatives. Including the Proposai 
Action. (40 CFR 1502.14). 

6. Description of the Affected 
Environment. (40 CFR 1502.15). 

7. Statement of the Environmental 
Consequences of the Actions. (40 CFR 
1502.16 and 1502.22). The environmental 
impact statement discusses physical, 
biological, economic, and social 
consequences of a proposed action and 
its alternatives. Effects are expressed a$ 
quantified or relative changes in 
components of the affected 
environment. In addition, it is 
appropriate to discuss the expected 
outputs—in terms of goods, services, 
and uses—that will result from 
implementing each alternative. In 
presenting outputs, use the standard 
Service>wide terminology set forth in 
FSM 1309.11. Management Information 
Handbook, and In FSM 1905. Use the 
Resource Planning Act program 
planning time periods w-here 
appropriate. 

8. List of Preparers. (40 CFR 1502.17). 

9. List of Agencies, Organizations, and 
Persons to Whom Copies of the 
Statement Are Sent 

10. Index. (40 CFR 1502.10(j)). All 
environmental impact statements (ElS s) 
must include indexes. The purpose of an 
index is to make the information in the 
EIS fully available to the reader without 
delay. See section 62 for preparation of 
indexes. 

11. Appendix. (Sec. 42.5lb and 40 CFR 
1502.18 and 1503.4). 


E xhibit l—Sec. 4 1J 
Cancellation Notice 

0410-11)1 

DEPARTMENT OP AGRICULTURE 
Forest Service 

LOMEX PROSPECTING 

Los Padres National Forest 
San Luis Obispo County, California 

\ 

Environmental Impact Statement 
Cancellation Notice 

Lonex Corporation, now the Caithness Corporation of New 
York, has withdrawn its proposal for mineral exploration 
for uranium and other minerals in the Navajo area of San 
Luis Obispo County. 

The Notice of Intent, published in the Federal Register 
of August 15, 1980, is hereby rescinded (45 FR 54386). 

For further information contact: Christine A. Rose, 
Environmental Coordinator, Los Padres National Forest, 45 
Aero Camino, Goleta, CA 93117; telephone 605-966-1578 or 
8-960-7578. 


JOB SMITH DATE 

Forest Supervisor 

^This billing code must appear on all Forest Service 
Federal Register documents. 
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Exhibit 1—S«c, 42^ 


Cover Sheet 


DRAFT ENVIRONMENTAL IMPACT STATEMENT 

Star Mountain National Forest Land and 
Resource Management Plan 

Summit, comet, and Garfield Counties, Colorado 


Lead Agency: 
Cooperating Agencies: 


Responsible Offic a 


For Further Information 
Contact: 


USDA - Forest Service 

USDI - Bureau of Land Management 
321 No. Pern Street 
Central, Colorado 80000 

Colorado Fish and Game Department 
1700 Alder Street 
Garfield, Colorado 80017 

William Watson, Regional Forester 
Rocky Mountain Region (for NFS 
lands) 


Ms. Ruth Gibson 
Forest Planner 

Star Mountain National Forest 
123 So. Fern Street 
Central, Colorado 80000 
(303-555-1S15) 

Abstract: The draft environmental impact statement docu¬ 
ments the analysis of five alternatives which were developed 
for possible management of the 2,500,000-acre Star Mountain 
National Forest. The alternatives are: (A) moderate 
increase in commodity production; (B) a continuation of 
present management direction with no change in the level of 
outputs or activities; (C) dispersed recreation emphasis; 

(D) commodity emphasis; and (E) amenity emphasis. Alterna¬ 
tive A is the Forest Service preferred alternative. The 
selected alternative will become the forest plan and will 
guide management of the Forest for the decade 1985-1994. 

Comments must be received by September 15, 1985. 


42.21— incorporation by Reference. 
I40CFR 1502.21). 

42.22— incomplete or Unovailable 
information. (40 CKR 1502.22), When 
estimating ''overall costs," consider total 
program costs, including the cost of 
delaying the proposed action, as well as 
the costs of research or other activities 
required to obtain the essential 
information. 


42.23— Documentation of Co.^t Bcnefit 
Analysis. (40 CFR 1502.23). 

42.24— identification of Methodology 
and Scientific Accuracy. (40 CFR 
1502.24). 

41.25— Identification in Draft 
Environmental Impact Statements of 
Permits Necessary to implement 
Proposal (40 CVR 1502.25). 


42.3— Filing, Circulation, ond 
Availability of Environmental Impact 
Statements 

42.31 —Draft Environmental Impact 
Statements 

1. File a draft environmental impact 
statement (EIS) with the Environmental 
Protection Agency (40 CFR 1500.9). The 
official filing date is the date that the 
Environmental Protection Agency 
receives the HIS. not the dale that the 
notice of availability appears in the 
Federal Register. 

2. Circulate a draft EiS to agencies 
and to the public prior to or at the same 
lime it is transmitted to the 
Environmental Protection Agency (EPA) 
in Washington. D.C. (40 CFR 1502.19). 
iSee mailing address at 42.34(b).) 

3. Conduct public participation 
sessions, if appropriate. 

4. Review, analyze, evaluate, and 
respond to substantive comments on the 
draft EiS. Make copies of all comments 
available for public and in-service 
review in the office of the responsible 
official and administrative unit affected 
by the policy, plan, program, or project 
(40 CFR 1503.4). 

42.32—Final Environmental impact 
Statements 

1. File a final environmental impact 
statement (EIS) with the Environmental 
Protection Agency (EPA), along with all 
substantive comments or summanes (40 
CFR 1503.4(b)) on the draft EIS. The 
official filing date is the date that the 
EPA receives the EIS. not the date that 
the notice of availability appears in the 
Federal Register. The Washington Office 
files with EPA the statements for which 
the Chief or the Secretary is the 
responsible official. Other levels of the 
Forest Service may assist with the 
preparation of these documents. 

2. Circulate a final EIS to other 
agencies and to the public prior to or at 
the same time it is transmitted to EPA 
(40 CFR 1506.10). If the statement is 
unusually long, a summary may be 
circulated instead (40 CFR 15(X).4{h)|. 
However, the responsible unit must file 
the entire document with EPA and 
furnish it to other persons specified by 
(40 CFR 1502.19). 

A summary distributed as a separate 
document must: 
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a. State how other agencies and the 
public can obtain or review the 
complete EIS. 

b. Have a cover ah€^et attached. 

If changes resulting from oommenti to 
a draft £1S are minor, they may be 
written on an errata sheet and attached 
to the draft EIS. In this case only the 
comments, the responses, and the 
changes need to be circulated. File the 
entire document with a new cover sheet 
as the final statement (40 CFR 1503.4(c)). 

3. After filing the EIS with the EPA. 
ensure that a reasonable number of 
copies of the statement are available 
free of chaige (40 CFR 1506.6(n «nd FSM 
1950.3(4)). 

42.33—’Environmental Impact 
Statements on RARE II "^Further 
Planning*" Areas. If an env ironmental 
impact statement (CIS) deals with plans 
or protects that allocate RARE II 
“further planning" roadless areas to 
nonwildemess uses, the responsible 
official may make public distribution of 
the final CIS and may file the final EIS 
with EPA in the same manner as other 
BIS's. The responsible official should 
then send five additional copies of the 
final EIS to the Washington Office 
Director of Environmental Cocmlination 
for transmittal to congressional 
committees (sec. 42.34J. 

iZ34—Distribution of Environmental 
Impact Statements 

42.34a—Draft and Final Environaiental 
Impact Statements 

1. When the Responsible Official Is a 
Field Officer. When the responsible 
official is the Regional Forester, Station 
Director, Area Director, or other field 
officer having the delegated authority to 
file ElS's. send: 

a. Five copies to the Fjivironmental 
Protection Agency (EPA) in Washington. 
D.C., for filing purposes. Include a 
transmittal letter. See exhibit 1 for a 
sample transmittal letter. 

b. Fiv-e copies to the Washington 
Office. Director of Environmental 
Coordination. 

c. Two copies of the letter transmitting 
the EIS to EPA to the Washirtgton 
Office. Director of Environmental 
Coordination. 

2- When the Chief is the Responsible 
Official. When the responsible official is 
the Chief, send: 

a. Ten copies to the Washington 
Office. (The Washington Office files five 
copies with EPA). (Tbirty-five copies of 
a draft EIS and twenty-five copies of a 


final EIS are needed by WO-l^nd 
Management Planning for wild and 
scenic river studies.) 


A2.34\>—Lists. Responsible officials 
shall maintain lists of individuals, 
groups, organizations, and government 
agencies interested in reviewing Forest 
Service environmental Impact 
statements (CIS's). Regions shall 
develop specific distribution lists. 
Include on the distribution list the State 
Single Points of Contact or. in cases 
where a State hat elected not to 


b. One original and two copies of thf' 
transmittal letter for transmittal to EPA 
to the Washington Office for signature 


establish a Single Point of Contact, the 
State offidal(8) involved. 

1. State and Loco! Agencies. Regions. 
Stations, and the Area Office shall 
develop and maintain lists of State and 
local agencies as supplements to this 
section. 

2. Organizations. Regions. Stations, 
and the Area Office shall develop and 
maintain lists of organizations as 
supplements to this section. 


Exlilbil l—Sec. 4234« 
Transmittal Letter to EPA 


Return Address^ 


19S02 

August 4, 1984 


Management Information Unit 
Office of Federal Activities {A-104) 

Cnvironment'al Protection Agency 
Room 2119 Mall 
401 M Street^ SW 
Washington, DC 20460 

Dear Sir: 

Five copies of the Draft Environmental Impact Statement for 
the proposal to permit .Snow Top Mountain Ski Area develop¬ 
ment, Star Mountain National Forest, Summit, Comet, and 
Garfield Counties, Colorado, are enclosed. 

The responsible official is Regional Forester William 
Watson, Rocky Mountain Region, Denver, Colorado. 

Sincerely, 


/s/ William Watson 

WilliAM watson 

Regional Forester 


Enclosures 


use WO return 


When the Chief is the responsible officia 
ddress: P.O. Box 2417, Washington, DC 20 

designation to ensure proper distribution 
of ElS'a in the Forest Service. 
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3. Individuals. Regions, Stations, and 
Ihe Area Office shall develop and 
nuintain. as supplements to (his section, 
lists of individuals who have expressed 
sn interest in receiving Forest Service 
FJSs. 

4. Federal Follow ing is the 

mandatory distribution list for all KlS's 
prepared by the Forest Service: 

1 . Management Information Unit. Office 
of Federal Activities (A-ICM), 
Environnientul Protection Agency. 
Room 2119 Mall. 401 M Street, SW., 
Washington, DC 20400 

b. Environmental Protection Agency, 
Appropriate Regional Offices. 

c. Director, Office of Environmental 
F^ojecl Review. Office of the 
Secretary, Department of the Interior* 
Room 4256, Washington, DC 20240 
Always send copies of EJS's to these 

Agencies by methods of delivery that 
requira verified receipts. These methods 
also may be desirable for (other key 
recipients. Base any other distribution to 
Federal agencies on agency expertise 


and legal jurisdiction. When the Forest 
Service requests review and comments 
from any of the above agencies, the 
addresses, phone numbers, and 
recommeded number of copies to be 
sent are shown in section 63,1. 

42.4— Corrections, Revisions, or 
Supplements. The standards at 40 CFR 
1502il go\ cm revision of draft 
environmental impact statements (EIS's) 
or supplementation of drafts and fmals. 
Use errata sheets to make any 
necessary corrections to EIS*s. Draft 
EIS*8 may be revised. Use supplements 
to modify EIS*s. if necessary, ^pare. 
circulate, and file supplements and 
revisions in the same manner os the 
document being modified. 

4Z5^Environmentol Impact Statement 
Review and Comment Procedures 

42.51^--Comm€nts on Forest Service 
Environmental Impact Statements 

42,51a—Draft Environmental Impact 
Statement (40 CF*R 1503.1(a)). The 
responsible officer may receive 


comments on a draft environmental 
impact statement (EIS) after the end of 
the review period and before filing (he 
final EIS. If it is too late to incorporate 
the comments in the final EIS. the 
responsible official may respond to them 
on an individual basis. 

42,51b—Final Environmental Impact 
Statement (40 CFR 1502.9(b) and 1503.4). 
When the responsible offidal 
determines that a summary of responses 
is appropriate, the summary must reflect 
accurately all substantive comments 
received on the draft EIS. Comments 
that are pertinent to the same subjfN:t 
may be aggregated by categories, but 
the summary must identify the comment 
speclHcally. Avoid a general summary. 

As a minimum, include In the 
appendix of a final EIS copies of all 
comments received on the draft ESI 
from Federal. State, and local agencies 
and elected officiala. See exhibit 1 for 
one example of a summary of 
substantive comments, 

SIUMO COOe 3410-11-11 
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4252^Review of Other Agency 
Environnwnta/ Impact Statements. (40 
CFR l.'vOS^ and 15U3.3|. Because of 
special agency expertise or jurisdiction 
by law, the Fores! Service may be asked 
to review and comment on 
environmeatal impact statements (ElS's) 
prepared by other agencies. Unless, 
otherwise assigned by the Chief, 
ofrinaii in the Washington Office shall 
review and comment on FJS's prepared 
on legislstive proposals. Service-wide 
policies, regulations, or national 
program proposals. The Regional 
Forester or Area Director in whose 
Region or Area a proposal is located 
shall review all other draft and final 
ElS s prepared by other agencies. When 
an FJS affects both Regional and Area 
program responsibilities, the Regional 
Forester and the Area Director shall 
determine who assumes the lead for 
responding. 

The responsible field unit sholl submit 
comments on other agency EiS s directly 
to the appropriate agency. Send one 
copy of the comments to the 
\\a»hington OfCce Director of 
Fjiviroamental Coordination, When 
another agency*8 EIS involves more thaw 
one Region, the Washington Office 
DiroUiif of EnvironmenUd Coordination 
coordtnatas the responses. 

• t252a--Beferrals to CoancU on 
Etwironmeaioi Quality. (40 CFR 1504), 
When Forest Service review of another 
agency's draft EIS concludes that the 
proposed action is environmentally 
unacceptable, follow the procedures set 
forth in 40 CFR 1504,3(a). 

If after receipt of the final EIS. the 
other agency has not remedied the 
situation or reached an agreement with 
the Forest Service, follow the 
procedures set forth in 40 CFR I504,3(b). 
Send the referral to the Washington 
Office Director of Environmental 
Coordination for processing. The 
Director submits the referral to the 
Council on Environmental Quality. 

The 2Sday time period is extremely 
short: therefore, begin referral 
documentation immediately after 
determination that the proposal is 
environmentally unacceptable. 

In addition to the requirements of 40 
CFR 1504,3(cJ. the responsible official 
•hall include a leller to the Council on 
Knvironmenlal Quality requesting the 
tpferral for signature by the Chief. 

43^7 her PLAmiNG AND 

preparation requirements for 

RNVmONMENTAL IMPACT 

statements 

43. t-^Interdisciplinary Approach. See 
•^lion 102(2)(A) of the National 
knvtronmefHai F^licy Act. as nmended: 


40 CFR 15026: and section 11.7 of this 
Handbook. 

43.2^PubUc Involvement (40 CFR 
1501.7. and 1506.6). 

43.3~-Gonsultotion Requirements. (40 
CFR 1502.25). 

T343.4—Elimination of Duplication 
With Slate and Local Procedures. (40 
CFR 1506,2). 

T343.5—Federal and Federal-State 
Agencies With Legal {uiisdiction or 
Special Expertise. (40 CFR 1503.1). See 
section 63 for the Council on 
Environmental Quality's list of agendet 
with jurisdiction by law or special 
expertise. See section 63.1 for addresses 
and recommended document 
distribution. 

43.6—Limitations on Actions During 
the Environmental Analysis and 
Documentation Process. (40 CFR 1506.1). 

44-^responsibiuties when 
APPUCANTSAND CONTRACTORS 
ARE INVOLVED. (40 CFR 1506.5). The 
responsible official may require project 
proponaifts to provide data and 
documentation for consideration and 
use in preparing an environmental 
impact statement (EIS). When a 
contractor is to prepare an EIS. limit the 
contractor's activities to those of the 
interdisdplinary team (sec. 06. ex. 3] 
partidpating in the National 
Environmental Policy Act process. 
Applicants or contractors may be 
required to conduct studies to determine 
the impact of the proposed action on the 
human environment. (Sec. 65.14). 

45— TIERING AND ADOPTING OTHER 
ENVIRONMENTAL IMPACT 
STATEMENTS 

45.1 — Tiering. (40 CFR 1502.20). Tiered 
documents may refer to the evaluation 
of the no action alternative in a broad 
program document. However, a decision 
on site-spedfic actions must consider 
the no action alternative appropriate to 
that decision. 

45.2— Adoption. Use adoption 
procedures, when applicable, to ovoid 
duplication of effort (40 CFR 1506.3). 

46- DETERMlNING LEAD AND 
COOPERA TINGACENUES 

46.1—Lead Agency. (40 CFR 1501 5. 
1501.6.1501.7.1503.1, and 1506.16). If the 
Forest Service requests the Council on 
Environmental Quality to determine 
which Federal agency shall be the lead 
agency, send this request to the Director 
of En\ironmentnl Coordination in 
Washln^on. D.C.. for processing. Where 
National Forest System lands are 
involved, the Forest Service shall exert a 
strong role In the preparation of 
environmental documents. If the Forest 
Service is the lead agency, promptly 
request, in writing, that all other Federal 


agencies with jurisdiction by law or 
spedal expertise become cooperating 
agencies. 

462—Cooperating With Other 
Agencies. (40 CFR 1501,6.1503.2.1503.3. 
and 150B.5). When National Forest 
System lands are involved and the 
Forest Service is not the lead agency, 
the responsible offidal shall request that 
the Forest Service be a cooperating 
agency in scoping, environmental 
analysis, and documentation. The Forest 
Service may also be a cooperating or 
lead agency when State and private 
forest lands are involved. 

If the Forest Service is asked to be a 
cooperating agency and other program 
commitments preclude being able to 
become involved, the responsible 
official shall prepare a reply to this 
effect. Send two copies of this reply to 
the Director of Environmental 
Coordination in Washington. D.C.. for 
transmittal to the Council on 
Environmental Quality. 

47—DOCUMENTA TtON OF 
DECISIONS 

47.1 — Decision. Follow the 
instructions in exhibit 1 on timing of a 
decision with other conditions that must 
be met for environmental impact 
statements. 

Exhibit 1—S€C 47.1 
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ExHiarr 1 —Sec 47.1—Continued 

lOondton* lor OocMon *] 


Washington OfOce staff unit(s). Deputy 
Chief, Chief, or Secretary, as necessary. 
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47.7 /—Record of Decision. .\ record 
of decision is a separate, concise 
document stating the decision of the 
responsible official. It must include the 
offictars name, location, administrative 
unit, and a statement Indicating whether 
or not the decision is subject to appeal. 

It must also meet the requirements of 
the Council on Environmental Quality 
regulations at 40 CFR 1502.2. 

The responsible ofTicial signs and 
dates the record of decision. For 
decisions subject to appeal, the date of 
decision U usually the date that the 
official transmits the record of decision 
and the final environmental impact 
statement (EIS) lo the Environmental 
Protection Agency and makes it 
available to the public. 

For decisions not subject to appeal, 
the responsible o^dal must sign. date, 
and distribute the record of decision no 
sooner than 30 days after the notice of 
availability of the final EIS is published 
in the Federal Register. Follow the 
Federal Register requirements in section 
67. Distribute the record of decision in 
the same manner as the 6nal EIS. 

When an EIS identifies joint lead 
agencies, the responsible official from 
each agency shall sign and date the 
record of decision for those actions 
within the authority of each. Each 
responsible official may prepare 
separate records of decision. See exhibit 
1 for a record of decision. 

When the Chief or Secretary is the 
responsible official, the appropriate field 
unit prepares the record of decision with 
assistance from the Washington Office 
Environmental Coordination Stuff. The 
Washington Office Environmental 
Coordination staff coordinates the 
review and signing of the record of 
decision, involving the appropriate 


Exhibit 1—Sec. 47.11 
Record of Decision 
RECORD OF DECISION 
USDA Forest Service 

Road Access and Bulk Sampling at the 
U.S. Borax Quartz 1611 Molybdenum 
Claims 

Tongass National Forest. Alaska 
Final Environmental Impact Statement 

Based on the analysis in the Final 
Environmental Impact Statement for 
road access and bulk sampling at the 
U.S. Borax Quartz Hill molybdenum 
claims, it is my decision to adopt an 
alternative which is a modification of 
several alternatives under 
consideration. The selected alternative 
will allow bulk sampling and surface 
access via the Blossom River Route with 
the following stipulations: (1) Tr/n)ings 
disposal will not be authorized in 
Wilson Arm/Smeaton Bay. (2) A 
continuous surface access road from the 
mine to Boca de Quadra will not be 
permitted. However, a combination 
tunnel-pipeline may be permitted for 
tailings disposal purposes. A detailed 
discussion on tailings disposal and 
associated impacts will be included in 
the mine development EIS, (3) The bulk 
sample access road must be constructed 
substantially within the design prism for 
the future mine development road to 
reduce overall impacts of a bulk 
sampling access road and a potential 
mine development road. Minor 
deviations may be permitted by the 
Forest Supervisor. Drainage or other 
structures, except temporary bridges, 
shall be designed and constructed in a 
way lo permit their incorporation in a 
mine development road. The Forest 
Superv'isor may require that sections of 
the bulk sampling road be constructed 
initially to design specifications suitable 
for a mine development road. 
Appropriate means will be taken to 
avoid or minimize environmental harm 
and to assure, to the maximum extent 
feasible, compatibility with the Misty 
Fjords National Monument. 

lliis alternative envisions the removal 
of approximately 1.000 tons of material 
by helicopter for further tests, such as 
grindability. Approximately 5.000 tons of 
bulk sample will be mined and removed. 

The alternatives considered included: 
(1) no action, (2) bulk sampling with 
surface access via the propos^ Blossom 
River routes. (3) bulk sampling with 
surface access via the alternative Keta 
River route, (4) bulk sampling and 
surface access via the Blossom River 


route with a stipulation thi^t tailings will 
not be authorized in Wilson Arm/ 
Smeaton (5) bulk sampling with 
surface access via the Blossom River 
route with removal of some or all of the 
bulk sample by helicopter if the 
Company desires. (6) bulk sampling ivirh 
surface access via the Keta River route 
with removal of some or all of the bulk 
sample by helicopter if the Compan> 
desires, and (7) removal of the bulk 
sample by helicopter with no surface 
access road permitted. 

Section 503 of the Alaskan National 
Interest Lands Conservation Act 
requires an evaluation of the likelihood 
of each alternative being used as a mine 
development road. Construction of an 
access rood for bulk sampling along the 
Keta alignment would less likely be 
used for mine development. It is a prime 
concern expressed in the legislation that 
the bulk sample access road be one that 
can be utiliz^ in the eventual mine 
development phase. Therefore. It is my 
desire to select a single surface access 
route which is most likely lo be suitable 
for both bulk sampling and potenUal 
long-term mine development. A single 
surface access road will significantly 
reduce overall, long-term impact. Basod 
on the Mining Development Concept>^ 
Analysis Document and the analysis in 
the EIS, the selected alternative is 
considered more suitable for use as a 
mine development access route 
primarily because of (1) more favorable 
safety factors (snow avalanches and air 
and water transportation): (2) more 
options for town sites, which is an 
Important factor for employees and 
family morale: (3) a shorter and more 
protected marine transportation lo both 
Ketchikan and points south: (4) more 
efTicient arrangement of mine site 
facilities including mill site and materisl 
handling: (5) long-term economic 
advantages from mine development with 
a roadway In Blossom River drainagt* as 
compared to Keta River roadway. 

Furthermore, I have determined that 
implementation of the selected 
alternative will not cause an 
unreasonable risk of significant 
irreparable damage to the habitats of 
the viable populations of fish 
management indicator species and the 
continued productivity of such habitats 
The alternative selected provides 
adequate mitigation to avoid 
environmental harm. A monitoring 
program is described in the Final 
Environmental impact Statement. 

The Final Environmental Impact 
Statement also incorporates by 
references and discussion the 
environmental assessment approved by 
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ihc Forest Supervisor on April 17,1901, 
for 1980-03 operating plan amendments. 

Aitematives 1 and? are 
environmentally preferable. 

The decision will be implemented no 
sooner than August 23,1985. 

This decision is subject to appeal in 
accordance with the provisions of 36 
CFR 211.18, 


Date 


R. Max Peterson, 

chkf. 

47.12-^Diatribution of Records of 
Decision, Distribute the record of 
decision to those who have asked for it 
and to those who are sent a final 
environmental impact statement (EIS). 
to addition* the pu blic may be notified 
as indicated in 40 CFR 1506.6. 

QIAPTES 50--1MPLEMENTAT10N AND 
MONITORING 

Omtents 

51 IMPLEMENTING DEQSIONS RASED 
ON ENVIRONMENTAL ASSESSMENTS 

SLl Implementation 

SIJ LimitaOona on Implementation 

51.21 Unprecedented Actfons or Actions 
Similar to Those That Normally Require 
an Fjivironmental Impact Statement 

51.22 Actions Involving Floodplains and 
Wetlands 

52 IMPLEMENTING DECISIONS BASED 
ON ENVIRONMENTAL IMPACT 
STATEMENTS 

53 MONITORING 

CHAPTER SO-IMPLEMENTATION 
AND MONITORING 

SJ^IMPLEMENTING DECISIONS 
BASED ON ENVIRONMENTAL 
ASSESSMEPTTS 

SJJ—Implementation, 

Implementation of decisions that do^not 
have effects of national concern (sec. 
33.3) or involve floodplains and 
wetlands (sec, 51.22) may take place 
immediately after siting and dating of 
the decision notice. Implementation 
includes responding to requirements for 
roitlgation or monitoring in the 
environmental assessment or decision 
notice. 

51.2—Limitations on Implementation 
^i-^t^Unprecedented Actions or 
Actions Similar to Those That Normally 
Bequire an Environmental Impact 
Statement (40 CFR 1501.4(e)(2)). When a 
proposed action is similar to one that 
normally requires an environmental 
impact statement (FJS) or when Ihc 


nature of a proposed action is without 
precedent, do not implement the 
decision until after the decision notice 
and a finding of no significant impact 
have been available for public review 
for 30 days. 

In addition, to be in compliance with 
E.0.12372 and the NEPA process, send 
copies to the State Single Points of 
Contact or. In cases where a State has 
elected not to establish a Single Point of 
Contact to the State ofRciaUs) involved. 

At the end of the 30>day period, 
consider public comment and implement 
the decision, or publish a notice of intent 
to prepare an EIS. 

51,22’—Actions Involving Floodplains 
and Wetlands, For actions involving 
floodplains and wetlands, do not 
implement decisions until 30 days after 
the decision notice has been signed and 
dated. This delay allows a reasonable 
period of public review as required by 
Executive Order 11988 and Executive 
Order 11990. 

52—IMPLEMENTING DECISIONS 
BASED ON ENVIRONMENTAL 
IMPACT STATEMENTS Be sure that 
the conditions listed in exhibit 1 are met 
before Implementation of the decision if 
an environmental impact statement 
(EIS) is prepared. Commitments for 
mitigation efforts or monitoring 
activities included in the final EIS and 
record of decision also must be met. 


Exhibit 1—Sec. 52 



ExHierr I^Sec S2^Conlinued 


(ConcMm lor Dromon ar^ implafUMUftoo 1 



5J—MONITORING. (40 CFR 1505.3). 
Monitor actions to ensure that 

1. Environmental safeguards are 
executed according to plan. 

2. Necessary adjustments are made to 
achieve desired results. 

3. Anticipated results are achieved, 
CHAPTER 60—REFERENCES 
Contents 

ei ENVIRONMENTAL FACTORS 
ei.t Physical Factors 

61.2 Biological Factors 

61.3 Economic Factors 

61.4 ScKual Factors 

62 INDEXING STANDARDS 
62.06 Definitions 

62.1 Length 

62.2 Layout 

62.3 Conventional Practices 

62.4 Methodology 

62.5 References 

63 LIST OF FEDERAL AGENCIES AND 
FEDERAL-STATE AGENCIES WITH 
jURISOICTION BY LAW OR SPECIAL 
EXPERTISE ON FJM VIRONMENTAL 
QUALTTY ISSUES 
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63.1 List of Federal ond Fedrnil Sliitp 
Agencies for Distribution Purposes 

64 LAWS 

64.1 Ntttionsl Euvironinentfli Policy Act of 
* 1969 as Amended 

64.2 Environmental Quality Improvement 
Act 

64.3 Section 309. Clean Air Act 

65 REGULATIONS AND 
SUPPLENtENTARY INFORMATION 

65.1 Council on Environmental Quality 
(CEQ) Regulations 

65.11 CEQ Supplementary Information 

65.12 CEQ 40 Most-Asked Questions 

65.13 CEQ Scoping Guidance 

65.14 CEQ Guidance Regarding NEPA 
Regulations 

65.2 Deportment of Agriculture NEt'A 
Policies and Procedures 

66 EXECUTIVE ORDFJIS 

66.1 E-0.11514—Protection and 

Enhancement of Environmental Quality 
87 FEDERAL REGISTER DOCUKfENT 
REQUIREMENTS 

08 STATE AND LOCAL AGENCIES 
(RESERVED) 

|FR Doc. 66'15017 Filed 645 am| 
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DEPARTMENT OF TRANSPORTATION 
Coast Guard 
46 CFR ParU 10 and 157 
(CGO 77-084) 

Liconsing of Pilots; Manning of 
Vessels^ilots 

agency: Coast Guard. DOT 
action: Final rule. 

summary; The Coast Guard is amending 
the regulations concerning the licensing 
of pilots and the manning of vessels— 
pilots. This rule: (1) Establishes the 
minimum age requirement at 21 years, 

(2) requires pilots to have an annual 
physical examination. (3) changes the 
experience requirement for a tannage 
endorsement of "any gross tons". (4) 
requires pilots to maintain knowledge of 
the routes on their license, and (5) 
maintains the authority of the Coast 
Guard to establish limitations on 
licenses. This action implements the 
Port and Tanker Safety Act's 
amendment to the statute authorizing 
the Coast Guard to license pilots and 
conforms the pilot licensing regulations 
with the statute. This rule also amends 
the regulations by authorizing masters, 
mates, or operators to serve as pilots on 
those non'Self-propclled vessels of not 
‘more than 10.000 gross tons (not 20.000 
gross tons as proposed) carrying cargoes 
subtect to the proviaiocis of 46 U.S.C 
3702 (tank barges). In a separate action, 
the Coast Guard is proposing several 
other amendments to the regulations 
dealing with the licensing of pilots and 
the manning of vessels (CGD 64-060). 
lliey are closely related to matters 
contained in this rule; however, they are 
not within the scope of this rule and 
therefore they require a separate notice 
of proposed rulemaking. Those proposed, 
amendments concern: (1) The piloting of 
vessels of more than 50.000 gross tons. 

(2) the authorization of licensed 
individuals to serve as pilot on self< 
propelled ves.«ie!s up to 1.600 gross tons. 

(3) a dennltion of "coastwise seagoing 
vessel" for pilotage purposes. (4) a 
deftnition of "pilotage waters." (5) the 
requirement for pilots on Great l,akcs 
vessels, and (6) allowing a written test 
alternative to the chart sketch for a first 
class pilot's license restricted to tug and 
barge only. 

EfFECnvE date: |uly 24.1965. 

FOR FURTHER INFORMATION CONTACT: 

Mr. )ohn ). Ilartke. Office of Merchant 
Marine Safety (G-MVP/12). Room 1210. 
U.S. Coast Guard Headquarters. 2100 
Second Street. SW.. Washington. D.C. 
20593 (202) 428-2985. 


SUPPLEMEMTARV INFORMATION: On 
November 28.1980 the Coast Guard 
published a Notice of Proposed 
Rulemaking (45 FR 79258). The comment 
period ended February 2^ 1981. Two 
hundred and eleven written comments 
were received, and public hearings were 
held at the following locations: 
Cleveland. Ohio on 1-14-81: 

Washington. D.C. on 1-27-81; New 
Orleans. Louisiana on 2-3-81: and in 
San Francisco. California on 2-10-61. 
Based on the written and oral comments 
received, the proposal regarding the 
licensing of pilots was modified and was 
republished as a Supplemental Notice of 
Proposed Rulemaking (48 FR 3912) on 
January 27.1983. which included 
significant changes to the original notice 
and also incorporated proposals 
regarding the Manning of Vessels— 
Pilots. The comment period ended April 
27.1983: however, on May 9. 1963. a 
Notice of Public Hearings; Reopening 
and Extension of Comment Period was 
published in the Federal Register (48 FR 
20770) extending the comment to July 15. 
1983. and identifying the dates and 
locations of three public hearings. On 
June 30.1963. a Supplemental Notice of 
Additional Public Ifearing and 
Extension of Comment Period was 
published in the Federal Register (48 FR 
30152] extending the comment period to 
|uly 20.1983 and identifying the date 
and location of a fourth public hearing. 
On October 13.1983. a Notice of 
Reopening and Extension of Comment 
Period was published in the Federal 
Kegisler (48 FR 46556) reopening and 
extending the comment period to 
November 28,1983. The purpose of this 
last reopening and extension of the 
comment period was to give notice and 
an opportunity to comment to interested 
persons regarding summary barge 
movement and pilotage cost data which 
the Coast Guard requested The 
American Waterways Operators, Inc. to 
provide, but which was received by the 
Coast Guard after the close of the 
comment period. A total of five hundred 
and thirty one written comments were 
received, and public hearings were held 
at the following locations: ^lle Chose. 
Louisiana on 6-8-83; New York, New 
York on 8-14-83: St. Louis, Missouri on 
6-29-83: and Savannah. Georgia on 7-6- 
83. Comments were directed to the 
following issues: (1) The annual physical 
examination requirements. (2) the 
experience requirement for a tonnage 
endorsement of any gross tons, (3) the 
requirement for recency of service over 
the routes. (4) the requirement for chart 
sketches of only a portion or portions of 
an applicant's route. (5) the elimination 
of the prefix words "first class" In the 
name First class pilot. (6) the concept of 


ship's officers serving as pilot on those 
non'Sclf-propelled vessels carrying 
cargoes subject to the provisions of 46 
D.S.C. 3702 (tank barges), and (7) how 
large a vessel a ship's officer should be 
allowed to pilot without meeting all the 
requirements for a first class pilot 
Bcense endorsement. 

Drafting Information 

The principal persons involved in 
drafting this rule are: Mr. )ohn ). Hartke, 
Project Manager. Office of Merchant 
Marine Safety, and Lieutenant 
Commanders William B. Short and 
Ronald C Zobel. Project Attorneys. 
Office of the Chief Counsel. 

Discussion of Comments 

I. Licensing of Pilots 

It is a statutory requirement that a 
pilot must have an annual physical 
examination. The supplemental notice 
proposed that the document indicating 
successful completion of the physical be 
filed with the Officer in Charge, Marine 
Inspection (OCMl), but waived this 
requirement for those pilots who arc 
required by their pilot association or 
employer to take an annual physical 
exam and arc required to report the 
results of that annual physical to their 
pilot association or employer. 

Several commentors stated that an 
annual physical examination was not 
necessary and that a physical exam 
every five years was adequate and less 
costly. As the annual physical 
examinotion is a statutory requirement, 
the Coast Guard has no authority to 
change the requirement to every five 
years. 

Some commenters stated that the 
physical examination reporting 
requirements contained in the proposal 
placed a burden and responsibility un 
the employer rather than the individual 
where it belongs. The Coast Guard has 
reviewed the proposed physical exam 
reporting requirements and has decided 
to eliminate the reporting requirements 
Public Law 98-557 amended 46 D.S.C 
7im(e)(3] by requiring that an individual 
rmiy be issued a pilot's license only if 
the applicant has a thorough physfcal 
examination each year while holding the 
license, except that this requirement 
Hoes not apply to an individual who will 
8er\*e as a pilot only on a vessel of less 
than 1.600 gross tons. This exception to 
the annual physical exam requiremrnt 
applies to individuals holding a pilot's 
license as well as to individuals who 
serv'e 81 pilots under 5 157.26-40. The 
proposed physical examination 
requirements other than the reporting 
requirements remain unchangea. If h 
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pilot has not hod an annual pbystcol 
examination within 90 days prior to the 
anniversary of the issuance of the 
license, the pilot license or endorsement 
held is invalid as of the anniversary' 
date and the pilot may not operate 
under the authority of that license or 
eniiorsement until a current physical 
examination has been completed. These 
same provisions likewise apply to 
individuals who wish to serve as a pilot 
under { 157,20-40. The Coast Guard 
believes that, due to the consequences 
of acting as a pilot on an invalid license, 
few individuals will fail to complete the 
required physical examination. If the 
Coast Guard had reason to question the 
physical condition of an individual, 
proof of the annual physical would be 
required. 

Our initial proposal regarding the 
round trip requirement to obtain a pilot's 
license or endorsement was severely 
criticized. We agreed with those 
tommenls and revised the requirements 
tn the Supplemental Notice of Ih-oposed 
Rulemaking to a range of 12 to 20 round 
trips for an original pilot's license and 8 
to 15 for an endorsement. This latter 
proposal was widely accepted: however, 
several commenters suggested a 
requirement for night trips as a part of 
the round trip requirement. The Coast 
Guard agrees with the comments that 
traversing a route at night provides a 
different perspective and is an important 
consideration in becoming familiar with 
a purticular rOute. Additionally, most 
OCMI's arc presently requiring night 
trips as part of the round trip 
requirement. The Coast Guard is 
therefore including u requirement for 
round trips made during the hours of 
darkness as part of the round trip 
requirement There may be isolated 
iastunces where the night trip 
requirement cannot be completed during 
the hours of darkness t>ecau8e of the 
preponderance of daylight hours. The 
OCMI will take this type of situation 
Into account and may modify the night 
inp part of the round trip requirements 
in these limited circumstances. These 
tnstdnccf are not expected to occur very* 
frequently. 

Under present practice the OCMI sets 
tonnage limitations only on licenses 
under I.OCX) gross tons. Persons with 
sufficient experience with vessels over 
lAX) gross tons are issued licenses for 
“any gross tons." In the supplemental 
notice the Coast Guard proposed to 
tsiablish the experience requirement for 
nn’any gross tons" endorsement at 
iOOO gross tons. A number of 
conimenteia pointed out that in at least 
geographic area, there is not a 
sufficient number of transits by vessels 


of over 4,000 gross tons for new pilots to 
obtain the required number of round 
trips to qualify for the "any gross tons" 
endorsement. This could eventually 
result in having no pilots available to 
pilot vessels of over 4i)00 gross tons in 
that area. Other commenters stated that 
the figure should remain at 1,000 gross 
tons because raising it to 4.000 gross 
tons does not really address the matter 
of the larger vessel. Upon 
reexamination, the Cc^st Guard agrees 
with these comments, and the 
experience requirement for an "any 
gross tons" endorsement is set at 1.600 
gross tons to conform to the 
internationally accepted standard of 
what size vessels are to be considered 
unlimited tonnage. In concert with 
establishing the requirement for an "any 
gross tons" endorsement at 1,600 gross 
tons, the Coast Guard is proposing, in a 
separate action, to require special 
experience to pilot vessels over 50.000 
gross tons. 

The Coast Guard further believes that 
the concern of Congress, as to the ty'pc 
and size of vessels, can be met by the 
authority of the Coast Guard to place 
limitations on the licenses it issues. 
Under current regulations (48 CFR 10.05- 
39(c)) the Officer in Charge. Marine 
Inspection, may place limitations on a 
license based on the experience of an 
applicant. The procedures for having 
limitations changed are located at 46 
CFR 10.02-15. The Coast Guard is 
leaving this authority essentially 
unchanged. It will now be located at 46 
CFR 10.07-11. 

In order to obtain a tonnage 
endorsement of "any gross tons" on an 
original license or endorsement as pilot, 
the applicant must have experience on 
vessels of 1.600 gross tons or over for 
the route authorized. An applicant is 
considered to have sufficient experience 
if the applicant has 18 months 
experience as master, mate, 
quartermaster, wheelsman, able 
seaman, apprentice pilot, or equivalent 
on vessels of 1,600 gross tons or over. In 
addition, two thirds of the minimum 
number of round trips required for a 
particular route must be on vessels of 

1.600 gross tons or over. If an applicant 
for an original license or endorsement as 
pitot does not meet those requirements 
the license or endorsement will be for a 
Umited tonnage until the applicant 
completes a number of additional round 
trips, as determined by the OCMI. on 
vessels of 1.600 gross tons or over. 
Likewise, unless an applicant for 
additional routes has sufficient 
documented service on vessels of over 

1.600 gross tons the OCMI establishes a 
tonnage limitation on the license or 


endorsement commensurate with the 
applicant's experience until the 
applicant has sufficient round trips to 
indicate his ability to pilot deeper draft 
vessels on the added routc(s). 

Because many applicants for pilot 
licenses have gained their experience on 
relatively small vessels, such as tugs, 
the Coast Guard believes that an 
applicant should have some experience 
on larger vessels before he or she 
receives an "any gross tons" 
endorsement. This experience would be 
gained by additional round trips on 
larger vessels, and the number of round 
trips would depend on the experience of 
the applicant. Such an applicant would 
keep a restriction on his license until he 
or she gains sufficient experience on 
larger vessels. 

For example, if an applicant has fewer 
than 18 months experience as master, 
mate, quartermaster, wheelsman, able 
seaman, or apprentice pilot, or 
equivalent, and/or less than two thirds 
of the required round trips on vessels of 

1,600 gross tons or over, but docs have 
some experience on vessels up to 10,000 
gross tons, the OCMI may issue a 
limitation of up to 10.000 gross tons on 
the license. As the applicant gains more 
experience in handling larger vessels, 
the OCMI may raise the tonnage 
endorsement commensurate with the 
applicant's experience. When the 
applicant has acquired sufficient 
experience, as determined by the OCMI. 
the "any gross tons" endorsement will 
be issued. 

Current familiarity with a route is a 
key factor in pilotage, and the Coast 
Guard believes that there should be a 
requirement to maintain experience. The 
statute also mandates the Coast Guard 
to require maintenance of knowledge. 

Many pilot associations require their 
members to take refamiliarization trips 
if they have been away from a particular 
route for a period of time. The Coast 
Guard believes that such a 
refamiliarization scheme is an 
appropriate and cost effective means of 
maintaining local knowledge. However, 
a number of commenters expressed the 
view that on long or extended routes, 
such as the Great Lakes and some river 
systems, it could be impossible in 
certain circumstances to make a round 
trip over every segment of the entire 
route within every three year period. 

The Coast Guard agrees with those 
comments and believes that o 
reasonable solution to this situation 
would be, for those long or extended 
routes, the recency of service 
requirements may be satisfied by the 
pilot reviewing the appropriate charts, 
coast pilots, tide and current charts and 
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tables, locuil Notices to Mariners, and 
3 ny other materials which would assist 
the pilot to safely navigate the particular 
irea in question. The OCMl will 
determine which routes are to be 
considered long or extended* and the 
pilot would certify to the OCMi at the 
lime of license renewal that he has 
reviewed all appropriate materials 
regarding the particular route in 
question. 

In addition, cootmenlers stated that it 
would make more sense to set the 
refamiliarizalion requirement at 5 years 
rather than 3 years in order to coincide 
with license renewal There is probably 
little difference in the amount of 
information retained after 3 years and 
that retained for an additional 2 years. 

The Coast Guard is therefore requiring 
that if a pilot has not served within 60 
months over a particular route, that 
person's license becomes invalid for that 
route and the pilot may not operate on 
that route under the authority of that 
license until the pilot has made a re- 
familiarization round trip over that route 
or, for long or extended routes, has 
certified to the OCMl that he has 
reviewed all relevant roatenals 
concerning (hat route. This requirement 
would be self enforcing due to the 
consequences of acting as a pilot on an 
invalid license. 

For those first class pilots who do not 
already do so, it may be well for the 
pilot to maintain a log of trips made over 
routes that are infrequently traversed. 

In (he supplemental notice the Coast 
Guard proposed to require chart 
sketch^ of only a portion or portions of 
the route desired by an applicant. A 
number of commenters stated that the 
only way for the Coast Guard and the 
applicant to be certain that the applicant 
has a thorough knowledge of the area is 
by the entire route chart sketch. In 
addition, it was pointed out that the 
partial chart sketch could be 
administered in two ways. The same 
area could be required of all applicants. 
It would not take long before the area 
required would be the only area studied 
by future applicants. Alternatively, the 
areas requir^ to be sketched could be 
selected at random by the examining 
official This method could be 
considered unfair and controversial The 
Coast Guard recognizes the concerns 
expressed in these comments. The Coast 
Guard does feel, however, that 
sketching only portions of a long or 
extended route would prm'ide 
satisfactory evidence of the applicant's 
knowledge, while minimizing the time 
consumed in preparing and evaluating 
the chart sketch^ To avoid the first 
problem, areas required to be sketched 
will normally be varied Random 


selection should not present instances of 
unfairness, so lung as there is uniformity 
in the extent of sketching required for 
particular routes. Therefore, the final 
rule contains the option, at the 
discretion of the ChCMl of requiring an 
applicant for a long or extended route to 
sketch only a portion or portions of the 
extended route. 

Comments were received regarding 
the proposal to place a restriction of 
"tug and barge combinations" on the 
pilot license of an individual who 
obtained his experience in towing 
operations. Some comments staf^ that 
if it was important to restrict a license 
as to towing operations, then it should 
be equally important to restrict licenses 
as to operations other than towing 
Other comments stated that this was 
really not a problem and that the 
proposed restriction should not be 
implemented. The Coast Guard has no 
evidence that this is a serious problem 
area, and the proposed change is not 
adopted. 

In the supplemental notice jhe Coast 
Guard proposed to eliminate the words 
"first class" in first class pilot. This was 
proposed because the Port and Tanker 
Safety Act raised the minimum age for a 
pilot's license from 19 to 21. and the only 
distinction between a first class and 
second class pilot was the age at which 
the license could be obtained As the 
second class pilof s license was 
eliminated by statute, the Coast Guard 
felt that there was no reason to continue 
the distinction. A number of commenters 
stated that the words "first clast" 
should be retained because some State 
laws contain those words and it would 
be costly for those States to change their 
statutes. Because this term is used in 
some States statutes, this proposal will 
not be adopted, and the words "first 
class" will be retained. 

in the past, the Coast Guard did not 
place a pilotage endorsement on an 
operator of uninspected lowing vessel 
(OITTV) license. If the requirements for 
pilotage were met, the Coast Guard 
would issue a pilot's license rather then 
endorse the OUTV license. The Coast 
Guard %viil now commence endorsing 
the OUTV license for pilotage rather 
than issuing a separate pilot's license, as 
this will reduce paperwork for both the 
license holder and the Coast Guard. 

Additionally, as the individual 
directing the navigation of vessels of 
less than 1.000 gross tons is not required 
to have a pilot's license, the Coast 
Guard is no longer bsuing an 
endorsement as first class pilot to a 
master's, mate's, or OUTV license for a 
tonnage of less than 1,000 gross tons. 


Z Manning of Veeseh—Pihts 

The ma|urity of (he comments 
received were with regard to the 
Manning of Vessels—Pilots. In the 
Supplemental Notice the Coast Guard 
proposed ihof masters, mates, or 
operators of tank barges subfeef to 46 
U.S.C. 3702 could serve as pilots, subject 
to certain limitations and additional 
requirements, on (heir tank barges up to 
20.000 gross tons. Comments from 
individuals associated with the towing 
industry generally supported (he 
proposal. Comments from independent 
pilots and several ports generally 
opposed the proposal. Several 
commenters, especially at the public 
hearings, recommended cut-off figures 
which ranged from 1,000 to 20.000 gross 
tons. 

Comments in support of the proposal 
included the following: 

(1) The towing industry has a good 
safety record. 

(2) Tug and barge units handle 
di^erentiy from selfpropened vessels 
and most independent pilots have not 
had experience on tug and barge units; 
therefore, it is safer to have the master, 
mate, or operator of the tug direct the 
navigation of the tug and barge unit 
rather than an independent pilot 

(3) Interpretation of the law has 
changed. 

(4) Masters, males, or operators have 
operated their units safely without pilots 
for many years. 

(5) There has been no mechanism for 
masters, mates, or operators in the 
towing industry to obtain "any gross 
tons" pilots* licenses because the 
tonnage has been restricted to the 
tonnage of the tug. 

(6) Most lowing companies have good 
training programs, and the company 
would not let an individual be in 
command of a unit if he were not fully 
qualified to handle that particular rig 

(7) The local knowledge issue is 
resolved by the requirement of 12 round 
trips contained in the proposal. 

(8) Tug and barge units do and will 
continue to use independent pilots if smi 
when (hey are needed. 

Comments opposed to the proposal 
included the following: 

(1) The content of the proposal is 
contrary to existing law. 

(2) It was improper to expand the 
original notice of proposed rulemaking 
by interjecting the Manning of Vessels^ 
Pilots package into the supplemenUl 
notice. 

(3) The physical dimensions of tank 
barges pose the same or more iefiou.*i 
problems In narrow confined channelii 
and in ports for safe meeting and 
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I passing than do self-propelled vessels. 

80 the individuals directing the 
navi{^alion of tank barges should have 
i the same lioense qualiHcation 
rfijuiremenis as first clast pilots. 

(4) Masters, mates, and operators 
have not proven the competence 
necessary to serve as pilots because 
they have not passed the examinations 
that first class pilots have passed. 

(5) llie mechanism for a master, route, 
or operator in the towing industry to 
obtain an *'any gross tons** pilot's 
license was contained in the proposal. 
Therefore, masters, males, or operators 
will now be able to become pilots. 

(6) Independent pilots have 
experience on tug and barge untis. Some 
pilot organizations obtain their pilots 
ilmost exclusively from the towing 
iodust^. 

(7) Ine proposal is a contradiction: the 
Coast Guard is proposing to increase 
quulihcations for first class pilots on one 
hand and decrease standards for the 
manning of tank barges on the other 
band. 

(8) fhe pilotage costs and paperwork 
burden are exaggerated. 

One commenter specifically 
questioned the authority of the Coast 
Guard to allow a person to act as pilot 
without specific endorsement on 
vessels over 1.000 gross tons. 48 U.S.C. 
7101. which Is the Coast Guard's 
j authority to establish eligibility 
requirements for the issuance of a 
Federal pilot's license, specifically 
authorized the classification of licenses 
I by the tonnage of vessels, the waters 
I operated on. and •‘other reasonable 
I itnndards*" Within this authority the 
regulations establish the requirements 
for actii^ as pilot of a limited class and 
tonnage of vessels in specified waters. 
The casualty data reviewed during this 
rubmakinig indicates that the standards 
in this rule are a reasonable way to 
meet the needs of safety without 
impofipg unnecessary costs. 

' Ihe Coast Guard is aware of the 
provisions of 46 U.S.C. 7112 regarding 
' L’ndnrsemenls, and wc have considered 
methods to satisfy the requirements of 
' Inal section. ITic primary purpose of 46 
U.S.C 7112 was to relieve the financial 
and paperwork burdens of having the 
individual obtain and the Coast Guard 
issue two separate licenses. In order to 
satisfy the requirements of 46 U.S.C. 
ni2. the Coast Guard intends to 
^dorse masters*, mates* and operators* 

! lj|Wnscs with a statement to the effect 
tnal the individual may serve as a pilot 
tmder the provisions of 46 CFR 157.20-40 
provided the requirements of that 
section have been met. The least costly 
method of accomplishing (his 
endorsement to both the individual and 


the Coast Guard would be to endorse 
existing licenses at the time of license 
renewal. 

Several commenters requested 
clarification of the meaning of “the route 
to be traversed" used in § 157.20-40(c) 
of the supplemental proposal. As used in 
that section, "the route to be traversed" 
means the navigable waters which the 
vessel traverses in going from the high 
seas to its point of destination, or the 
reverse transit. With respect to ports, a 
transit to any dock or berth within a 
particular complex of a port satisfies the 
requirement to all docks or berths in 
that particular complex. 

The Coast Guard proposed raising the 
existing self pilotage tonnage limitation 
so that masters, mates, or operators of 
coastwise tows could serve as pilots on 
tank barges up to 20.000 gross tons, 
subject to certain restrictions and 
additional requirements. That proposal 
was based on a recommendation 
submitted to the Coast Guard by the 
Towing Safety Advisory Committee 
(TSAC) on August 25.1981. Based on the 
analysis discussed below, the final rule 
affirms raising the sell pilotage 
limitation, but changes the cut-off 
tonnage to 10.000 gross tons. 

The Coast Guard reviewed its 
casualty records for fiscal years 1975 
through 1978 and the results of that 
review were contained in the 
Supplemental Notice of Proposed 
Rulemaking published in the Federal 
Register on January 27.1983 (48 FR 
3912). The Coast Guard has updated that 
review and has analyzed its casualty 
records for the fiscal years 1979 through 
1962. The pertinent points of this 
updated review are given in the 
following paragraphs. 

(a) There are approximately 488 
inspected tank barges that are capable 
of being subject to the 46 U.S.C. 8502 
pilotage requirement (466 of less than 
10.000 gross tons and 22 greater than 
10.000 gross tons). 

(b) A review of casualty records of the 
Coast Guard's Merchant Marine 
Investigation Division for the four year 
period FY 79 through FY 82 indicates 
that there was a total of 520 casualties 
involving seagoi^ tank barges that 
resulted in collisions, rammings, or 
groundings. Of these. 91 involved 
instances where the presence of a 46 
U.S.C. 8502 Federal pilot was mandated. 
A Federal pilot was considered 
mandated by 46 U.S.C. 364 in only those 
instances where the voyage include a 
passage on the high seas. This review 
was conducted based on this 
understanding of applicability. 

However. 46 U.S.C. 8502 as amended by 
Pub. L 98-557 makes It clear that such a 
limited reading is no longer intended 


and a Federal pilot is now required on 
inspected coastwise seagoing vessels, 
not sailing on register, whenever they 
are not on the high seas. The casualty 
analysis based on the limited 
interpretation is still appropriate, 
however, because the 91 casualties 
involved those vessels which were 
actually seagoing. A barge whose 
voyage does not include a passage 
beyond the headlands could have its 
certificates of inspection changed from 
coastwise to rivers, or lakes, bays or 
sounds, and would then not be required 
under the law to take a pilot. 

(c) (l] The primary cause of the 91 
casualties have been broken down into 
five general categories. Listed below are 
the causes and the number of casualties 
associated with each cause: 

(1) Improper towing procedures—6 

(ii) Fault of other vessel—5 

(iii) Equipment failure—13 

(iv) Rules of the Road violations—1 

(v) Navigation and pilotage 
knowledge—66 

(2) In those cases in which the cause 
was associated with navigation and 
pilotage knowledge, the breakdown by 
licensed individual in control of the 
vessel was: 

(i) Operator of Uninspected Towing 
Vessel—39 

(ii) First Class Pilot—13 

(Hi) Master Freight ft Towing—5 

(iv) 2nd Mate— 2 

(v) 3rd Mate—3 

(vi) Master Inspected Vessel—1 

(vii) No Record—3 

(d) Based on our analysis of the 
causes of the casualties, of the 66 
casualties associated with navigation 
and pilotage knowledge, the presence of 
a licensed first class pilot could possibly 
have prevented the casualty in 27 
instances, and would probably have not 
prevented the casualty in 39 instances. 

(e) The damage caused by these 66 
casualties was approximately $2,564,800 
over the four year period, or an average 
of $641,200 per year. The damage 
associated with the 27 instances in 
which a first class pilot could possibly 
have prevented the casualty was 
approximately $869,400. or an average of 
$217,350 per year. 

During the preparation of the 
supplemental notice of January 27.1963. 
the Coast Guard requested The 
American Waterways Operations. Inc. 
(AWO) to provide data regarding barge 
movements and pilotage costs of its 
member companies. Data was received 
from AWO which the Coast Guard 
utilized in the supplemental notice of 
January 27.1963. The Coast Guard again 
requested AWO to provide updated 
barge movement and pilotage cost data. 
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AWO submitted summary barge 
movement and pilotage cost data 
obtained from its member companies for 
calendar year 1982. This data was 
received after the close of the comment 
period and because the Coast Guard 
intended to make use of the date 
received from AWO, the comment 
period was reopened and extended to 
November 28.1983. The data received 
from AWO was published in the Fodera! 
Register (48 FR 46556] in order to 
provide notification and an opportunity 
for interested persons to review and 
comment on the data. We received 
eleven written comments on the AWO 
data publishfKi in the Federal Register. 
l*he comments related to barge 
movements and pilotage cost figures for 
several specific ports. The figures 
contained in the comments do not agree 
with the AWO figures; however, wc are 
unable to relate the specific port data to 
the nationwide AWO figures. As will be 
explained later, alternative figures can 
be developed based on the data 
submitted by these commenters. 

The Coast Guard has reviewed the 
updated barge movement and pilotage 
cost data submitted by AWO. Their 
data included four categories of vessel 
movements: Fjilry, Exit. Intro-port, and 
Inler-port. In order to insure consistency 
in comparing costs and casualties, the 
Coast Guard did not take into 
consideration the AWO data included in 
the Intra-port and Inter port categories. 
Using only the Entry and Exit categories, 
barge movements made by AWO 
member companies totaled 9,75Z and 
pilotage costs totaled $7,303,740. In the 
data submitted by AWO. they indicated 
that the percentage of the industry 
responding was 40%. Based on the 
indication that their figures represent 
40% of the industry, total Industry 
figures would be 24.380 barge 
movements and $18,259,350 in pilotage 
costs. This extrapolation is valid only to 
the extent that the remaining 60% of the 
industry had barge movements at the 


same general activity level as the AW*0 
member companies. Additionally, an 
adjustment must be made because the 
figures submitted by AWO included 
barge movements and pilotage costs for 
all sizes of tank barges. As this rule 
relieves only those tank barges up to 
10.000 gross tons, the barge movement 
and pilotage cost figures relating to 
those tank barges over 10,000 gross tons 
must be removed from the total figures. 
Tank barges over 10,000 gross tons are 
4 % of total tank barges. However, as 
these larger barges make fewer 
movements than the smaller ones (due 
to longer voyages and load/unload 
time), total movements have been 
reduced by 2%. As pilotage costs arc 
usually based on a size factor, the 
pilotage cost figure has been reduced by 
6 %. Adjusted total barge movement and 
pilotage cost figures now become 23.892 
and $17,163,769 respectively. Assuming 
that the extrapolation and adjustments 
are valid, an annual casualty rate of one 
casualty per 1,385 barge movements can 
be calculated (23.892-f-17.25) [\72S is 
the average number of casualties per 
year for tank barges of less than 10.000 
GT), or, if only casualties associated 
with navigation and pilotage knowledge 
are considered one casualty per 1,950 
tank barge movements (23,892-r 12.75). 

Additionally, the average pilotage 
cost per baige movement can be 
calculated as $718 ($17,163,789-^23.892). 
Accordingly, as indicated earlier, and 
based on the data submitted by AWO, 
the provisions of this regulation would 
have eliminated the requirement for the 
towing industry to incur pilotage costs 
of $17,163,789 in 1982, and will eliminate 
this pilotage requirement, with its 
attendant costs, for future years. 

As staled earlier, with regard to the 
comments received in response to the 
AWO data published in the Federal 
Register, alternative figures can be 
developed based on the data submitted 
by the commenters. T!ie data submitted 
by the commenters did not agree with 


the AWO data. Some commenters 
reported fewer tank barge movements, 
some reported a greeter number of 
movements. All commenters who 
commented on pilotage costs indicated 
that their average pilotage costs were 
lower than the pilotage costs reported 
by AWO. Using the lowest average 
pilotage cost figure reported by a 
commenter for 1982 of $504. and using 
the tank barge movement figure reported 
by AWO of 23.892 (contain^ in an 
earlier paragraph and as adjusted), 
yields a total pilotage cost figure of 
$12,041,568 (23,892 X $504). Therefore, a 
more accurate total pilotage cost figun; 
for 1982 probably lies somewhere 
between $12,041,568 and $17,163,789 

Two conclusions con be drawn from 
the above data. First, having a licensid 
first dass pilot directing the navigation 
of tug/barge combinations would not 
necessarily reduce the casualty rate. In 
the 66 casualties involving navigation 
and piloting knowledge, a licensed first 
class pilot was controlling the tug/bjrge 
unit in 13 instances, a 20% partidpation 
rate. S^,ondly, it would not be cost 
effective to require licensed first class 
pilots at an estimated annual cost of 
between 12 and 17 million dollars to 
prevent an estimated $217,350 average 
annual cost associated with the 
casualties which a first class pitot may 
have been able to prevent 

The data on the 66 casualties 
assodated with navigation and pilotage 
knowledge was analyzed to determine 
whether there was any relationship 
between the size of the tank barge and 
these casualties. 

As can be seen in the following tabis 
and graph, there are three logical gross 
tonnage break points; 4,000.9,000, and 
10,000 gross tons. We have selected ths 
10,000 gross tons cut-off figure because 
there is a sharp increase in the fiumhor 
of casualties per tank barge for tank 
barges greater than 10,000 gross tons 
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Our review of the 66 casualties 
issaciatcd with navigation and pilotage 
biowledge indicates that tank barges 
greater than 10.000 gross tons were 
involved in casualties at a rate 7 times 
greater than those tank barges of less 
than 10.000 gross Ions. Tank barges 
greater than 10.000 gross tons comprise 
only 4,5% of the tank barges yet they 
were involved in 25.6% of the casualties 
associated with navigation and pilotage 
knowledge. In addition, of the 27 
casualties where a licensed first class 
pilot could possibly have prevented the 
casualty. 25.9% involved tank barges 
greater than 10.000 gross tons. With 
regard to the dollar damage caused by 
the 27 casualties associated with 
navigation and pilotage knowledge. 45% 
(390,000<r 669.400] of the damage was 
caused by tank barges greater than 
laooo gross tons. Tank barges of greater 
than 10,000 gross tons are generally 
nore than 450 feet in length. The 
potential effects of a casualty involving 
these larger barges is far greater than 
the smaller ones. Larger tank barges are 
generally involved in longer voyages 
and are not In and out of ports as 
frtqucndy as the smaller barges and 
consequently provide less opportunity 
lor the operator to acquire local 
knowledige. Therefore, the Coast Guard 
considers it necessary that the 
iivdividual directing the navigation of 
these larger vessels demonstrates the 
additional competence of possessing a 
first class pilot's license. 

As indicated earlier, it is obviously 
not cost effective to require barges to be 
under the control of a locally hired first 
class pilot, yet there are statutory 
pilotage requirements that must be met. 
In this rulemaking the Coast Guard has 
attempted to devise a reasonable means 
of accommodating the Congressional 
concern that these barges be navigated 
safely. By establishing a practical means 
whereby the regularly employed 
personnel operating towing vessels can 
qualify as pilots of most tank barges, 
costs can be minimized. The Coast 
Guard recognizes, however, that the 
additional experience required by this 
rule is not fully comparable to that 
required of applicants for a first class 
pilot's license or endorsement and is 
therefore restricting this alternative to 
those barges having the safest record. In 
addition to having a markedly belter 
safely record, based on the data 
available, the smaller barges present 
l«s risk of serious consequence when 
an accident does occur. The Coast 
Guard believes that providing this 
alternative to barges unocr 10.000 gross 
tons will not adversely affect safety and 
will result in lower costs for that major 


portion of the industry than if required 
to carry first class pilots. While this 
leaves approximately 4% of the barge 
industry subject to the requirement to be 
under the control of a first class pilot 
when in pilotage waters, the available 
data provides no logical cut off above 
10.000 gross tons and the Coast Guard 
has determined that eliminating the 
requirement for a first class pilot on all 
tank barges, regardless of size, would 
not be in accord with the spirit and 
intent of the statutory requirement. 

Evaluation: The Coast Guard has 
reviewed this final rule under Executive 
Order 12291 and has determined thot it 
is not a major regulation. 

The original proposal was considered 
a significant regulation under the then 
existing Department of Transportation 
guidelines because it was likely to be 
controversial. The comments received 
have supported that conclusion. 
Although the proposal was modified in 
response to the comments received, 
some controversy may remain. 
Accordingly, the final rule remains 
classified as a significant regulation. As 
modified, it is not expected to have a 
significant economic impact. A 
regulatory impact analysts is not 
required however, a final evaluation 
has been prepared and has been 
included in the public docket. A copy of 
the final evaluation may be obtained 
from: Commandant (G-CMC/21). (CGD 
77-084). U.S. Coast Guard. Washington. 
D C. 20593. 

This rule will not require any major 
expenditures by the maritime Industry, 
consumers. Federal, state, or local 
governments. The statutory requirement 
for an annual physical examination will 
necessitate an increase in expenditures 
by the pilots in order to pay for their 
physical exams. These costs could total 
as much as $2,190,000 annually, 
depending upon the number of 
individuals who choose to be pilots 
under 46 CFR 167.20-40. The actual 
increase in costs is likely to be less 
because many pilots already take 
annual physical examinations and it is 
not likely that all of the individuals that 
could qualify under 46 CFR 157.20-40 
will do so. 

The requirement that a pilot make a 
re-familiarizalion round trip if the pilot 
has not had recent service over a route 
could cause the pilot to incur the 
expenses of making such a trip. These 
expenses have been minimized in the 
final rule by allowing a chart and 
publication review in lieu of an actual 
trip, for long or extended routes. 
However, this re-familiarization round 
trip is required only if the pilot has not 
served within 60 months and the pilot 


desires to retain or reinstate 
qualifications for that route. Because of 
these factors it is impractical to estimate 
the possible costs. 

Additionally, the Coast Guard has 
reviewed this rule under the Regulatory 
Flexibility Act (Pub. L. 96-354) and 
certifies that this rule will not have a 
significant economic impact on a 
substantial number of small entities. The 
proposal does not place any additional 
burdens or requirements on the affected 
industries, such as pilot associations, 
shipping companies, or towboat 
companies, some of which may qualify 
us small entities, and in fact will relieve 
some of the present burdens. 

Many pilots are employees of shipping 
or towing companies. Other pilots are 
generally members of pilot associations 
and have been considered independent 
contractors in most circumstances. 
Usually, membership in a pilot 
association is similar to a form of 
partnership in which the pilot fees are 
collected by the association and, after 
the expenses of the association have 
been paid, the balance remaining is 
distributed among the member pilots. 
Therefore the Coast Guard is not 
considering the individual pilot as a 
small entity. 

List of Subjects 

46 CFR Part 10 

Seamen, Marine safety. Navigation 
(water). Passenger vessels. 

46 CFR Part 157 

Seamen. Vessels. 

In consideration of the foregoing. Part 
10 and Part 157 of Title 46 of the Code of 
Federal Regulations are amended as 
follows: 

PART 10—UCENSING OF OFFICERS 
AND MOTORBOAT OPERATORS AND 
REGISTRATION OF STAFF OFFICERS 

1. The authority citation for Part 10 is 
revised to read as follows: 

Authority: 46 US-C 7101; 49 CFR 1.46 (b). 

2 . Section Sl0.02-5(b) is revised to 
read as follows: 

§ 10.02-5 Requirements for origlnei 
licenses. 

• • • • • 

(bj Minimum age. Any person who 
has attained the age of 21 years and is 
qualified in all other respects, is eligible 
for a licenBe, except that a license as 
third mate or third assistant engineer 
may be granted an applicant who has 
reached the aj^ of 19 years and who is 
qualified in all other respects, but no 
such license may be raised in grade 
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before the hoUler reaches (he age of 21 
years. 


$9 10.0S-39. iaOS-41.10.06-42, and 10i>&- 
43 (RamovadI 

3. Remove H 10.05-39.10.06-41, 
10.05-42,10.05-43. 

4. Add a new subpart 10j07 to read as 
follows: 

Subpsrt 10.07—Profa ssl ooal Raqolrements 
for pools Ucansea 

Smx 

10.07-1 Application fb( ongtnal license. 
10.07-3 Service requiremfmts. 

10.07-11 Endorsement (o maiitrr§*, mates', or 
operator of uninspected towing veesel 
license as first cIm pilot or the addition 
of RouteCs) to a first dau pikH'a license. 
10J07-7 Raquirnd exaotlAalkvns (or first 
dess pilots. 

10.07-0 l^ysk:al examioation requlremanta 
for a license or endursement at first data 
pilot 

10,07-11 Limitations. 

10.07-13 Requirements for maintaining 
current knowledge of wators to be 
nerigaled. 

10.07-15 Evaluation of axperience not listed. 

Silbpart 10.07—Professional 
Requirements for Pilots Ucenses 

9 1007-1 Application for original license. 

(a) An applicant for an odginaJ first 
class pilofs license shall furnish 
discharges, letters, or other 
docii]iu>ntary evidence certifying: 

(1) The name and gross tonnage of the 
vessels the applicant has served aboard; 

(2) The period of service; 

(3) The dates, beginning and ending 
tlme^ and route description of rtMmd 
trips made; and 

C4) The capacity in which the 
applicant served. 

(b) Photoslatic copies of the 
documents listed in (a) above may be 
accepted for filing with the application. 

9 10.07-3 Service requirementa 

(a] The minimum service required to 
qualify an applicant for an original 
license as first class pilot is predicated 
upon the nature of the waters for which 
pilotage is desired. 

(1) General Routes (routes not 
restricted to rivers, canals and small 
lakes). The applicant must have thirty- 
six months' service in the deck 
deportment of steam or motor vessels 
navigating on oceans, coastwise. Great 
Lakes, or bays, sounds, and lakes other 
than the Great Lakes, as follows: 

(i) Eighteen months of the 36 months* 
service must be as quartermaster, 
wheelsman, able seaman, apprentice 
pilot, or in an equivalent capacity, 
standing regular watches at the wheel or 


in the pilothouse as part of routine 
duties. 

(ii) At least 12 months of the 18 
months* service required in paragraph 
(a)(lKi) of this section must be on 
vessels operating on the dass of %vaters 
for which pilotage is desired. 

(iii) At least th^ months of the 
required 36 months* service must be 
obtained within the 38 months 
immefliatcly preceefing the date of 
application. 

(2) River Routes. The applicant must 
have at least 36 months* service in the 
deck department of any vessel induding 
at least 12 months* service on vessels 
operating on the waters of rivers while 
the applicant is serving In the capacity 
of quartermaster, wheelsman, 
apprentice pilot or deckhand who 
stands watches at the wheel as part of 
routine duties. At least three months of 
the required 36 months* service mutt be 
obtained within the 36 months 
immedtsteiy preceding the date of 
application. 

(3) Canal and Small Lakes Routes. 

The applicant must have at least 24 
months* service in the deck department 
of anv vessel including at least 8 
months' service on vessels operating on 
canab or waters of small bkes. At least 
three months of the required service 
must be within the 24 months 
immediately preceding the date of 
application. 

(b) In addition to the service required 
by paragraph (a) of this section, the 
applicant shall fi^sh evidence of 
having made a minimum number of 
round trips while serving as 
quartermaster, wheelsman, able 
seaman, apprentice pilot or in an 
eqivalent capacity, standing regular 
watches at the wheel or in the 
pilothouse as part of routine duties, over 
the route for which the applicant seeks 
the license as first class pilot The 
Officer in Charge. Marine Inspection 
having jurisdiction determines, within 
the range limitations of this paragraph, 
the number of round trips reqnir^, 
considering the geographic configuration 
of the waterway, the and size of 
vessels using the waterway, the known 
hazards Involved, including waterway 
obstructions or constrictions such os 
bridges, narrow channels or sharp turns, 
bockgroond lighting effects, abundance 
or absence of aids to navigation, and 
other similar factors. The range of round 
trips for an original license is a 
minimum of 12 round trips and a 
maximum of 20 round trips. Unices 
determined to be impracticable by the 
OCM1, 25% of the round trips required 
by the OCMI must be made durhig the 
hours of darkness. 


(c) One of the round trips required In 
paragraph (b) of thb section must be 
made over the route within six month'i 
immediately preceding the date of 
application. 

(d) A graduate of the Great Lakes 
Maritime Academy in the deck class 
meets the service requirements for a 
license as first class pilot on the Great 
Lakes provided he or she meets the 
requirement of paragraph 

(e) The period of lime spent by an 
applicant surxesafully completing a 
course of pilot training approved by the 
Comniai)daDl may be accepted as die 
equivalent of a portion of the service 
required in paragraph (a) of thisseebor 
and round trips made during this 
truiniiig may apply toward the round 
trip requirements of paragraph (b) of thif 
section, but m no case will an applicant 
for a first class pilot's license be 
considered qualified with respect to 
service without a minimum of nine 
months of shipboard service. The 
portion of the service to be accepted at 
the equivalent of the service required in 
paragraph (a) and any constructive 
credit allowed for round trips required 
by paragraph (b] of this section will be 
identify at the time the Commandan' 
approves the particular course. 

9 10.87-S Eneforsemeni to master's mate s 
Of operator of uni nsp ected lowing vessel 
license ae first ctase piot or the atMIUon of 
route(t) to e first dase pfiofe Moense. 

(a) A master or mate, authorized to 
8 cr\"e on vessels of over 1,000 gross tom 
an operator of uninspected towing 
vessel, or a first class pilot shall furnish 
evidence of the following service to 
qualify for examination as a first class 
pilot or for the addition of route(s) to sa 
existing first dase pilot's license: 

(1) Three months' service under the 
authority of the existing license wHhin 
the past 36 months; and 

(2) Completion of the number of round 
trips over the route specified by the 
O^cer in Charge, Marine Inspection 
within the range limitations of this 
paragraph, for the particular grade of 
existing license held. The range of round 
trips for an endorsement is a ndnimum 
of 8 round trips and a maximum of 15 
round trips. Unless determined to be 
impracticable by the OCML 25% of the 
round trips required by the CXIMl must 
be made during the hours of darkness 

(b) One of the round trips required in 
paragraph (a)(2) of this section must be 
made over the route within six monihs 
immediately preceding the date of 
application. 
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{10.07-7 Required examirvation for first 
da&i pilots. 

(a) An appUcanI for an original license 
as first class pilot is required to pass an 
examination that includes: 

(1| Evidencing knowledge of the 
following subjects: 

(1) Navigational Rules applicable to 
the route, including regulations^ssuod 
thereto, 

(ii) Pilot rules. 

(iii) Use of tide and current charts and 
tables; knowledge of weather, and 
winds. 

(iv) Chart navigation, use of Coast 
Pilot and light lists. 

(v) Aids to navigation, including local 
Notice to Mariners systems. 

(vi) Ship handling. 

(viij Pollution prevention and 
abati'ment 

(viii) The Captain of the Port 
regulations and the Vessel Traffic 
S^ice procedures, if applicable, for the 
route desired. 

(ix) Any other subject the Officer in 
Charge, Marine Inspection considers 
ner.essary to establish the applicant’s 
proficiency; and 

(2) Sketching a chart of the route and 
waters applied for, evidencing 
knowledge of: 

(i| Recommended courses; 

(ii) Distances; 

(iii) Prominent aids to navigation; 

(iv) Depths of water in channels and 
over hazardous shoals: and 

(v) Other important features of the 
route, such as the character of the 
bottom. 

(b) The Officer in Charge, Marine 
Inspection, may accept chart sketching 
of only a portion or portions of the route 
for long or extended routes. 

(c) An applicant for extension of a 
first class pilot’s route or endorsement 
of a master's, mate’s, or operator of 
uninspected towing vessel license as 
first class pilot is required to pass an 
examination as prescribed in 
ptiragrapha (a)[l)(i). (ii). (viii), (ix). and 
(2) of this section. 

i 10.07-9 Physical examination 
^•Qulrementa for a Ucense or endorsement 
ss first class pHot 

(a) An applicant for an original license 
as first class pilot shall meet the 
physical examination requirements 
specified in $ 10.02-5(e)(l)-t3) and (7) of 
Ibis part. The results of this examination 
roust be recorded on Coast Guard form 
C^924 or equivalent and submitted 
with the application. 

(b) Every person holding a license or 
endorsement as first class pilot shall 
have a thorough physical examination 
each year while holding the license or 
endorsement, except that this 


requirement does not apply to an 
individual who will serve as a pilot only 
on a vessel of less than 1.600 gross tons. 

(c) Each physical examination must be 
conducted by a licensed physician. 

(d) Each physical examination must 
meet the requirements specified in 
paragraph (a) of this section, except that 
§§ 10.02-9f(3) and (5) shall apply and 
the first class pilot must have 
correctable vision to at least 20/40 In 
each eye. Anyone whose uncorrected 
vision exceeds 20/40 in each eye must 
wear corrective lenses and carry spare 
lenses on board a vessel while serving 
under the authority of the license. 

(e) If the individual holding a first 
class pilot’s license or endorsement does 
not satisfactorily complete a physical 
examination within 90 days prior to the 
anniversary date of the issuance of the 
license, the first class pilot license or 
endorsement held is invalid as of the 
anniversary date and the pilot may not 
operate under the authority of that 
license or endorsement until a physical 
examination has been completed. 

(f) Upon request, a first class pilot 
shall provide the Coast Guard with a 
copy of his or her most recent physical 
examination. 

(g) An applicant for renewal of a 
license or endorsement as first class 
pilot shall satisfactorily complete within 
90 days prior to renewal, and file with 
the CXIMI. a physical examination 
meeting the requirements specified in 
paragraph (d) of this section. 

910.07-11 Umitatioos. 

(a) The Officer in Charge. Marine 
Inspection, issuing a license or 
endorsement as first class pilot, imposes 
appropriate limitations commensurate 
with the experience of the applicant 
with respect to class or type of vessel, 
tonnage, route, and waters. 

(b) In order to obtain a tonnage 
endorsement of “any gross tons” on a 
first class pilot's license or endorsement 
on a master’s or mate’s license as first 
class pilot the applicant must have 
sufficient experience on vessels of 1.600 
gross tons or over. 

(1) An applicant is considered to have 
suiTicient experience if the applicant has 
18 months’ experience as master, mate, 
quartermaster, wheelsman, able 
seaman, apprentice pilot or in an 
equivalent capacity, standing regular 
watches at the wheel or in the 
pilothouse as part of routine duties, on 
vessels of 1.600 gross tons or over, and 
two thirds of the minimum number of 
round trips required for the route have 
been on vessels of 1,600 gross tons or 
over. 

(2) If an applicant does not meet the 
requirements of paragraph (b)(1) of this 


section the applicant must complete a 
number of additional round trips, as 
determined by the OCMI. within the 
range contained in § 10.07-3(b) or 
9 10.07-5(a)(2). as appropriate, on 
vessels of 1.600 gross tons or over. 

(3) For purposes of this section, for 
experience with respect to tonnage on 
towing vessels, the combined gross 
tonnage of the towing vessel and the 
vessels) towed will be considered. 

9 10.07-13 Requirements for maintaining 
current Knowledge of waters to t>e 
nsvigated. 

(a) If a first class pilot has not serx^ed 
over a particular route within the past 60 
months, that person's license or 
endorsement is invalid for that route, 
and remains invalid until the first class 
pilot has made one reTamiliarizatlon 
round trip over that route, except as 
provided in paragraph (b) of this section. 
Renewal of a license or endorsement 
within the GO month period has no effect 
on this requirement. Round trips made 
within 90 days of renewal will be valid 
for the duration of the renewed license 
or endorsement. 

(b) For long or extended routes, at the 
discretion of the OCMI. the re- 
familiarization requirement may be 
satisfied by reviewing appropriate 
navigation charts, coast pilots, tide and 
current tables, local Notice to Mariners, 
and any other materials which would 
provide the pilot with current knowledge 
of the route. Persons using this method 
of re-familiarization shall certify, when 
applying for renewal of their license or 
endorsement, the material they have 
reviewed and the dates on which this 
was accomplished. Review within the 90 
day period preceding renewal will be 
valid for the duration of the renewed 
license or endorsement 

§ 10.07-1$ Evaluation of experience not 
listed. 

When an applicant presents evidence 
of service or experience which does not 
meet the specific requirements of the 
regulations in this part but which in the 
opinion of the Officer In Charge. Marine 
Inspection, is a reasonable equivalent 
thereto, the application for license with 
supporting data is submitted to the 
Commandant for evaluation, together 
with the recommendation of the Officer 
in Charge, Marine Inspection. 

PART 157—MANNING 
REQUIREMENTS 

5. The authority citation for Part 157 is 
revised to read as follows: 

Authority: 46 U.S.C 3703. BIOS. 9102; SO 
U.S.C 198: 49 CFR 1.46(b). 
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6 . 46 CFR 157.20-^ is rwlaed ta read 
at follows: 

9157.20-^ PllotB. 

(a) Every coastwise saagoing vessel 
propelled by machinery and subject to 
inspection for certincation. and seagoing 
tank barges subiect to 46 U.S.C. Chapter 
37. must when underway, except on the 
high seas, be under the direction and 
control of a pilot licensed by the Coast 
Guard or an individual authorized by 
the Coast Guard to act as a pilot. 

(b) |Reserved| 

(cj The requirements of paragraph (a) 
of this section are satisHed when the 
vessel is under the direction and conlrol 
of either. 

(1) A first class pilot holding a valid 
license issued by the Coast Guard, 
acting within the restrictions of his or 
her Ucenso. or 

(2) An individual holding a vahd 
iicense iisuod by the Coast Guard as 
master, mate* or operator, employed 
aboard a vessel, within the restrictions 
of his or her iicense and the limitations 
of paragraph (d) and (e) of this action, 
provided he or she: 

(i) 1 las reached the age of 21 years; 


(ii) Complies with the currency of 
knowledge provTsions of 46 CRF 10.07- 
13. and 

(lit) Compiles with the physical 
examination reqommenls of 46 CFR 
io.cr-a 

(d) A licensed master or male 
quaiifsrif^ under subparagraph (cK2) of 
this section may serve as pOot of a 
coastwise seagoing vessel of not more 
than 1.000 gross tons pn>pe]led by 
machinery and subject to inspection for 
certificatian. provided the ih^vidual has 
four round trips, over the route to be 
traversed. 1 of which must be made 
during the hours of darkness if the route 
is to be traversed during darkness, while 
in the whcelhouse as watchstander or 
observer. 

(e) A licensed individual qualifying 
und^ subparagraph (cj(2) of this section 
may serve as pilot of coostwise seagoing 
tank barges or tank barges operating 
upon the Great Lakes, totaling not more 
than 10.000 gross tons carrying cargoes 
subject to the provisions of 46 U.S.C. 
Chapter 37 provided the individual: 

(1) Has twelve round trips, over the 
route to be traversed, 3 of which must be 
made daring the hours of darkness if the 


route is to be tr a ver se d during darkru <i^ 
as as observer or under instruction in 
the wheeihouse. and 

(2) Has at least six months* service io 
the deck department on towing vess^jh 
engaged in towing operations. 

(f) [Reserved] 

(g) In any instance when the 
qualifications of a person discharging 
the requirement for pilotage throu^ the 
provisions of this kubpart are questioneii 
by the Coast Guard, the^dividual shall 
provide the Coast Guard with 
documentation proving compliance wUh 
paragraph (c) and the applicable 
portionfs) of paragraph (d] or fe) of this 
section. 

(h) An Individual may not serve ai 
pilot on any radar equipped vessel of 
300 gross tons or more unless qualified 
as "radar observer." (See {10.06^ oi 
this part for radar observer 
requirements.) 

7. Remove 46 CFR 157.30-^ 

Deled: Jaae Vk 1066. 

|S. Grafisy, 

Admiral US^ Coaai Coord Commandant 
|FR Doc. 65-15026 FUed 6-21-69; 6:45 an| 
StUiNO coot 
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department of transportation 

Coast Guard 

46 CFR Parts 10 and 157 

ICCOS4-060) 

Ucenting of PIfots; Manning of 
Vessela— PHoU 

AOEKCV: Coast Guard. DOT. 

AcnOM: Notice of proposed rulemaUng. 

summajiy: The Coast Guard is proposing 
additiofial amendments to the 
regiilatiom regarding the licensing of 
pilot and the manning of vessels—pilots. 
This proposal would: (1) Increase the 
^ss tonnage aulhorization of licensed 
officers to ser\'e as pilots on self- 
propelled coastwise seagoing vessels 
from 1.000 gross tons to 1.600 sross tons. 
(2) require Ihrst class pilots to have 
experience on vessels of more than 
4a000 gross tons in order to be 
sothorized to pilot vessels of more than 
50.000 gross tons. (3) define **coastwise 
teagoing vesseP* * for pilotage purposes. 

(4) define •‘pUotage waters.” (5) require 
pilots on Great Lakes vessels, and (6) 
allow a xvritten test alternative to the 
chart sketdi for a Brst class pilot's 
license restricted to hig and barge only. 
This proposal supplements the 
Supplemental Notice of Proposed 
Rulemaking (46 FR 3912) regarding the 
Licensing of Pilots: Manning of 
Vessels—4Slots. Thes?? proposals are 
closely related to but not within the 
scope of the Final Rule (CGD 77-064) 
being published simultaneously with the 
Notice. 

DATCS: Comments must be received on 
or before September 23.1986. 

AODREsaes: CommenU should be 
mailed to Commandant (G-CMC/21) 
(CCD 84-000). U.S. Coast Guard. 
Washington. O.C 20593. Between 7:30 

• m. and 3:30 p.nu, Monday through 
Friday, comments may be delivered to 
•nd will be available for inspection or 
copxing at the Marine Safety Council 
(0-CMC/2U Room 2110. U.S, Coast 
Guard i ieadquarters. 2100 Second 
Street, S.W., Wsshington. D.C 20593. 

(282) 428-1477. 

FURTHEH tNFOfUIATION CONTACr. 
hlr. )ohn). f iartke. OfTice of Merchant 
J^rine Safety (C-MVP/12). Room t2ia 
US, Coast Guard Headquarters. 2100 
Second Street S. W.. Washington, D.C 
20593. (202) 426-2985. 

SUrpUEtlOfTARY INFORMATIOM: 
hileresled persons are invited to 
participate In this rulemaking by 
Bubmitting ivritten data, views, or 
Afguments. Written comments should 
t^'cludc the docdiel number (CGD 84- 


060). the name and address of the 
person submitting the comments, and 
the specific section of the proposal to 
whit^ each comment is addressed. 
Persons desiring to acknowledgement 
that their comn^t has been received 
should enclose a stamped, self- 
addressed postcard or envelope. Ail 
comments received will be constdered 
before final action is taken on this 
proposal. No public hearings are 
planned, but they may be held if written 
requests for a hearing ore received and 
it is determined that the opportunity to 
make oral presentations will aid the 
rulemaking process. 

Drafting Information 

The principal persons involved in 
drafting this proposal are: Mr. John ). 
Hartke. Project Manager. Office of 
Merchant Marine Safety and 
Commander Ronald C ZabeL Project 
Attorney, Office of the Chief Counsel. 

Discussion of the Proposed Regulations 

The Coast Guard is proposing to 
increase the tonnage authorization of 
licensed officers to serve as pilot on 
self-propelled coastwise seagoing 
vessels subject to inspection from 1.000 
gross tons to 1.600 gross tons, and 
adding the requirement that, in order to 
be authorized to do so. the individual 
must have four round trips. 1 of which 
must be made during the hours of 
darkness, over the route to be traversed. 
This requirement would be self 
enforcing due to the conseciuences of 
acting as a pilot on an invalid license. 
This is proposed In order to conform 
with various other proposed licensing 
regulations dealing with all licensed 
officers, and the internationally 
accepted standard contained in the 
International Convention on Standards 
of Training. Certification and 
Watchkeeping for Seafarers. 1978. 

There arc three statutes under which 
the Coast Guard requires federal pilots. 

(Ij 46 U.S,C. Chapter 93 concerns 
foreign vessels and U.8. registered 
vessels operoting on the Great Lakes. 
This proposal does not deal with pilots 
required by this statute. They are the 
subject of a separate set of regulations. 

(2) 46 U.S.C. 8502 requires a coastwise 
seagoing vessel propelled by machinery 
and subject to inspection for 
certification, sailing under a coastwise 
license, when underway, except on the 
high seas, to be under the direction and 
control of a pilot licensed by the Coast 
Guard. Pilots required under this statute 
are dealt with in the final rule (CGD 77- 
064) being published simultaneously 
with this document, and in 46 CFR 
157.20-40 (a) and (d) of this notice of 
proposed rulemaking 


(3) 46 U.S.C. 8101 concerns the 
complement of inspected vessels. While 
Pub. L 96-378 amended section 4428 of 
the Revised Statutes by replacing the 
word ^pilol” with ”dedc officer,” the 
Coast Guard is authorized under 46 
U.S.C. 8101 to determine the 
complement of licensed individuals, 
including pilots, considered necessary 
for a vessers safe operation. Under 46 
U.S.C. 8101. the Coast Guard continues 
to require pilots on certain vessels 
subject to inspection operating 
exclusively on pilotage waters of the 
United Stales. Riots required under this 
statute ere dealt with in this notice of 
proposed rulemaking under 46 CFR 
157.2(V-40 (a), (b) and (f). 

The Coast Guard is continuing the 
present requirement for masters and 
mates, and first class pilots, on vessels 
subject to inspection, in excess of 1.800 
gross tons, upon the Great Lakes, and 
rivers, or lakes, bays and sounds other 
than the Great Lakes. The Coast Guard 
feels that it is important for these inland 
route vessels to have on board 
individuals who possess broader deck 
officer type of knowledge, for example, 
cargo handling, stability, lifesaving 8 
firefighting, in addition to pilot type of 
skills (shiphandling 8 local knowledge). 
There is no requirement for a pilot on 
these inland route vessels of less than 
l.flOO gross tons. Therefore, the 
requirements of 21 years of age, the 
annual physical examination, currency 
of knowledge provisions, and round 
trips do not apply to the individuals on 
these vessels of less than 1.600 gross 
tons. In addition, inland route lank 
barges are exchidc^d from the 
requirements of this regulation. A 
Supplemental Notice of Proposed 
Rulemaking regarding Licensing of 
Officers and Operators and Registration 
of Staff Officers (CGD 81-059) will be 
published in the Federal Register in the 
near future dealing with changes to the 
requircfnents for all masters and mates. 
It is suggested that individuals %v]th an 
interest in the licensing of ofFicers also 
participate in the above Identirted 
rulemaking. 

The Coast Guard is also proposing 
that no first class pilot may serve as 
pilot on any vessel of more than 50.000 
gross Ions unless the individual pilot has 
made 12 round trips as pilot or observer 
over the route to be traversed on vessels 
of more than 40.000 gross tons. This is 
proposed in order to satisfy the concern 
of Congress and several commeniers as 
to insuring that indixiduals have 
experience on vessels of a relatively 
sulistantial size. A number of comments 
received on the supplemental notice of 
proposed rulemaking (48 FR 3912) 
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pointed out that a vessel of 1.000 gross 
tons or even 4.000 gross tons is really 
not considered to a very large vessel. 
The Coast Guard agrees with those 
comments that something additional is 
necessary in order to insure that pilots 
have experience on larger vessels. 
Comments arc requested not only on 
this general concept but also with regard 
to the gross tonnage figures for the 
round trip requirement (50.000 GT and 
40.000 GT in this proposal). This 
proposal, that no pilot may operate 
under the authority of his pilot's license 
on vessels of more than 50,000 gross 
tons unless he has made 12 round trips 
over the route on vessels of more than 
40.000 gross tons, will be self enforcing 
due to the consequences of acting as a 
pilot on an invalid license. 

The Coast Guard required a pilot on 
vessels operating on the Great Lakes 
under the authority of the old 46 U.S.C. 
404. While Pub. L 96-378 amended 
section 4426 of the Revised Statutes by 
replacing the word "pilot" with "deck 
officer," the Coast Guard is authorized 
under 46 U.S.C. 8101 to determine the 
complement of licensed individuals, 
including pilots, considered necessary 
for a vessel's safe operation. The Coast 
Guard is proposing that pilots continue 
to be required on vessels operating on 
the Great Lakes. As already indicated, 
this will not change the requirement for 
a pilot on vessels operating on the Great 
Lakes. 

The Coast Guard has not published a 
definition of what a coastwise seagoing 
vessel is for pilotage purposes. Seagoing 
has been defined in the statutes for 
other purposes, but not with regard to 
pilot requirements. For the applicability 
of vessel inspection, 46 U.S.C. 2101 (32) 
and (33) define "seagoing barge" and 
"seagoing motor vessel" by reference to 
"Boundary Lines" established by the 
Coast Guard under 33 U.S.C. 151. Since 
the statute governing Federal pilotage 
does not refer to 33 U.S.C. 151. the 
"Boundary Lines" are not applicable. 
The Coast Guard has interpreted 
"seagoing" in former 46 U.S.C. 364 (now 
46 U.S.C. 8502) as proceeding beyond 
the headlands. Because of the 
widespread misunderstanding of the 
effect of "Boundary Lines" and to clarify 
when a vessel is required to have a 
pilot, or a person acting as a pilot the 
Coast Guard is now proposing to define 
coastwise seagoing vessel for pilotage 
purposes as follows: A "coastwise 
seagoing vessel," for purposes of the 
manning of vessels by pilots or for 
individuals acting as pilots, means a 
vessel that at any time is authorized by 
its Certificate of Inspection to proceed , 
beyond the headlands. 


The Coast Guard has not published a 
definitive statement as to where pilotage 
waters begin, and at least one 
commentcr states that pilotage waters 
should be more clearly defined. Our 
present position is that the line 
delineating pilotage waters from non¬ 
pilotage waters is a line drawn across 
the headlines at the entrance to bays, 
rivers, or harbors. The Coast Guard is 
now proposing to define pilotage woters 
as follows: 

"Pilotage waters" as used in Subparl 
157.20-40 interprets the phrase "except 
on the high seas" appearing in 46 U.S.C. 
8502 and means generally the navigable 
waters of the United States shoreward 
of the ten (10) fathom sounding line 
depicted on charts except in the 
following cases: 

(1) When the 10 fathom line is beyond 
the territorial sea. pilotage waters will 
be the waters shoreward of the 
territorial sea boundary. 

(2) When the 10 fathom line is inside 
the headlands at the entrance to bays, 
rivers, or harbors, pilotage waters will 
be shoreward of a line drawn between 
the headlands. 

(3) The navigable waters of the United 
States cast of a line drawn from the 
northernmost point of Angeles Point. 
Washington, to the Traffic Lane 
Separation Lighted Buoy ]A. Latitude 
48*14.2' N.. Longitude 123*28.9' W in the 
Strait of Juan de Fuca. are pilotage 
waters. 

There arc a number of other lines 
which are used for various other 
purposes, however, they are not 
appropriate to delineate pilotage waters 
and are not identified on all charts. The 
Coast Guard is proposing that the 10 
fathom line be used to delineate pilotage 
waters because it closely conforms to 
present practice and it is clearly shown 
on all large scale charts. In some areas, 
such as where there are numerous 
offshore islands, use of the 10 fathom 
line alone may not be practical. 
Comments are invited identifying these 
areas and suggesting alternative 
delineating lines. 

Public Law 98-557 amended 46 U.S.C. 
8502 by adding that the Secretary shall 
designate by regulation the areas of the 
approaches to and waters of Prince 
William Sound. Alaska, on which a 
vessel subject to 46 U.S.C. 8502 is not 
required to be under the direction and 
control of a pilot licensed under 46 
U.S.C. 7101. 

The Coast Guard is therefore 
proposing the following additional 
exceptions to the general definition of 
Federal pilotage waters: 

(1) Pilotage waters for the navigable 
waters of the United States within 


Prince William Sound. Alaska, are only 
as follows: 

(a) Northeast of a line drawn from 
Plaint Freemantel (Latitude 60*55.7* N. 
Longitude 146*58.3' WJ to Rocky Point 
Light 10 (Latitude 60*57.1’ N. Longitude 
146*46.0* W) in Valdez Arm. 

(b) East of a line drawn from Sheep 
Point (Latitude 60*36.9* N. Longitude 
146*00.5* W) to position Latitude 60*34 T 
N. Longitude 145*58.2* W on the 
headlands of Windy Bay, Hawkins 
Island. 

(c) West of a line drawm from Point 
Pigot (Latitude 60*48.1* N. Longitude 
148*21.3* W) to Point Cochrane (I,otitude 
60*46.0' N. Longitude 148*21.7* W). 

(2) Pilotage waters for the naxigable 
waters of the United States within 
Southeast Alaska are as fallows: the 
navigable waters within the territorial 
sea between Dixon Entrance and Cape 
Spencer, 

The Final Rule (CGD 77-084) 
published simultaneously with this 
notice contains a requirement for 
licensed pilots on tank barges subject to 
46 U.S.C. 8502 and exceeding 10,000 
gross tons. The segment of the towing 
industry involved with such tank barges 
over 10.000 gross tons would be required 
to have first class pilots for their 
vessels. An individual from a segment of 
the towing industry requested that the 
Coast Guard explore an alternative to 
the chart sketch required in order to 
obtain the first class pilot's license. 

In response to this request, the Coast 
Guard is proposing an alternative to 
sketching a chart of the route and 
waters applied for in connection with a 
first class pilot's license restricted to tug 
and barge combinations. The existing 
examination includes the requirement 
for B chart sketch and the license is not 
restricted to tug/barge combinations. 

A written test fully discerning of the 
candidate's ability could be requested 
by an applicant as an alternative to the 
chart sketch, however, the license 
issued would be restricted to "tug and 
barge only,** 

The knowledge requirements would 
be the same, only the method of testing 
for that knowledge would be different It 
is not intended that the test be made 
• easier, as a matter of fact, some 
individuals would find this type of lest 
more difficult than the chart sketch. 

Additionally, there would be a 
tonnage limitation based on the largest 
combined gross tonnage of the vessels 
on which the applicant has the required 
round trip experience, up to a maximum 
of 30.000 gross tons. 

The following table outlines the pilot 
requirements for various types of 
vessels and may assist in clarifying the 
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proposaU contained in this notice of 
proposed rulemaking: 


Vessel Pilot Reooviements 



1 fOMio 0* OirtSM Ol 

vApvcto* 


1 Co*ilw«w*nd 

1 Qnm iMm 

I irtMl 

SWrvoptBAl 

, Om* 

i 

^ f «it Odm PSoi 

«MMll V600 

GT anSoww 

(FCP) (} 157^ 

(|157ZD-40fW| 

StHiiupiisi 

FCP.Ortim*** 

Nop4ol 

tiv) ISOOGT 

masl*r or ncpm 
«IV)4«0und 
inpiO isrzs. 

40 (*). Id M 

m 

•DqMmonl. 

ftr* darsit 

riruoMietoi 

NoptOt 

louMifmofv 
fm iOjOOO 

6T* 



Tv* hmom 

PCP. or fee**** ■» 

HDpOol 

VMIQIIOI 

10.000 GT * 

molt, or 
oporalor with tf 
•dm Iript onOS 
•norVh* lowAg 
cxpcncrcc 
gisrzo-toiaL 

raguvonwr*. 


FCf* pM 12 roM 

N/A—oo 


mpcoovoiM 

ypitii fh*o 

iOOOOOT 

DM* 40.000 GT 
• a isTfo-avm 

■ 

SO 000 GT « 

Woly in tmte m 
oWnd roult on 
■tCOl 


*5# PW WMrtliMfflt lor OM Mi borgM M con- 
fcctC A Iho Hnal <COO 77^4)04). opps^nng UmaT m 
p tm nmm of 0w R»fMr 


Evaluation: This proposal concerns 
matters which are closely related to but 
which were not contained in the 
suppicmental notice of proposed 
rulemaking published in the Federal 
Register on january 27,1983 (46 FR 
3812), 

These proposed regulations arc 
considered to be non*major under 
Executive Order 12291. The original 
proposal and the final rule appearing 
elsewhere in this issue of the Federal 
Register were considered to be 
tignificanl under the then existing 
Dep«irtment of Transportation guidelines 
becHuse they were likely to be 
controvcrtlal. As this proposal is related 
lo the final rule, it is classified as 
significant, how'cver. it is not expected 
lo have a significant economic impact or 
to be particularly controversial. 

As discussed below, the economic 
hnpact of this proposal has been found 
to be so minimal that further evaluation 
is unnecessary. Since the impact of this 
proposal is expected to be minimal the 
p>aBt Guard certifies that it will not 
have a significant economic impact on a 
substantial number of small entities. 

The proposal to increase the gross 
linage authorization of licens^ 
omcers to serve as pilot on self- 
P^pellcd coastwise seagoing vessels 
from 1.000 lo 1.600 gross Ions, will 
^reduce the burden on some vessel 
owners and individuals by increasing 
|he size of vessels on which a licensed 
mdividuaL meeting the requirements 


identified in the proposal, may serve at 
a pilot thereby eliminating the 
requirement for the indivl^al to obtain 
a pilofi license or requiring the vessel 
to employ an independent pilot. 
Approximately 20 vessels ore affected 
by this proposal 

The requirement to have experience 
on vessels of more than 4a000 gross 
Ions in order to be authorized to pilot 
vessels of more than 50.000 gross tons is 
proposed in order to insure experience 
on laiye vessels. There are only a 
limited number of U.S. ports which can 
accommodate vessels of that size. It is a 
normal practice lo assign the more 
experienced pilots to the larger ships. 
Pilots that normally provide services in 
those ports would have acquired more 
than 12 round trips on vessels over 
40.000 gross tons, so this proposal 
should not have an impact on them. 
Pilots that do not normally provide 
services in one of those particular ports 
and do not have experience on larger 
vessels would have to obtain 12 round 
trips on vessels of more than 40.000 
gross tons in order to be authorized to 
pilot vessels of over saooo gross tons. It 
is not possible to estimate the number of 
pilots that would fall in this latter 
category. 

The proposals dealing with defining 
coastwise seagoing ve^^s and pilotage 
waters do not significantly change the 
present practice, therefore, there will be 
little or no impact associated with these 
proposals. 

The proposal requiring pilots on Great 
Lakes vessels simply continues that 
requirement. The statute authorizing 
pilots on Great Lakes vessels was 
amended and the Coast Guard is 
proposing to continue the requirement 
under the authority of a different statute. 
The requirements for pilots on these 
vessels is required by the restricted 
navigation in mony areas of the Great 
Lakes and is supported by the Great 
Lakes shipping industry, including the 
pilots. 

The proposal to allow an applicant to 
request a written test alternative to the 
chart sketch for a first class pilot's 
license will have no impact other than 
giving an applicant the choice between a 
written test and a chart sketch. The 
Coast Guard would have lo develop the 
substitute written test as it does not 
presently exist 

List of Subjects 

46 CFB Part tO 

Seamen, Marine safety. Navigation 
(water). Passenger vessels. 

46 CFR Part 157 

Seamen. Vessels. 


In consideration of the foregoing it is 
proposed that Part 10 and Part 157 of 
Title 46 of the Code of Federal 
Regulations be amended as follows: 

PART 10—LICENSING OF OFRCERS 
AND MOTORBOAT, OPERATORS AND 
REGISTRATION OF STAFF OFRCERS 

1. The authority citation for Part 10 
reads as follows: 

Authority: 46 US.C, 7101; 49 CFR 1.46(b|. 

2. By adding a new paragraph (d) to 
§ 10.07-7 to read as follows: 

S 10X17-7 Required examination tor first 
data pHots. 

• • • • • 

(d) An applicant for an original 
license, extension of route or 
endorsement may. upon request, take a 
written test concerning the route and 
waters applied for in lieu of the chart 
sketching required in paragraph (a)(2) of 
this section. Licenses, extensions or 
endorsements obtained by taking the 
substitute written test are restricted to 
"tug and barge only** and have a 
tonnage limitation based on the largest 
combined gross tonnage of the vessels 
on which the applicant has the required 
round trip experience, up to a maximum 
of 30.000 gross tons. 

PART 157—MANNING 
REQUIREMENTS 

3. The authority citation for Part 157 
reads as follows: 

Authority: 46 U S C. 3703. 8105. 9102; 50 
us e 198; 46 CFR 1.46(b]. 

4. By adding new S§ 157.10-69 and 
157.10-91 as follows; 

i 157.10-89 Coastwise seagoing vessel. 

"Coastwise Seagoing Vessel" for 
purposes of the manning of vessels by 
pilots or for individuals acting as pilots, 
means a vessel that at any time Is 
authorized by its Certificate of 
Inspection lo proceed beyond the 
headlands. 

§ 157.10-91 Pilotage waters. 

"Pilotage Waters" means the 
navigable waters of the United States 
shoreward of the ten (10) fathom 
Bounding line depicted on charts except 
in the following cases: 

(a) When the 10 fathom line Is beyond 
the territorial sea. pilotage waters will 
be the waters shoreward of the 
territorial sea boundary. 

(b) When the 10 fathom line is inside 
the headlands at the entrance to bays, 
rivers, or harbors, pilotage waters will 
be shoreward of a line drawn between 
the headlands. 
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(c) The navigable waters of the United 
States east of the line drawn from the 
northernmost point of Angeles Point. 
Washington, to the Traffic Lane 
Separation Lighted Buoy )A (Latitude 
4a*14.2' N. Longitude 123'20,9* W) in the 
Strait of Juan de Fuca, are pilotage 
waters. 

(d) Pilotage waters for the navigable 
waters of the United States within 
Prince William Sound, Alaska, are only 
as follows: 

(1) Northeast of a line drawn from 
Point Freemantel (Latitude 80''55.7* N, 
lx)ngitude 146*58.3’ W) to Rocky Point 
Light 10 (Latitude 60*57.1* N. Ungitude 
146*46.0' W) in Valdez Arm. 

(2) East of a line drawn from Sheep 
Point (Latitude 60*36.9' N, Longitude 
146*00.5' W) to position Latitude 60*34.4' 
N. Longitude 145*58.2* W on the 
headlands of Windy Bay, Hawkins 
Island. . 

(3) West of a line drawn from Point 
Pigot (Latitude 60*48.1' N. Longitude 
148*21.3' W) to Point Cochrane (Latitude 
60*46,0* N, Longitude 148*21.7' W). 

(e) Pilotage waters for the navigable 
waters of the United States within 
Southeast Alaska are as follows: the 
navigable waters within the territorial 
sea between Dixon Entrance and Capo 
Spencer, 

3. By revising paragraphs (a), (c), (d). 
and (g), and adding paragraphs (b). (0 
and (i) of § 157.20-40 to read as follows: 

4157.20-40 Pilots. 

(aI The following vessels, when 
underway and not sailing on register, 
must be under the direction and control 
of a pilot: 


(1) Coastwise seagoing vessels 
propelled by machinery and subject to 
inspection uhdef 46 U.S.C. Chapter 33. 
and seagoing tank barges subject to 
inspection under 46 U.S.C. Chapter 37, 
except when seaward of pilotage 
waters. 

(2) Vessels operating on the Great 
Lakes, if propelled by machinery, or 
tank barges subject to inspection under 
46 U.S.C. Chapter 37. 

(b) Every vessel in excess of 1.600 
gross tons propelled by machinery and 
subject to inspection for certification, 
operating exclusively on pilotage waters 
of the United States, must be under the 
direction and control of a pilot licensed 
by the Coast Guard. 

(c) The requirements of paragraph (a) 
of this section are satisfied when the 
vessel is under the direction and control 
of either 

(1) A First Class Pilot holding a valid 
license issued by the Coast Guard, 
acting within the restrictions of his or 
her license, or 

(2) An individual holding a valid 
license issued by the Coast Guard as 
master, mate, or operator, employed 
aboard a vessel, within the restrictions 
of his or her license and the limitations 
of paragraphs (d) and (e) of this section, 
provided he or she: 

(i) Has reached the age of 21 years; 

(ii) Complies with the currency of 
knowledge provisions of 46 CFR 10.07- 
13. and 

(iii) Complies with the physical 
examination requirements of 46 CFR 
10.07-0. 


(d) A licensed individual qualifying 
under subparagraph (cH2) of this section 
may serve as pilot of a coastwise 
seagoing vessel or a Great Lakes vessel, 
of not more than 1,600 gross tons 
propelled by machinery and subject to 
inspection for certification, provided the 
individual has four round trips, over the 
route to be traversed. 1 of which must be 
made during the hours of darkness if the 
route is to be traversed during darkness, 
while in the wheelhouse as 
watchstander or observer. 

• « • • • 

(f) No first class pilot may serve as 
pilot on any vessel of more than S0,00(i 
gross tons unless the individual pilot has 
twelve round trips. 3 of which must be 
made during the hours of darkness, as 
pilot or observer over the route to be 
traversed on vessels of more than 40,000 
gross tons. 

(g) In any instance when the 
qualifications of a person discharging 
the requirements for pilotage through the 
provisions of this section are questioned 
by the Coast Guard, the individual shall 
provide the Coast Guard with 
documentation proving compliance with 
paragraph (c) and the applicable 
portion{8) of paragraphs (d), (e) or (f) of 
this section. 

• • • • • 

Dated: June 18 1965. 

IS. Cracey. 

Admiral US. Coast Guard, Commandan! 

(FR Doc- 85-15027 Filed 8-il-85:8:45 amt 
BILUNG cooe 4StO-t4^ 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 60 
|AD-FRL-27a6-3I 

Standards of Performance for New 
Stationary Sources; Equipment Leaks 
of VOC From Onshore Natural Gas 
Processing Plants 

AGENCY: F.nvironmental Proleclion 
Agency (EPA). 

ACTION: Final rule. 

summary: l*his action pmmulgates 
stuncJarcIs of performance for equipment 
leaks of volatile organic compounds 
(VOC) in onshore natural gas processing 
plants. The standards were proposed in 
the Federal Register on January 20,1904 
(49 FR 2636). l*hese standards implement 
section tit of the Clean Air Act and are 
based on the Administrator's 
determination that emissions from the 
crude oil and natural gas production 
industry cause, or contribute 
significantly to. air pollution which may 
rf>u8onubly be anticipated to endanger 
public health or welfare. The intended 
effect of the standards is to require all 
newly constructed, modified, and 
reconstructed facilities in the natural 
gas production industry to reduce 
emissions to the level achieved by the 
best demonstrated system of continuous 
emission reduction for equipoicnl leaks 
of VOC. considering exists, nonaii 
quality health and environmental 
impacts, and anrtKy teqairementj. 
EFFECTIVE OATT. fuTO 24,1V85. These 
standards of performance become 
effective upon promulgation and apply 
to affected facilities for which 
construcltnn. reconstruction, or 
modificiitioa comfuaficed after Jamuiry 
20.19144. 

Under section 307(b)(l| of the Clean 
Air Act. judicial review of the actions 
taken by this notice is available only by 
the filing of a petition for review in the 
U.S. Court of Appeals for the District of 
Columbia Circuit within 60 days of 
today's publication. Under section 
307(b)(2) of the Clean Air Act. the 
requirements that are the subject of 
today's notice may not be challenged 
later in civil or criminal proceedings 
brought by EPA to enforce these 
requirements. 

The Director of the Office of the 
Federal Register approves the 
incorporation by reference of certain 
publications in this action effective on 
June 24.1965. 

ADDRESSES: Background Information 
Documents. The background 
information document (DID) for the 


promulgated standards may be obtained 
from the ll.S^ EPA Library (MD-35). 
Research Triangle Park. North Carolina 
27711, telephone number (919) 541-2777. 
Please refer to "Equipment Leaks of 
VOC from Onshore Natural Gas 
Processing Plants—Background 
Information for Promulgated Stancbirds** 
(FPA-450/3-62-024b). The BID contains 
(1) a summary of the public comments 
made on the proposed standards and 
EPA's responses to the comments. (2) s 
summary of the changes made to the 
standards since proposal, and (3j the 
final Environmental Impact StotemenL 
The BID for the proposed standards may 
be obtained from the National Technical 
Information Service. U.S. Department of 
Commerce. Springfield. Virginia 22161. 
Please refer to "Equipment Leaks of 
VOC in Natural Gas Prododion 
Industry—Background Information for 
Proposed Slundards," EPA-450/5-62- 
024a (NTIS PB04-155128). 

Docket. A docket, number A-69-20E 
containing information considered by 
EPA in the development of the 
promulgated standards, is available for 
public inspection between 8:00 asn. and 
4:00 p.nu Monday through Friday, at 
EPA’s Central Docket Section (lJE-131). 
Weat Tower Lobby. Gallery 1, 401 M 
Street 8W.. Washington. D.C. 20460. A 
reasonable fee may be charged for 
copying. 

FOR FURTHER INFORMATION CONTACT: 

For technical information, contact Mr. 
lofiiea F. Dorham. Chemicals and 
Petroleum Branch. Emission Standards 
and Engineering Division (MD-13). U,S. 
EPA. Research Triangle Park, NC 27711. 
telephone (919) 541-5671. For 
infonndikin on Ibe regulatory decisions 
and the promulgated standards, contact 
Ms. Dionne Byrne or Mr. Gilbert 11. 
Wood. Stand^ds Development Branch. 
Emission Standards and Engineering 
Division (hfD-t3). U.S, EPA, Research 
Triongh* Park. NC 27711, telephone |919) 
541-5578. For information concerning the 
enforcement apd reporting aspects, 
contact Mr. Richard Biondi, Stationary 
Source Compliance Division (EN-341). 
U.S. EPA. 401 M Street. SW.. 
Washington. D.C 20460: or. contact the 
appropriate Regional OfRce contact as 
listed in 40 CFR 60.4 

SUPPUEMENTARY INFORMATION: 

Summary of Standards 

Standards of performance for 
equipment leaks of VOC from onshore 
natural gas processing plants were 
proposed on January 20.1984 (49 FR 
2636). The promulgated standards for 
equipment leaks of VOC from onshore 
natural gas processing plants (Subpart 
KKK) incorporate by reference many of 


the provisions of Subpart VV, the 
standards for equipment leaks of VOC 
in the synthetic organic chemicals 
manufacturing industry (48 FR 46328. 
October 16,1963: amended at FR 49 
22607. May 30.1984). The promulgated 
standards apply to two types of 
"affected facilities " which include 
specific equipment with the potential to 
leak VOC. Each gas plant compressor is 
an affected facility, ^ch process unit is 
also an affected facility. A process unit 
is defined as equipment (other than 
compressors) assembled for the 
extraction of natural gas liquids from 
fields gas. the fractionation of (he 
liquids into natural gas products, or 
other operations associated with the 
processing of natural gas products. 

Equipment covered by the standards 
are compressors and groups of valves, 
pumps, pressure relief devices, flanges 
and connectors, and open-ended lines m 
VOC service (that is, contains or 
contacts a process fluid that is at least 
10 percent VOC by weight) or in wet gns 
service (that is. contains or contacts 
inlet gas to the plant extraction process). 
The standards require (1) a leak 
detection and repair program for valves 
in gas/vapor and light liquid service, for 
pvimps in light liquid service, and for 
pressure relief devices in gas/vapor 
service and (2) equipment for 
compressors and open-ended valves or 
lines. Flanges and other connectors, 
pressure relief devices in liquid service, 
and pumps and valves in heavy liquid 
service are excluded from the routine 
leak detection requirements but arc 
subject to the same repair requirements 
as the equipment subject to the routine 
leak detection and repair requirements. 
For valves, pumps, and pressure relief 
devices, an owner or operator may use 
certain control equipment instead of 
implementing the standards described 
above. Alternative standards for valves 
and a procedure for determining the 
equivalency of other alternative control 
measure are also provided. 

A gas plant that does not fractionate 
natural gas liquids and that also 
processes less than 263.000 standard 
cubic meters per day (semd) of field gas 
is exempt from the routine leak 
detection and repair requirements for 
valves, pumps, and pressure relief 
devices. 

In response to comments on the 
proposed standards. EPA has exempted 
valves, pumps, and pressure relief 
devices within process units located in 
the North Slope of Alaska from the 
routine leak detection and repair 
requirements. In addition, for all gas 
plants EPA has allowed up to 3 percent 
of the valves in new process units to be 
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(ii signaled as flifficalt-to-monitor 
vdivee. thereby exempting them from the 
routine leak detection and repair 
requirements for valves. The EPA has 
also exempted all reciprocating 
(ompresson in wet gas service from the 
comi'iitrssor control requirements of the 
Standards based on an analysis of cost 
rffecUveness. The EPA has also changed 
the definition of ‘'in VOC service"* from 
a conceolration of 1 weight percent 
VOC to 10 weight percent VOC. while 
adding a provision that all equipment 
**in wet gas service.*' regardless of 
percent VOC content, is covered by the 
standards. This is consistent with the 
intent of the proposed standards. The 
EI’A has provided an alternative 
procedure for determining "capital 
expenditures** for the purpose of 
determining whether a modibcation has 
occurred under the provisions of 40 
eo.i4. 

Flare requirements for velocity and 
healing values have been changed since 
proposal to allow flares burning gas 
streams with high heating values to use 
high velocities. An equation has been 
added to the final standards for 
cdculsting the maximum permitted 
velocity for flares to provide for 
velocities up to 122 meters per second 
(m/secj depending on the gas heat 
content. The purpose of the equation is 
to allow streams with heat contents 
greater than 11.2 megaioules per 
iiandard cubic meter (M)/scm) to be 
fli^red at higher velocities, while 
e^^uringa VOC reduction efficiency 
that reflects best demonstrated 
technology (BDT). 

Owners and operators of facilities 
covered by these standards should note 
that some of the releases covered by 
these standards might be covered by 
requirements developed under the 
Comprehensive Environmental 
Response* Compensation, and Liability 
Act (Sec 48 F*R 23552). 

The final standards include 
ti'miannual reports to enable 
t^forcement agcmcies to assess 
compliance with the standards. These 
rrports may be waived for affected 
facilities in States where the regulatory 
program has been delegated, if EPA. in 
the course of delegating such authority, 
approves reporting requirements or an 
*jni‘rnotive means of source surv*eillance 
adopted by the State. In these cases, 
such sources would be required to 
wmply with the requirements adopted 
hy the Stute. 

Compliance with the leak detection 
and repair program and equipment 
t^uiremenls will also be assessed 
through review of records and 
inspections. Records of leak detection. 
^^®pair attempts, and maintenance are 
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required. Notifications are also required 
as described in the General Provisions 
for new source standards (40 CHI 6a7). 

Summary of Impacts of the Sland«ird8 

The standards will cover al>out 180 
newly constructed facilities and up to 40 
modified or reconstructed facilities in 
the fifth year after the standards arc in 
effect. 

Emission Reductions 

The standards will reduce VOC 
emissions from affected facilities by 
approximately 73 percent, or 16.100 
megagrams (Mg) per year, in the fifth 
year after the standards are In efiecl. 
These impacts are compared to current 
industry practices including 
requirements ossociated with State 
implementation plans. 

Cost and Economic Impacts 

The standards will require an 
industry wide capital investment over 
the initial 5-year period of 
approximatdy $6.2 million. The 
industry-wide net annualized cost is 
estimated to be approximately $1.5 
million in the fifth year after the 
standards are in elTect. The standards 
arc expected to increase average prices 
by less than 0.1 percent. 

Other Impacts 

These standards of performance will 
not increase the energy' usage of gas 
plant process units. In general, the 
controls required by the standards do 
not require significant additional energy. 
Furthermore, the effect of the standards 
will be to decrease production losses of 
raw materials so that a net positive 
energy impact will result. 

Implementation of the standards will 
have no adverse impact on solid waste 
within the natural gas industry. 

The promulgatccTstandaids, changes 
since proposal, EPA's responses to 
comments received by mail and 
comments made at a public hearing on 
March 7.1984, and environmental, 
energy, and economic impacts are 
discussed in greater detail in the BIO for 
the promulgated standards. (See the 
AODftESSES section of this preamble.) 

Docket 

The docket is an organized and 
complete file of all the information 
considered by EPA in the development 
of this rulemaking. The docket is a 
dynamic file, since material is added 
throughout the rulemaking process. The 
docketing system is intended to allow 
members of the public and industry 
Involved to identify and locate 
documents so that they can participate 
effectively in the rulemaking process. 
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Along with the statement of basis and 
purpose of the proposed and 
promulgated standards and EPA 
response.^ to significant comments, the 
contents of the docket will serve as the 
record in case of judicial review, except 
for interagency review materials 
(Section 307(d)(7j(A)). 

Miscellaneous 

In accordance with section 117 of the 
Act. publication of these promulgated 
standards was preceded by consultation 
with appropriate advisory committees, 
independent experts, and Federal 
departments and agencies. This 
regulation will be reviewed 4 years from 
the date of promulgation as required by 
the Qean Air Act. 

Section 317 of the Clean Air Act 
requires the Administrator to prepare an 
economic impact assessment for any 
new source standard of performance 
promulgated under section 111(b) of the 
Act. An economic impact assessment 
was prepared and is included in the 
BID'S. Cost was carefuly considered in 
determining BDT. 

The resources needed by the industry 
to maintain records and to collect 
prepare, and use the reports for the first 
3 years would be about 6.6 person-years 
annually. The resources required by 
EPA and State and local agencies to 
process the reports and maintain 
records for the first 3 years would 
average about 0.6 person-years 
annually. 

Prior to proposal, the information 
collection requirements in this rule were 
submitted for approval to the Office of 
Management and Budget (0MB) under 
the Paperwork Reduction Act of 1980, 44 
U.S.C 3501 et aeq. The OMB did not 
approve the proposed requirement that 
owners or operators submit notification 
of their election to comply with one of 
the alternative valve standards because 
they believed that it was unnecessary. 
The Agency believes that the 
notification is essential for enforcement 
personnel to enforce adequately the 
standards. Compliance with either the 
primary work practice standard for 
valves or with one of the two alternative 
standards Is demonstrated according to 
different schedules for leak detection 
and repair (monthly, semiannually, or 
annually), ^forcement personnel could 
not enforce the appropriate compliance 
schedule without knowing whether the 
owner or operator has elected to meet 
the primary work practice standard, 
with its monthly monitoring 
requirement, or one of the alternatives 
with their less frequent monitoring 
requirements. Because the notification is 
considered essential for enforcement 
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personnel io enforoe the standard, and 
because the burden associated wilh the 
onc> to two-senlence nutiBcation is 
minimaL the notification requirement 
has not been removed from the 
standards. These requirements were 
approved: the OMB cxmlrol number is 
2060-0120. 

"A/n/or Rule** Determination 

Under Executive Order 12291. the 
Administrator is required to judge 
whether a regulation is a “major rule“ 
and. therefore, subject to certain 
requirements of the Order. The 
Administrator has determined that this 
regulation would result in none of the 
adverse economic effects set forth in 
section 1 of the Order as grounds for 
finding a regulation to be a “major rule.** 
Fifth-year annualized costs of the 
standards would be about $1.5 million 
for the projected 2X30 newly constructed, 
modified, and reconstructed natural gas 
production faeflities that could be 
affected by the standards during the 
first 5 years. The standards result In no 
adverse impact on profitability, would 
have a potential to increase idi^tly the 
consumer price of natural gas or natural 
gas products (0.1 percent or less), and 
would have no adverse impact on 
capital availability for constniction of 
gas plants. The Administrator has * 
conduded that this rule is not “major** 
under any of the criteria established in 
the Executive Order. 

l*his regulation was submitted to the 
OMB for review as required in 
Executive Order 12291. Any written 
comments from OMB to EPA and any 
EPA responses to thoee comments are 
available for public inapediem in Docket 
No. A-80-20B, Central Docket Section, 
at the address given in the AOonesSES 
section of this preamble. 

Regulatory Flexibility Analysis 
Certification 

The Ri^ulatory Flexibility Act of 1980 
requires that adverse effects of all 
Federal regulations upon smaU entities 
be identified. According to current Small 
Business Administration guidelines, a 
small entity in the natural gas 
processing industry is one that has 500 
employees or fewer. There are many 
small companies that process natural 
gas and employ fewer than 500 persons. 
However, even if facilities owned by 
small businesses do become subject to 
the standards, none is expected to be 
adversely affected. This can be said 
because the price and proGtability 
impacts previously described have been 
estimated from the perspective of the 
**8maller** gas processing anils in 
operation. Thus, the economic impact 
for facilities owned by small businesses 


is not considered signiGcant. Pursuant to 
the provisions of 5 U.S.C. 605(b). 1 
hereby certify that this rule will not 
have a significant economic impact on a 
substantial number of small entitles. 

List of Subjects in 40 CFR Part 60 

Air pollution control. 

Intergovernmental relations. Reporting 
and recordkeeping requirements, 
tneorporation by reference. Petroleum. 

Dated: May 10.19B5. 

Lee M. Thooiaa, 

Admioistraior, 

PART 60—I AMENDED] 

40 (7R Part 60 is amended as follows: 

1 . The authority citation for Part 60 
continues to read as fallows: 

AulhoHty: 42 U.S.C. 74H. 7601(sJ. 

2. By adding a new Subpart KKK as 
follows: 

Subpart KKK—Standards of Performance 
foe Equipment Leaks of VOC from Onshore 
Natural Gat Processing Plants 

Sec 

60.630 ApplicabUity and dnigiiatiaii of 
affttcled (iicihly. 

60.631 Deflmtions. 

60.632 Standards. 

60.633 Exceptions. 

60.634 Alternative means of emission 
limitation. 

60.63$ Recordkeeping requirements. 

60.636 Reporting requirements. 

60.637-60je3a |Resenred|. 

Subpart KKK—Standards of Performance 
for Equipment Leaks of VOC from Onshore 
Neturel Oaa Proceeektg Plants 

S 60.630 AppdcebUlty and deelgnation of 
affected faciUty. 

(a) (1) The provisions of this subpart 
apply to affected facilities in onshore 
natural gas proceastng plants. 

(2) A oompressor in VOC service or in 
wet gat service is an affected faciUty. 

(3) The group of all equipment except 
compressors (deGnied in § 60.631) within 
a process unit is an affected facility. 

(b) Any affected facility under 
paragraph (a) of this section that 
commences construction, reconstruction, 
or modiGcatioci after January 20.1964. is 
subject to the requirements of this 
subpart 

(c) Addition or replacement of 
equipment (deTmod in i 66.631) for the 
purpose of process improvement that is 
accomplished without a capital 
expen^ture shall not by itself be 
considered a modification under this 
subpart 

(d) Facilities covered by Subpart W 
or Subpart GGC of 40 CFR Part 60 are 
excluded from this subpart. 


(e) A compressor station, dehydration 
unit sweetening unit, underground 
storage tank, field gas gathering system, 
or hquefied natural gas unit is covered 
by this subpart if it is located at an 
onshore natural gas processing plant. If 
the unit is not located at the plant site, 
then It Is exempt from the provisions of 
this subpart 

$60,631 Oelinitions. 

As used in this subpart. nH terms not 
defined herein shall have the meatung 
given them in the Act In Subpart A of 
Part 00, or in Subpart VV of Part HO; and 
the following terms shall have the 
spedflc meanings given them. 

**Alaskan North Slope** means the 
approximately 69,000 square mile area 
extending from the Brooks Range to the 
Arctic Ocean. 

“Equipment** means each pump, 
pressure relief device, open-ended valve 
or line, valve, compressor, and flange or 
other connector that is in VOC service 
or in wet gas service, and any device or 
system required by this subpart. 

*'Field gas'* means feedstock gas 
entering the natural gas processing 
plant. 

“In light liquid service** means that the 
piece of equipment contains a liquid that 
meets the conditiaas specified In 
$ 60.485(eJ or 160.633(ii)(3). 

“Natural gas liquids" means the 
hydrocarbons, su^ as ethane, propane, 
butane, and pentane, that are extracted 
from field gas. 

“Natural gas processing plant** (gas 
plant) means any processing site 
engaged in the extraction of natural gas 
liquids from field gas. fractionation of 
mixed natural gas liquids to natural gas 
products, or both. 

'•Nonfractionating plant" means any 
gas plant that does not fractionate 
mixed natural gas liquids into natural 
gas products. 

“Onshore** means all facilities except 
those that are located in the territorial 
seas or on the outer continental shelf 

“Process unit** means equipment 
assembled for the extraction of natural 
gas liquids from Geld gas. the 
fractionation of the liquids into natural 
gas products, or other operations 
associated with the processing of 
natural gas products. A process unit can 
operate independently if supplied wilh 
sufGcient feed or raw materials and 
sufficient storage facilities for (he 
products. 

“Reciprocating compressor** means i 
piece of equipment that increases the 
pressure of a process gas by positive 
displacement, employing linear 
movement of the driveshaft. 
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“In tre\ gas service** means that a 
piece of equipment contains or contacts 
Ihf field gas before the extraction step 
in the process. 

I $0,632 Standards. 

(a] Each owner or operator subject to 
the prov isions of this suhpart shall 
comply with the requirements of 

: 60.482-1 (a). (b|. and (dj and S ea482-2 
through S ^482-10, except as provided 
in i 00.633» as soon as practicable, but 
no later than 160 days after initial 
ftartup. 

(b) An owner or operator may elect to 
comply with the requirements of 

i 60 463-1 and { 60.485-2. 

|cj An owner or operator may apply to 
the Administrator for permission to use 
an alternative means of emission 
limitation that achieves a reduction in 
emissions of VOC at least equivalent to 
that achieved by the controls required In 
this subpart In doing so. the owner or 
operator shall comply with requirements 
of S'60.634 of this subpart. 

(d) Each owner or operator subiect to 
the provisions of this subpart shali 
comply with the provisions of $ 60.465 
except as provided in 5 60333(0 of this 
lubpart 

(e) Each owner or operator subject to 
the provisions of this siibpart shall 
comply with the provisions of { 60.466 
and § 60.467 except as provided in 

i 60.633, S 60.635. and § 60.636 of this 
iubpart 

(f) An owner or operator shall use the 
following provision instead of 

i 465(di{l): Each piece of equipment 
b presumed to be in VOC service or in 
wet gas service unless an owner or 
operator demonstrates that the piece of 
rquipmenl is not in VOC service or in 
wet gas service. For a piece of 
‘‘q'^ipment to be considered not in VOC 
service, it must be determined that the 
percent VOC content can be reasonably 
expected never to exceed lao percent 
^ weight. For a piece q( equipment to 
w considered in wet gas service, it must 
he determined that it contains or 
contacts the field gas before the 
extraction step in the process. For 
purposes of determining the percent 
VOC content of the process fluid that is 
cooiHined in or contacts a piece of 
equipment procedures that conform to 
me methods described in ASTM 
Methods E169, £166, or E260 
|mi:orporatcd by nifcrencc as specified 
In { 60.17) shall be used. 

1 60 .SS 3 Exceptions. 

(o) Each owner or operator subject to 
the provisions of this subject may 
Comply with the following exceptions to 
Iw provisions of Subpart VV. 


(b) (1) Each pressure relief device in 
gas/vapor service may be monitored 
quarterly and within 5 days after each 
pressure release to detect leaks by the 
methods specified in S 60.4a5(b) except 
as provided In S 60.632(c). paragraph 

(b] (4) of this section, and { aQ.462-4(a)- 

(c) of Subpart VV. 

(2) If an instrument reading of 10,000 
ppm or greater is measured, a leak is 
detected. 

(3) (i) When a leak is detected, it shall 
be repaired as soon as practicable, but 
no later than 15 calendar days after it is 
detected, except as provided in i 60.462- 
9 . 

(ii) A first attempt at repair shall be 
made no later than 5 calendar days after 
each leak is detected. 

(4) (i) Any pressure relief device that 
is located in a nonfractionating plant 
that IS monitored only by nonplant 
personnel may be monitored after a 
pressure release (he next time the 
monitoring personnel are on site, instead 
of within 5 days as specified in 
paragraph (b)(l] of this section and 

S eo.462-(b)(ll of Subpart W. 

(ii) No pressure relief device 
described in paragraph (b](4)(i) of this 
section shall be allowed to operate for 
more than 30 days after a pressure 
release without monitoring. 

(c) Sampling connection systems arc 
exempt from the requirements of 

i 60.462-5. 

(d) Pumps in light liquid service, 
valves in gas/vapor and light liquid 
service, and pressure relief devices in 
gas/vapor service that are located at a 
nonfractionating plant that does not 
have the design capacity to process 
263.000 standard cubic meters per day 
(semd) (10 million standard cubic feet 
per day (scfd)) or more of field gas are 
exempt from the routine monitoring 
requirements of $ 0O.462-2(a)(l). 

5 60.482-7(a). and 5 60.633(bl(l). 

(e) Pumps in light liquid service, 
valves in gus/vapor and light liquid 
service, and pressure relief devices In 
gas/vapor service within a process unit 
that is located in the Alaskan North 
Slo|>e are exempt from ihc routine 
monitoring requirements of § 60.462- 
2 (aHl). § B0.4a2-7{a). and S 60.633(b)(1). 

(f) Reciprocating compressors in wet 
gas service are exempt from the 
compressor control requirements of 

I 60.482-3. 

(g) In addition to the requirements for 
flares ot J 60.482-10(d)(4), the following 
are allowed: 

(1) Steam ossisted and nonassisled 
flares designed for and operated with an 
exit velocity, as determined by the 
methods specified in § 60.483(g)(4). 
equal to or greater than 18,3 m/sec (60 
fl/sec) but less than 122m/8ec (400 ft/ 


sec) if the net heating value of the gas 
being combusted is greater than 37.3 
Ml/scm (1000 Btu/sef]* 

(2| Steam-assisted and nonassisled 
flares designed for and operated with an 
exit velocity, as determined by the 
methods specified in { 60.485(g)(4). leas 
than 122 m/sec (400 ft/sec) and less 
than the velocity, '^max. as determined 
by the following equation; 

txigiti'^maxl = (H, f 28.8)/31.7 

'^niax » Maximum permitted velocity, m/sec. 

28.S « Constant. 

31.7 Constant. 

fir " net healing value as determined in 
4 60.465 tg)(3). 

(h) An owner or operator may use the 
following provisions instead of 
§ 60.465(e}: 

(1 ] Equipment is in heavy liquid 
service if the weight percent evaporated 
is 10 percent or less at 150 *C as 
determined by ASTM Method D86 
(incorporated by reference as specified 
in $ 60.17). 

(2) Equipment is in light liquid service 
if the weight percent evaporated is 
greater than 10 percent at 150 ’C as 
determined by ASTM Method D86 
(incorporated by reference as specified 
in S 00.17). 

$ 60.634 Altsmatfve moans of omission 
limitation 

(a) If, in the Administrator's iudgment. 
an alternative means of emission 
limitation will achieve a reduction in 
VOC emissions at least equivalent to 
the reduction in VOC emissions 
achieved under any design, equipment 
work practice or operational standard, 
the Administrator will publish, in the 
Federal Register a notice permitting the 
use of that alternative means for the 
purpose of compliance with that 
standard. The notice may condition 
permission on requirements related to 
the operation and maintenance of the 
alternative means. 

(b) Any notice under paragraph (a) of 
this section shall be published only after 
notice and an opportunity for a public 
hearing. 

(c) The Administrator will consider 
applications under this section from 
either owners or operators of affected 
facilities, or manufacturers of control 
equipment. 

(d) The Administrator will treat 
applications under this section 
according to the following criteria, 
except in cases where he concludes that 
other criteria are appropriate: 

(l)The applicant must collect, verify 
and submit test data, covering a period 
of at least 12 months, necessary to 
support the finding in paragraph (a) of 
this section. 
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(2) If the applicant is an owner or 
operator of an affected facility, he must 
commit in writing to operate and 
maintain the alternative means so as to 
achieve a reduction in VOC emissions at 
least equivalent to the reduction in VCX^ 
emissions achieved under the design, 
equipment, work practice or operational 
standards 

§ 60.635 Recordkeeping requirements. 

(a) Each owner or operator subjcKit to 
the provisions of this subpart shall 
comply with the requirements of 
paragraphs (b) and (c) of this section in 
addition to the requirements of § 60.486. 

(b) llie following recordkeeping 
requirements shall apply to pressure 
relief devices subject to the 
requirements of § 60.633(b)(1) of this 
subpart. 

(1) When each leak is detected as 
specified in § 60.633(b)(2). a 
weatherproof and readily visible 
identification, marked with the 
equipment identification number, shall 
be attached to the leaking equipment. 
The identification on the pressure relief 
device may be removed after it has been 
repaired. 

(2) When each leak is delected as 
specified in $ 60.633(b)(2). the following 
information shall be recorded in a log 
and shall be kept for 2 years in a readily 
accessible location: 

(i) The instrument and operator 
idcntidcation numbers and the 
equipment identification number. 

(ii) The date the leak was detected 
and the dates of each attempt to repair 
the leak. 

(ill) Repair methods applied in each 
attempt to repair the leak. 

(iv) **Above 10.000 ppm” if the 
maximum instrument reading measured 
by the methods specified in § 60.635(a) 


after each repair attempt is 10.000 ppm 
or greater. 

(v) ”Repair delayed” and the reason 
for the delay if a leak Is not repaired 
within 15 calendar days after discovery 
of the leak. 

(vi) The signature of the owner or 
operator (or designate) whose decision 
it was that repair could not be effected 
without a process shutdown. 

(vii) The expected date of successful 
repair of the leak if a leak is not 
repaired within 15 days. 

(viii) Oates of process unit shutdowns 
that occur while the equipment is 
unrepaired. 

(ix) The date of successful repair of 
the leak. 

(x) A li^t of identification numbers for 
equipment that are designated for no 
detectable emissions under the 
provisions of S 60.482-4(a). The 
designation of equipment subject to the 
provisions of S 60.482-4(a) shall be 
signed by the owner or operator, 

(c) An owner or operator shall comply 
with the following requirement in 
addition to the requirement of 
i 60.486(1): Information and data used to 
demonstrate that a reciprocating 
compressor is in wet gas ser\ ice to 
apply for the exemption in S 60.633(f) 
shall be recorded in a log that is kept in 
a readily accessible location. 

(Approved by the Office of Manegemcnl sod 
Budget under control number 2060-0120) 

9 60.636 Reporting requlrefnents. 

(a) Each ow*ner or operator subject to 
the provisions of this subpart shall 
comply with the requirements of 
paragraphs (b) and (c) of this section in 
addition to the requirements of 9 60.487. 

(b) An owner or operator shall include 
the following information in the initial 
semiannual report in addition to the 


information required in 9 60.487(b)(^)“ 
(4): number of pressure relief devices 
subject to the requirements of 
9 60.633(b) except for those pressure 
relief devices designated for no 
detectable emissions under the 
provisions of f eo.482-4(a) and those 
pressure relief devices complying with 
9 60.482-4(c). 

(c) An owner or operator shall Include 
the following information in all 
semiannual reports in addition to the 
information required in 9 60.487(c)(2)(i)- 
(vi); 

(1) Number of pressure relief devices 
for which leaks were detected as 
required in 9 60.633(b)(2) and 

(2) Number of pressure relief devices 
for which leaks were not repaired as 
required in 9 60.633(b)(3). 

(Approved by the Office of Management and 
Budget under control number 2060-0120) 

3. By revising paragraphs (a) (34). (35). 
(36). and (40) of | 60.17 of Subpart A— 
General {^visions to read as follows; 

9 60.17 Incorporation by refetonco. 

(a) • • • 

(34) ASTM E160-63 (Reapproved 
19^). General Techniques of Ultraviolet 
Quantitative Analysis. IBR approved for 
9 60.465(d). 9 60.593(b). and 9 60.632(f). 

(35) ASTM E168-67 (Reapproved 
1977). General Techniques of Infrared 
Quantitative Anolysis, IBR approved for 
9 60.485(d). 9 e0.593(b). and 9 60.632(0 

(36) ASTM E260-73. General Gas 
Cl^matography Procedures. IBR 
approved for 9 60.485(d}, 9 60.593(b). 
and 9 60.632(f). 

(40) ASTM D8e-70. DistillaUon of 
Petroleum Products. IBR approved for 
9 60.593(d) and 9 e0.633(h). 

(FR Doc. 85-15090 Filed 6-21-65; 6:45 am) 
■ILUHO coof sses-io-ii 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 468 
IFRL 2823-4) 

Copper Forming Point Source 
Category Effluent Limitations 
Guidelines. Pretreatment Standards, 
and New Source Performance 
Standards 

AQCNCV: Environmental Protection 
Agency (EPA). 

action: Proposed Regulation. 

summary: EPA proposes to amend 40 
CFR Part 468 which limits effluent 
discharge to waters of the United States 
and the introduction of pollutants into 
publicly owned treatment works by 
existing and new sources that form . 
copper and copper alloys. EPA agreed to 
propose these amendments in a 
settlement agreement to resolve a 
lawsuit challenging the final copper 
forming regulation promulgated by EPA 
on August 15.1983 (48 FR 36942). 

The proposed amendments include 
modifications to the applicability of the 
copper forming regulation. After 
considering comments received in 
response to this proposal, EPA will 
promulgate a final rule. 

OATES: Comments on this proposal must 
be submitted on or before fuly 24,1985. 
ADDRESS: Send comments to Ms, Janet 
K. Goodwin. Industrial Technology 
Division (WH-552). Environmental 
Protection Agency, 401 M Street SW,. 
Washington. D.C. 20460. 

The supporting information and all 
comments on this proposal will be 
available for inspection and copying at 
the EPA Public Information Reference 
Unit, Room 2404 (Rear) (EPA Library) 
401 M Street. SW.. Washington, D.C. 

The EPA information regulation 
provides that a reasonable fee may be 
charged for copying. 

FOR FURTHER INFORMATIOH CONTACT: 
Questions regarding this notice may be 
addressed to Mr. Ernst P. Hall at (202) 
382-7126. 

SUPPLEMENTARY INFORMATION:. 

Orsanization of This Notica 

I. Legal Authority 

II. Background 

A. Rulemaking and Settlement Agreement 
D. Effect of the Settlement Agreement 

III. Proposed Amendments to the Copper 

Forming Regulation 

tv. Environmental Impact of the Proposed 
Amendments to the Copper Forming 
Regulation 

V. Economic Impact of the Proposed 
Amendments 

Vt. Solicitation of Comments 


VIL Executive Order 12291 

VIII. Regulatory Flexibility Analysis 

IX. OMB Review 

X. list of Suhiects in 40 CFR Part 406 

I. Legal Authority 

The regulation described in this notice 
is proposed under authority of sections 
301. 304. 306. 307, 306 and 501 of the 
Clean Water Act (the Federal Water 
Pollution Control Act Amendments of 
1972. 33 U.S.C. 1251 ct seq.. as amended 
by the Clean Water Act of 1977, Pub. L 
92-217). 

II. Background 

A. Rulemaking and Settlement 
Agreement 

On November 12.1982, EPA proposed 
a regulation to establish effluent 
limitations gqidelines for existing direct 
dischargers based on the best 
practicable control teahnology currently 
achievable (*'BPT') and the best 
available technology economically 
achievable (“BAT*): new source 
performance standards (‘*NSPS**) for 
new direct dischargers; and * 
pretreatment standards for existing and 
new indirect dischargers (**PSES“ and 
“PSNS**, respectively) for the copper 
forming point source category (47 FR 
51279). ^A published final effluent 
limitations guidelines and standards for 
the copper forming category on August 
IS. 1983 (40 CFR Part 468; 48 FR 36942) 
and technical corrections to the final 
rule on November 3.1983 (48 FR 50717). 
This regulation establishes one 
subcategory that applies to all 
wastewater discharges resulting from 
the forming of copper and copper alloys. 
See, 40 CFR 468.01. The preamble to the 
final copper forming effluent limitations 
guidelines and standards contains a 
complete discussion of the development 
of the regulation. 

Following promulgation of the copper 
forming regulation. Brush Wellman. Inc. 
(“Brush**) and Cerro Copper Products 
Company together with the Village of 
Sauget (**Cerro'') filed petitions to 
review the regulation. *rhe8e challenges 
were consolidated into one lawsuit by 
the United States Court of Appeals for 
the Seventh Circuit [Cerro Copper 
Products Company, eL al v. EPA, Nos. 
83-3053 and 84-1067.) At the request of 
all parties, the two cases were 
subsequently deconsolidated since each 
raised distinctly different issues. 

On September 29.1984. EPA and 
Brush executed a Settlement Agreement 
to resolve all issues raised by Brush 
with respect to the copper forming 
effluent limitations guidelines and 
standards. The Agreement applies only 
to the challenges made by B^sh: it does 
not resolve challenges made by Cerro 


nor is Cerro n parly to the Agreement. 
On October 5.1984, the United States 
Court of Appeals for the Seventh Circuit 
entered an order holding Brush*s petition 
for review in abeyance pending^ 
implementation of the Selllemcm 
Agreement. *rhe challenges made by 
Cerro are being litigated. 

Brush challenged the copper forming 
regulation on the grounds that this 
regulation and single subcategory were 
not appropriate as applied to its 
facilities for two related reasons. First, 
Brush forms beryllium copper alloys that 
differ from other copper alloys because 
the beryllium oxide coating formed on 
the surface of the metal during heat 
treating Is both tenacious and abrasive 
and must be removed by special 
treatment before the alloys can be 
further processed. Second, one facility 
owned by Brush produces exclusively 
very thin guage beryllium copper strip 
and wire products. Brush claims this 
causes the volume of wastewater and 
mass of pollutants discharged to vary 
significantly from other copper forming 
plants. 

Subsequent data and information 
submitted by Brush which was not 
available to EPA before promulgation 
support its contention that beryllium 
copper forming involves technical 
considerations not adequately 
addressed by the single subcategory' of 
the copper forming regulation. In 
addition, substantial quantities of 
beryllium will be present in 
wastewaters from the removal of the 
beryllium oxide coating which were not 
taken into account during the copper 
forming rulemaking. 

Because of these differences, EPA has 
determined that discharges from 
beryllium copper forming are best 
handled as a separate subcategory. 
Accordingly. EPA has agreed to propose 
to exclude the forming of beryllium 
copper alloys from the existing copper 
forming regulation and to create a new 
subcategory in the regulation reserved 
for effluent limitations guidelines and 
standards for the forming of beryllium 
copper alloys. EPA has also agreed to 
proposed that the term “beryllium 
copper" shall mean copper that is 
alloyed to contain 0.1 percent or more 
beryllium. *rhe minimum amount of 
beryllium to be present In a beryllium 
copper alloy was set at 0.1 percent to 
cover all beryllium copper alloys that 
are manufactured or will be 
manufactured within the forescable 
future. In addition, any alloy with 
beryllium present in this amount is 
expected to have the unique properties 
characteristic of all beryllium copper 
alloys. We use the term “alloyed to 
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conlHin'* to specify that the beryllium 
must be intentionally added. 

B. Effect of the Settlement Agreement 

Under the Agreement. EPA has agreed 
to propose to amend the copper forming 
regulation to exclude discharges from 
the forming of beryllium copper from 
Suhpart A of the existing copper forming 
regulation. 40 CFR Part 468, and to 
solicit comment on the amendments. If. 
after EPA has taken final action under 
the Seltlement Agreement, the 
provisions of the copper forming 
amondments are consistent with the 
Settlement Agreement, Brush will 
vuliintarily dismiss its petition for 
review and withdraw its request for a 
' fundamentally different factors^ 
variance which it also submitted 
pursuant to 40 CFR Part 125. Subpart D. 
Brush has also agreed not to seek 
iudiciai review of any final amendments 
that arc consistent with the Settlement 
Agreement. The Agency also agreed to 
propose to amend 40 CFR Part 468 to 
create a new subpart reserved for 
beryllium copper forming effluent 
limitations sidelines and standards. 

As part 01 the Settlement Agreement, 
the parties jointly requested the United 
States Court of Appeals for the Seventh 
Cu^cuil to stay the effectiveness of 40 
QTt Part 468 as it applies to discharges 
from beryllium copper forming pending 
final action by EPA on the amendments. 
On November 8,1984, the court denied 
the joint motion. EPA and Brush 
lubsequently filed a joint motion to 
reconsider the denial. The court granted 
the motion and entered the stay 
described above on March 5.1985. 
llierefore, 40 CFR 468. Subpart A, does 
not apply to dischar^^s from beryllium 
copper forming. Copies of the Settlement 
Agreement and the court's stay have 
been sent to EPA Regional Offices and 
State NPDES Permit issuing authorities. 

ni. Proposed Amendments to the 
Copper Forming Regulation 

Below it a list of those sections of the 
copper forming regulation subject to the 
proposed amendments. All limitations 
and standards contained in the final 
copper forming regulation published on 
August 15.1983 which are not 
specifically listed below are not affected 
by the proposed amendments. EPA is 
not proposing to delete or amend any of 
the limitations and standards not 
specifically addressed in this proposal. 

A. Section 468,01 Applicability: EPA is 
proposing to correct a typographical 
error changing the CFR unit from 
subpart to part. 

468,02 Specialized 

^finitions: EPA is proposing to add a 
definition for the term ^ryllium copper 


alloy to mean an alloy of copper which 
is alloyed to contain 0.10 percent 
beryllium or greater. 

C. Section 468.10 Applicability: 
description of the copper forming 
subcategory: Section 468.10 of the final 
copper forming rule contains only one 
subcategory to cover discharges from 
the forming of all copper and copper 
alloys. This was based on information 
available to the Agency at the time of 
promulgation whi^ indicated that 
wastewater generated by forming any 
copper alloy contolned similar pollutant 
constituents in amounts effectively 
controlled by the same model 
wastewater pollution control 
tecdinology. Accordingly, EPA 
established a single subcategory in the 
copper forming effluent limitations 
guidelines and standards. 

After promulgation. Brush submitted 
information indicating that copper alloys 
containing beryllium have unique 
properties requiring different forming 
techniques than the forming of other 
copper alloys. These differences are 
discussed in the preceding section of 
this preamble. Because of these 
differences, the Agency proposes to 
exclude beryllium copper forming from 
the existing regulation and to create a 
new subcategory reserved for effluent 
limitations guidelines and standards for 
all beryllium copper alloys. In the 
Settlement Agreement. EPA agreed to 
propose to exclude discharges from 
beryllium copper forming from the 
subcategory covering all other copper 
alloys. The Agency^ is proposing to make 
this change by adding "except Wryllium 
copper alloys" at the end of S 468.10. 
Applicability of Subpart A. 

The unique physical properties of 
beryllium copper alloys, which cause 
unique forming problems, also ap|)ly to 
other metal alloys containing si^ificant 
quantities of beryllium and pure 
beryllium metal. Therefore, as discussed 
in the notice of new data in the 
nonferrous metals forming category (50 
FR 4872. February 4,1985), the Agency 
may decide to combine the forming of 
ail alloys that are alloyed to contain 
beryllium at 0.1 percent or greater under 
one subcategory. Since the beryllium 
copper alloy is the largest volume 
beryllium alloy produced, it would be 
appropriate to include forming of other 
beryllium alloys and pure beryllium 
metal together with the beryllium copper 
forming in one subcategory of the 
copper forming category. 

D, Subcategorization: The final copper 
forming regulation includes beryllium 
copper alloys in the copper forming 
suDcategory. EPA is proposing to 
establish a new subpart B reserved for a 
separate subcategory for beiyllium 


copper forming to account for significant 
process differences from the forming of 
other copper alloys. The Agency has 
already begun gathering data relative to 
beryllium copper forming and expects to 
propose limitations and standards for 
this subcategory in the near future. 

fV. Environmental Impact of the 
Proposed Amendments to the Copper 
Forming Regulation 

This amendment will not increase the 
discharge of pollutants generated by 
copper forming plants who continue to 
be covered by the copper forming 
requirements of Subpart A. EPA 
estimates that five to nine plants will be 
covered by this proposed rule. Until 
beryllium copper forming effluent 
limitations guidelines and standards are 
established, these plants will be 
regulated on a case-by^case basis. The 
Agency does not expect a significant 
increase of pollutants discharged. 

V. Economic Impact of the Proposed 
Amendments 

The proposed amendment will not 
alter the recommended technologies for 
complying with the copper forming 
regulation. The Agency considered the 
economic impact of the regulation when 
the final regulation was promulgated 
(See 48 FR 36948). These proposed 
amendments will not alter the 
determinations with respect to the 
economic impact to copper forming 
plants other than beryllium copper 
forming and since these amendments do 
not propose to establish any effluent 
requirements, they should have no 
impact on beryllium copper forming 
plants. 

VL Solicitation of Comments 

EPA invites public participation In 
this rulemaking and requests comments 
on the proposed amendments discussed 
or sol out in this notice. We are 
particularly interested in receiving 
comments on the possibility of including 
other beryllium alloys and pure 
beryllium in the beryllium copper 
subcategory. The Agency asks that 
comments be as specific as possible and 
that suggested revisions or corrections 
be supported by data. 

Vll. Executive Order 12291 

Under Executive Order 12291, EPA 
must judge whether a regulation is 
‘'majoF’ and therefore subject to the 
requirement of a Regulatory Impact 
Analysis. Major rules are defined as 
rules that impose an annual cost to the 
economy of ^00 million or more, or 
meet other economic criteria. This 
proposed regulation, like the regulation 
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promulgated August 15,1983. ts not 
mafor b^auae it does not fall within the 
criteria for major regulations established 
in Executive Order 12291. 

VIII. Regulatory Flexibility Analysis 

Public Law 9&-354 requires that EPA 
prepare a Regulatory Flexibility 
Analysis for regulations that have a 
significant impact on a substantial 
number of small entities. In the 
preamble to the Aqgust 15,19B3 find 
copper forming regdatioii. the Agency 
concluded that there would not ^ a 
signiricanl impacl on a substantid 
number of small entities (48 FR 38950). 
For that reason, the Agency determined 
that a formal regulatory flexibility 
analysis was not required. That 
conclusion is equally applicable to these 
proposed amendments, since the 
amendments would not dCer the 
economic impact of the regulation. The 
Agency is not therefore, preparing a 
formal analysis for this regulation. 

IX. OMB Review 

This regulation was submitted to the 
Office of Management and Budget for 
review as required by Executive Order 
12291. Any comments from OMB to KPA 
and any EPA response to those 
comments are available lot public 
inspection at Room M2404. U3. CPA. 

401 M Street. SW., Washington. D C 
20460 from 9:00 a.m. to 4UX) p.m. Monday 
through Friday, excluding Meral 
holidays. 

list of Subjects in 48 CFR Part 468 

Copper forming. Water pollution 
control. Waste treatment and disposal. 


Dated: Itme 11.1965. 

Lae M. Tbonuis 

Administrator. 

PART 488—COPPER FORMING POINT 
SOURCE CATEGORY 

For the reasons stated above. CPA is 
proposing to amend 40 CFR Part 468 as 
follows: 

1. Hie authority citation for Part 468 
continues to read as follows: 

Aathority: Sections SOI. 3M (b). (c). (e). and 
(id. 308 (bj sid (c). 907 (b| and (c), 308 and 
501 of Clean Water Ad (the Federal 
Water Pollution Control Act Amendments of 
1972. as amended by the Cleao Water Act of 
1977) (the **Act-): 33 UAC 1311.1314 (b). (c). 
(e). and (g). 1316 (b) and (c). 1317 (b) and (c). 
1318 and 1381:66 SUL 818 Pub. L. 92-^ 91 
SUt. 1587, Pub. L 95-217. 

General Proviaioiia 

2.40 CFR 468J)1 U revised to read as 
follows: 

{468.01 Applicability. 

The provisions of this part are 
applicable to discharges resulting from 
the manufacture of formed copper and 
copper alloy products. The forming 
operationa covered are hot rolling, cold 
rolling, drawing, exlruaion. and forging. 
The casting of copper and copper alloys 
is not cootj^ed by this part. (See 40 
CFR Part 451.) 

3.40 CFR AidtUXZ is amended by adding 
a new paragraph (x) to read at follows: 

{ 468il2 SpacUiUad definibons. 

In addition to the definitions set forth 
in 40 CFR Part 401 and the chemical 


analysis methods In 40 CFR Part 136. the 
following definitions apply to this part; 

• • • • • 

(x) The term ‘•beryllium copper alloy 
shall mean any copper alloy that is 
alloyed to contain 0.10 percent or 
greater beryllium. 

Subpart A—Copper Forming 
Subcategory 

4 . 40 CFR 468.10 Is revised to read as 
follows: 

{ 488.10 Applic a bWIy; descHption of ttw 
copper forming subcategory. 

This fubpart applies to discharges of 
pollutants to waters of the United 
States, and introduction of pollutants 
into publicly o%viied treatment works 
from the forming of copper and copper 
alloys except beryllium copper alloy.s 
• • • • • 

5.40 CFR Part 468 is amended by 
adding a new Subpart B as follows: 

Subpaii B—Beryllium Copper Forming 
Subcategory 

§488.20 AppUcability; description of tlw 
beryliium copper forming subcategory. 

This subpart applies to discharges of 
pollutants to waters of the United 
States, and intrcxlncticm of pollutants 
info publicly oumed treatment works 
from the forming of beryllium copper 
alloys. 

§{466.21-468.26 (Reeervedl 

|FR Doc. aS-1S128 Filed 6-21-65; 8.45 mtR| 

•tUJNO COOi tMO-tS-M 
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DEPARTMENT OF EDUCATION 

Office of Bilingual Education and 
Minority Languages Affairs 

34 CFR Parts 515 and 562 

Bilingual Education: Fellowship 
Program 

agency: Department of Education. 
action: Notice of proposed rulemaking. 

summary: The Secretary proposes to 
issue regulations under section 743 of 
Part C of the Bilingual Education Act, as 
amended by Pub. L 96^11. Recent 
amendments to the Act necessitate the 
changes incorporated in th^ proposed 
regulations. Institutions of higher 
education (llIEs) are eligible to apply for 
participation in the Fellowship Program. 
The Fellowship Program provides 
financial assistance to fulhtimc students 
who are in pursuit of a degree above the 
bachelor’s level in areas related to 
programs of bilingual education such as 
teacher training, program 
administration, research and evaluation, 
and curriculum development. 

DATES: Comments must be received on 
or before |uly 24.1985. 

ADDRESSES: All comments concerning 
these proposed regulations should be 
addressed to the Director. Office of 
Bilingual Education and Minority 
Languages Affairs. U.S. Department of 
Education. 400 Maryland Ave., SW. 
(Room 421, Reporters Building). 
Washington. D C.. 20202. 

A copy of any comments that concern 
information collection requirements 
should also be sent to the Office of 
Management and Bud^t at the address 
listed in the Paperwork Reduction Act 
section of this preamble. 

FOR FURTHER INFORMATION CONTACT: 
Ramon M. Chavez. |r.. Education 
Program Specialist. Office of Bilingual 
Education and Minority l.anguages 
Affairs. U.S. Department of Education. 
400 Maryland Avenue. SW (Room 421. 
Reporters Building). Washington. D.C. 
20202. Telephone: (202) 245-2595. 
SUPPLEMENTARY INFORMATION: Thc 
authority for thc Fellowship Program is 
under section 743 of Part C of the 
bilingual Education Act. Title VII of the 
Elementary and Secondary Fxiucation 
Act of 1965. as amended by Pub. L 96- 
511. enacted on October 19.1984 (20 
U.S.C. 3221-3282). 

Although not eligible for funds, an II IE 
may apply for participation in the 
Fellowship Program. An individual 
submits an application for a fellowship 
to an IME which is approved for 
participation in the Fellowship Program. 
A participating IHE forwards to the 


Sccrelary names of individuals 
nominated for fellowships. Ibe 
Secretary selects Fellows from among 
the names nominated. 

The proposed regulations include: 

(a) Suhport A-^eneraL 

Section 562.1 of the proposed 

regulations describes the scope and 
purpose of the program. 

Section 562.2 identifies the parties 
eligible for assistance under this 
program. 

Section 562.3 indicates what 
regulations apply to this program. 

Section 562.4 indicates the definitions 
that apply to this program. The 
definitions In 34 CFR 500.4 apply to 
awards made subsequent to Fiscal Year 
1985. 

Section 562.5 describes allowable 
costs under the Fellowship Program. 

(b) Subpart B—How D^s an 
Institution of Higher Education (IHE) 
Obtain Approval of Its Application for 
Participation? 

Section 562.10 describes how the 
Secretory approves IHEs. The Secretary 
determines whether to approve an lliE 
for participation in the Fellowship 
Program with regard to each language 
curriculum. The selection criteria the 
Secretary uses are listed in S 562.11. The 
Secretary then designates the maximum 
number of fellowships by language 
curriculum that may be awarded at the 
IHE. 

(c) Subpart C--How Does on 
Individual Apply for a Fellowship? 

Section 562.20 indicates how a 
participant opplies for a fellowship 
award. 

(d) Subpart D—How Does (he 
Secr€t 42 ry Select New Fellows? 

Section 562.30 contains the criteria the 
Secretary considers In selecting Fellows. 
The Secretary gives preference to 
individuals intending to study in certain 
specialized areas. The Secretary may 
also give preference to second* and 
third-year recipients. 

Section 562.31 addresses the period of 
a fellowship award. 

(c) Subpart E^What Conditions Must 
Be Met by Fellows? 

Section 562.40 requires that Fellows, 
within 6 months of completion of their 
studies, must work in an activity related 
to programs of bilingual education. 

Action 562.41 requires repayment of 
the fellowship assistance if the recipient 
does not work in one of the activities 
discussed in § 562.40. 

Section 562.42 describes thc 
repayment schedule for a fellowship 
award. Repayments begin within 0 
months of the date that the Fellow 
ceases to be enrolled as a fulMimc 
student in the Fellowship Program, 
unless a deferment has been approved 


in accordance with S 562.44. If thc 
Fellow ceases lo work in an approved 
activity, he or she must repay a prorated 
amount of the fellowship. 

Section 562.43 provides that the 
Sccrelar>' charges a recipient interest on 
the unpaid balance of a fellowship 
award in accordance with 31 U.S.C. 

3717. 

Section 562.44 describes 
circumstances under which repayment 
of a fellowship award is deferred. 

Section 562.45 describes thc length of 
deferment of repayment. 

Section 562.46 describes 
circumstances under which repayment 
IS waived. 

Section 562.47 describes how a 
fellowship recipient shall account for his 
or her obligation. 

Executive Order 12291 

These proposed regulations have been 
reviewed in accordance with Executive 
Order 12291. They are not classified as 
major because they do not meet the 
criteria for major regulations established 
in the Order. 

Regulatory Flexibility Act Certification 

The Secretary certifies that these 
proposed regulations will not have a 
significant economic impact on a 
substantial number of small entities. To 
the entent that these proposed 
regulations affect individuals, the 
Regulatory Flexibility Act does nol 
apply. Participating IHEs are authorized 
to establish their own procedures for the 
receipt of applications from individuals. 
The criteria the Secretary uses In 
reviewing applications for participation 
require thc minimum amount of 
information necessary for a fair 
appraisal of the qualifications and 
project activities proposed by the IHF.. 

Paperwork Reduction Act of 1980 

Section 562.47 contains Information 
collection requirements. As required by 
section 3504(h) of the Paperwork 
Reduction Act of 1980. the Department 
of Education will submit a copy of these 
propsed regulations to the Office of 
Management and Budget (0MB) for its 
review. Organizations and indi^duals 
desiring to submit comments on the 
information collection requirements 
shoulcFdirect them to the Office of 
Information and Regulatory Affairs. 
OMB. Room 3206, New Executive Office 
Building. Washington. D.C. 20503; 
Attention^ )oseph F. Lackey, jr. 

Invitation to Comment 

interested persons are invited to 
submit comments and recommendationi 
regarding these proposed regulation.^ 
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All comments submitted in response 
to these proposed regulations will be 
available for public inspection, during 
and after the comment period, in Room 
421. Reporters Building. 300 7th Street, 
SW.. Washington. D.C, between the 
hours of 8:30 ajn. and 4iX) pun., Monday 
through Friday of each week except 
Federal holidays. 

To assist the Department in complying 
with the specific requirements of 
Executive Order 12291 and the 
Paperwork Reduction Act of 1980 and 
tbeir overall requirement of reducing 
regulatory burden, public comment is 
invited on whether there may be further 
opportunities to reduce any regulatory 
burdens found in these proposed 
regulations. 

As^ssment of Educational Impact 

The Secretary particularly requests 
comments on whether the regulations in 
this document would require 
transmission of information that is being 
gathered by or is available from any 
^er agency or authority of the United 
States. 

list of Subjects in 34 CFR Part 562 

Bilingual education. Education, 
Elementary and secondary education. 
Grant programs—education. Reporting 
and recordkeeping requirements. 
Scholarships and fellowships. 

Gtation of Legal Authority 

A citation of statutory or other legal 
authority is placed in parentheses on the 
line following each substantive 
provision of these proposed regulations. 

(Catalog of Federal Domestic Assistance 
Number 84JX)3. Bilingual Education) 

Dated: |une 10.1085. 

Willism {. Baimett, 

Secrrftary of Education. 

The Secretary proposes to amend 
Title 34 of the Code of Federal 
Regulations by removing Part 515 and 
adding a new Part 562 as follows: 

PART 51S—BIUNGUAL EDUCATION: 

fellowship program— 

[REMOVED] 

1. Part 515 is removed 

2. A new Part 582 is added to read as 
foRows: 

PART 562—BILINGUAL EDUCATION: 

fellowship program 

S^R>part A—Ganaral 
Sec 

58M Fellowship Program. 

^2 Who it eligible to apply for assistance 
under the Fellowship Pro^mT 
^42.3 Who! reguislions apply to the 
Fellowship Program? 


Sec. 

582.4 Whut deflnilions apply to the 
Fellowship Program? 

5623 What does a fellowship award 
include? 

Subpart B—How Doas an Institution of 
Higher Education (IHE) Obtain Approval of 
Its Application for Participation? 

562.10 How does the Secretary approve 
IlfEs for parficipationT 

562.11 What criteria does the Secretary use 
In reviewing applications for 
psrlidpalicm? 

Subpart C—How Does an IrKhviduai Apply 
lor a Fellowship? 

56230 Where does an individual apply? 

Subpart O—How Does the Secretary Select 
New Fellows? 

56230 How does the Secretery select new 
FeUo%vs? 

562 31 What is the period of a fellowship? 

Subpart E—What Conditions Must Be Mel 
by FeNows? 

562-40 WOiat is the service requirement for a 
fellowship? 

562.41 What are the requirements for 
repayment of the fellowship? 

562.42 What is the repayment schedule? 

562.43 What interest is charged? 

562.44 Under what circumstances is 
repaymont deferred? 

562.45 What is the length of the deferment 
of repayment? 

562-46 Under what circumstances is 
repayment waived? 

562.47 How shall the recipient account for 
his or her obligation? 

Authority: Title VB of the Elementary and 
Secondary Education Act of 1965. as 
amended by Pub. L 96-611.96 Slat. 2370 (20 
U8.C 3221-3282), unless othenvtsa noted. 

Subpart A—General 

} 562.1 Fetfowship Program. 

The Fellowship Program provides 
financial assistance to full-time students 
who are in pursuit of a degree above the 
bachelor's level in areas related to 
programs of bilingual education such as 
teacher training, program 
adminiatration, research and evaluation, 
and curriculum development 

(20 U.S.C 3253) 

§562.2 Who la eligible to apply for 
aealstanc# under the Fellowehip Program? 

(a) An institution of higher education 
(THE) that offers a program of study 
leading to a degree above the bachelor's 
level as describ^ed in § 582.1 may apply 
for participation in the Fellowship 
Program. 

(b) An individual is eligible to apply 
for a fellowship under this program if 
the individual— 

(1)(i) Is a citizen, a national, or a 
permanent resident of the United States: 

(li) Is in the United Slates for other 
than a temporary purpose and can 


provide evidence from the Immigration 
and Naturalization Service of his or her 
intent to become a permanent resident; 
or 

(iii) Is a permanent resident of the 
Commonw*ealth of Puerto Rico. Guam, 
American Samoa, the Virgin Islands, the 
Northern Mariana Islands, or the Trust 
Territories of the Pacific Islands; 

(2) Has been accepted for enrollment 
as a full-time student in a course of 
study offered by an IHE approved for 
participation in this program. 

(20 UJS.C. 3253) 

§562.3 What ragulationa apply to the 
Fallowship Program? 

The following regulations apply to the 
Fellowship Program: 

(a) The regulations relating to proof of 
nonprofit status in 34 CFR 75.51. 

(b) The regulations in this Part 582. 

(20 U.S.C 3253) 

§ 562.4 What deftnltions apply to the 
Fallowship Program? 

The following definitions apply to Part 
562: 

(a) '^Program of bilingual educalion" 
means any instructional program 
authorized under Part A of the Act. 

(b) The defiqitions in 34 CFR 500.4 
apply to awards made subsequent to 
Fiscal Year 1985. 

(20 U.S.C 3231-3262) 

§ 562.5 What does a fellowship award 
include? 

(a) Allowable costs. A student may 
use Fellowship funds under the program 
for— 

(1) Tuition and fees—the nonnal and 
usual costs associated with the course 
of study; 

(2) Books—up to $250; 

(3) Travel—op to $250 for travel to 
field-study site; and 

(4) A stipend, subject to the 
restrictions in paragraph (b) of this 
section. 

(b) Stipends. 

(1) An individual may receive a 
Fellowship stipend if he or she is— 

(1) A full-time student in a program of 
study which was approved by the 
Secretary in accordance with f 582.10; 
and 

(ii) Not gainfully employed more than 
20 hours a week or the annual 
equivalent. 

(2) A stipend for an individual 
participating in the Fellowship Program 
may not exceed $450 per month. 

(20 U.S.C 3255) 
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Subpart B—How Does an Institution of 
Higher Education (IHE) Obtain 
Approval of Its Application for 
Participation? 

$ 562.10 How does the Secretary approve 
IHEs for participation? 

(o) (1) The Secretary determines 
whether to approve an HIE for 
participation with regard to each 
proposed language curriculum based on 
the quality of the application using the 
criteria listed in $562.11, 

(2) The Secretary awards up to a 
maximum of 100 points for ail the 
criteria. 

(3) The maximum possible score for 
each criterion is indicated in 
parentheses following the heading for 
each criterion. 

(b) After the IIIE*8 application has 
been evaluated according to the 
selection criteria, the Secretary' rank 
orders the application, 

(c) Following the rank order, the 
Secretary then designates the maximum 
number of fellowships by language 
curriculum that may be awarded at each 
IfUv- 

(1) Based on the IHE's capacity to 
provide graduate training in the areas 
proposed for fellowship recipients; and 

(2) To the extent feasible, in 
proportion to the needs of various 
groups of individuals with limited 
English proficiency within the 
geographic area. 

(20 U.S.C 32S3(al, 3254) 

$ S62.11 What critefia does tbe Secretary 
use In reviewing appacatlons for 
participation? 

(a) Institutional commitmeni (25 
points) 

(1) The Secretary reviews each 
application for information that shows 
the quality of the IHE’s graduate 
program of study. 

(2) The Secretary locks for 
information that shows— 

|f) The extent to which the program 
has been adopted as a permanent 
graduate program of study; 

(ii) The organizational placement of 
the program: 

(iii) The staff and resources which the 
II l£ has committed to the pro-am: and 

(iv) The IHE’s demonstrated 
competence and experience in programs 
and activities such as those authorized 
under Title VII of ihe Elementary and 
Secondary* Education Act of 1965. as 
amended. 

(b) Quality of faculty members, (20 
points) 

(1) The Secretary reviews each 
application for information (hat shows 
the qualifications of the faculty in the 
academic area. 


(2) The Secretary looks for 
information that shows that the 
background, education, research 
interests, and relevant experience of the 
faculty qualify them to plan and 
implement a sucxesafui program of high 
academic quality. 

(c) Quality of the instructional 
program. (20 points) 

(1) The Secretary looks for 
information that shows the quality of the 
applicanrs program of instruction. 

(2) The Secretary looks for 
information that shows— 

(i) In the case of projects designed to 
prepare educational personnel for 
bilingual education programs that use 
English and a language other than 
En^ish. the project incorporates the use 
of both English and a language other 
than English, to the extent necessary to 
develop the participants* competencies 
as bilingual education personr,^; 

(ii) The quality of the standards used 
to determine sotisfactory progress in 
and completion of the program: and 

(iii) The interdisciplinary aspects of 
the program. 

(d) Field based experience, (15 points) 
The Secretary reviews each application 
for information that shows the extent to 
which the program provides Held based 
experience through arrangements with 
local educational agencies (LEAs), State 
educational agencies (SEAs) and 
persons or organizations with expertise 
in programs of bilingual education. 

(e) Evidence of local or national need, 
(10 points) The ^cretary reviews each 
application for information that justifies 
the need for more individuals trained 
above the bachelor*s level in proportion 
to the needs of various groups qf 
individuals with limited En^ish 
proficiency in Ihe local area, and 
throughout the country. 

(f) Recruitment plan, (10 points) T)ie 
Sectary reviews each application for 
information that describes the IHE’s 
plans for recruiting and selecting 
nominees using the criteria listed in 

$ 562.30(d) and (e). 

(20 U.S.C 3253 (a)) 

Subpart C--How Does an Individual 
Apply (or a Fellowship? 

$ 562.20 Where does an IndIvIdasI apply? 

(a) An individual shall submit an 
application for a fellowship to a 
participating IHE. 

(b) Each participating IHE may 
establish procedures for receipt of 
applications from individuals. 

(20 U.S.C 5253(a|) 


Subpart D—How Does the Secretary 
Select New Fellows? 

$ 562.30 How does the Secretary select 
new Fellows? 

(a) The Scjcrelory selects Fellows 
ttiking into consideration the rank 
orders prepared by the IHK. subject to 
the maximum number of fellowships pt*r 
language curriculum designated for th^t 
IMF. 

(b) The Secretary gives preference to 
individuals intending to study prwams 
of bilingual education for limited 
proficient students in the following 
specialized areas: 

(1) Vocational education. 

(2) Adult education. 

(3) Gifted and talented education. 

(4) Special education. 

(5) Education technology. 

(6) Literacy. 

(7) Mathematics and science 
education. 

(c) In recommending nominees, an 
IHE shall consider the following critena: 

(1) Academic record. The quality of 
the academic record of the applicant. 

(2) Language proficiency. The 
applicant's profldency in English and if 
applicable, the language(8) to be 
studied. 

(3) Experience. The extent of the 
applicant's experience In providing 
services to, teaching in, or administciiri^ 
programs of bilingual education. 

(20 U.S.C 32S3(a)) 

S 562.31 What la the period of a 
fellowship? 

(a) Except as provided in paragraph 
(b) of this section— 

(1) Fellowships may be awarded fora 
maximum of two one-year periods to a 
student who maintains satisfactory 
progress in a post-baccalaureate 
program of study: and 

(2) Fellowships may be awarded for o 
maximum of three one-year periods to a 
student who maintains satisfactory 
progress in a doctoral program of study 

(b) Subject to the availability of funds 
and where adequate justification is 
provided by an IHE. die Secretary may 
extend a fellowship beyond the 
maximum period to a recipient who. for 
circumstances beyond his or her control, 
is not able to complete the program of 
study in that peric^, 

(c) A recipient of a fellowship who 
seeks assistance beyond the initial one- 
year period must be renominated by the 
participating IHE 

(d) TTie Secretary may give preference 
to recipients in their second or third 
year who maintain satisfactory progre^ 
in the program of study prior to 
approving nominations of new students 
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(3lUS>Ca2S3ta)) 

Subpart E—What Conditions Must Be 
Met by Fellows? 

t S62.40 What is the servics raqulrsmsnt 
lor a teMowstilp? 

(a) Upon selectfon for a fellowship, 
the n>cipient shall sign an agreement 
provided by the Secretary to work for a 
period equivalent to the period of time 
that the recipient receives assistance 
under the fellowship in one of more or 
the following activities; 

(1) Training personnel to develop and 
conduct programs of bilingual education 
or teacher training programs at lltEs. 

(2) Conducting research related to 
program of bilingual education. 

(3) Administering programs of 
bilingual education. 

|4) Conducting evaluations of 
programs of bilingual education. 

(5) Developing curriculum materials 
designed for programs of bilingual 
education. 

(G) Working in any other activity, 
approved in advance by the Secretary, 
in accordance with the procedures in 
f SG2.47, which is related to programs 
and activities such as those authorized 
under Tide Vll. 

(b[ A recipient shall begin working in 
one or more of the activities listed in 
pardgraphs (aUlHfl) of this section 
Hithiu six months of the date the 
recipient ceases to be enrolled at an IfiE 
as a fiiil-Unw student. 

(20U^C 32S3(c)} 

f 562.41 Whsl are tha requlreroanls for 
repayrotol of the fellowship? 

(a) If a recipient does not work in one 
of the activities described in 
{ S62.40(a)(lH^)* be or she shall repay 
the full amount ^ the fellowship. 

(bj The Secretary prorates the amount . 
■ reripient is required to repay based on 
the length of time the recipient worked 
In an authorized activity compared with 
the length of time during whi^ he or she 
received assistance. 

(»U.S.e. 3253tc)| 

i 562.42 What Is the repayment schedule? 

(a) A recipient required to repay all or 
pert of the amount of a fellowship 
ihall— 


(1) Begin repayments within six 
months of the date he or she ceases to 
be enrolled as a fulTtinie student at an 
IHE in the Fellowship program: or 

(2) Begin repayments on a date and In 
a manner established by the Secretary, 
if he or she ceases to work in an 
authorized activity, of the prorated 
amount of his or her obltgatioii. 

(b) A recipient must repay the 
required amount Including inletest* in a 
lump sura or installment payments 
approved by the Secretary. This period 
may be extended if the Secretary grants 
a deferment under § 562.44. 

(2DU.S.C 32S3(c}) 

S S62.43 What Intareat Is ctisfoed? 

(a) The Secretary charges a recipient 
interest on the upaid balance owed by 
the redptent in accordance with 31 
U.S.C 3717. 

(b| No interest is charged for the 
peri^ of time— 

(1) That precedes the date on which 
the recipient is required to commence 
repayment: or 

(2) During which repayment has been 
deferred under | 562.44. 

(20 U.SXI 32S31cU 

S 562.44 Undor what ckcumatancea Is 
repayment deferred? 

The Secretary may defer repayment if 
the recipient— 

(a) Suffers from a sedoua physical or 
mental disability that prevents or 
substantially impairs the redpienFs 
employabHHy in one of the activities 
described in I 562.40(u)(lH6^ 

(b) Demonstrates to the Secretary's 
•atidaction that he or she is 
consdentiously seeking but unable to 
secure employment in one of the 
activities described in { 502.40(a)(lH^)« 

(c) Re-enrolls as a full-time student at 
an IfiE: 

(d) Is a member of the Armed Forces 
of the United States on active duty; 

(e) Is in service as a volunteer under 
the l^ace Corps Act; or 

(f) Demonstrates to the Secretary's 
satisfaction the existence of 
extraordinary circumstances that 
prevents him or her from making a 
scheduled payment. 

(20 U.SC 3253(c]J 


§ 562.45 Whst Is tha langth of tha 
deferment of repayment? 

(a) Unless the Secretary determines 
otherwise, a recipient shall renew a 
deferment on a yearly bfrais. 

(b) Deferments for military or Peace 
Corps service may not exceed three 
years. 

(20 u s e 5253(cn ^ 

{ 562.46 Under what drcumstancea Is 
repayment walvedT 

The Secretary may waive repayment 
if the recipient demonstrates the 
existence of oxtroordinary 
circumstanoes that {uatify a waiver. 

(20 use. 32SS[c]] 

§ 562.47 How aha! tha ra c iplant account 
for hla Of bar obfigatlofi? 

(a) Within six months of the date a 
recipient ceases to be enrolled as a full¬ 
time student at an 1HB. the redpient 
shall submit to the Secretary one of the 
following iteroe: 

(1) A description of the employment in 
an acUvity listed In § S62.40(a)(lH6) in 
which he or she it employed. 

(2) Repayment required under 
i( 562.41-562.42. 

(3) A request to repay the obligation in 
installments. 

(4) A request for a deferment or 
waiver as described in { § 562.44-562.46 
accompanied by a statement of 
justincation. 

(b) A redpient who suboiits a 

description of employment under , 

paragraph (a)(1) this section 
employment under paragraph (a)(1) of 
this section shall notify the Secretary on 
a yearly basis of the period of time 
during the preceding year that he or she 
was employed in the activity. 

(c) A recipient shall inform the 
Sectary of any change in his or her 
employment status. 

(d) A recipient thall inform the 
Secretary of any change In hit or her 
address. 

(20 U.S.C. 3253(c)). 

|FR Doc. B5-15177 Filed 6-21^ 6:45 ami 
aiUJNOOOOC WOO^MI 
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DEPARTMENT OF EDUCATION 

Office of Bilingual Education and 
Minority Languages Affairs 

Bilingual Education Fellowship 
Program for Fiscal Year 1M5; 
Application Notice for Continued 
Participation 

AOENCV: Department o[ Education. 
action: Application Notice for 
Continued Participation under the 
Bilinguol Education Fellowship Program 
for Fiscal Year 1985. 

SUMMARY: Applications are invited for 
continued participation under the 
Bilingual l^ucation Fellowship Program. 

Authority for this program is 
contained in Section 743 of Part C of 
Title VII of the Elementary and 
Secondary Education Act. as amended 
by Pub. L 98-511. 

|20 U.SC 3221-3282) 

The purpose of this program is to 
provide Hnancial assistance to full-time 
students who are in pursuit of a degree 
above the bachelor's level in areas 
related to programs of bilingual 
education such as teacher training, 
program administration, research and 
evaluation, and curriculum 
development. 

Closing Date for Transmittal of 
Applications 

To be assured of consideration for 
funding, applicants should mail or hand 
deliver their applications on or before 
|uly 24.1985. 

If an application is late, the 
Department of Education may lack 
sufficient time to review it with other 
applications for continued participation 
and may decline to accept it. 

Applications Delivered by Mail 

Applications sent by mail must be 
addressed to the U.S. Department of 
Education. Application Control Center. 
Attention: (CFDA No. a4.003F). 400 
Maryland Avenue. SW.. Washington. 

D C 20202. 

An applicant must show proof of 
mailing consisting of one of the 
following: 

(1) A legibly dated U.S. Postal Service 
postmark. 

(2) A legible mail receipt with the date 
of mailing stamped by the U.S. Postal 
Service. 

(3) A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
acceptable to the U.S. Secretary of 
Education. 

If an application Is sent through the 
U.S. Postal Service, the Secretary does 


not accept either of the following as 
proof of mailing: (1) A private metered 
postmark, or (2) a mail receipt that is not 
dated by the U.S. Postal Service. 

An applicant should note that the U.S. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 

An applicant is encouraged to use 
registered or at least first class mail. 

Applications Delivered by Hand 

Applications that are hand delivered 
must be taken to the U.S. Department of 
Education, Application Control Center, 
Room 5673, Regional Office Building ^3, 
7th and D Streets, SW^ Washington. 

D.C 

The Application Control Center will 
accept han<} delivered applications 
between 8:00 a.m. and 4:30 p.m. 
(Washington. D.C, time) daily, except 
Saturdays. Sundays, and Federal 
holidays. 

Program Information 

The Fellowship Program provides 
financial assistance to fulftime students 
who are in pursuit of a degree above the 
bachelor's level in areas related to 
programs of bilingual education such as 
teacher training, program 
administration, research and evaluation, 
and curriculum development. 

Application Forms 

Application forms and program 
information packages are expected to be 
ready for mailing to IliEs currently 
participating In the Fellowship Program 
that have one or more year(s) remaining 
of an approved multi-year project period 
on June 24.1085. 

Applications must be prepared and 
submitted in accordance with the 
regulations, instructions, and forms 
included in the program information 
package. However, the program 
information package is only intended*to 
aid applicants in applying for 
participation under this program. 

Nothing in the program information 
package is intended to impose any 
paperwork, application content 
reporting, or performance requirements 
beyond those specifically imposed under 
the statute and regulations. 

The Secretary urges that applicants 
not submit information that is not 
requested. 

(The application form is approved by 
the Office of Management and Budget 
under control number 1885-0001). 

Available Funds 

There Is authorized $2.5 million for 
continued participation under the 
Fellowship Program for Fiscal Year 1985. 


The estimated average fellowship 
continuation award is $10,000. The 
estimated number of fellowship 
continuations is 25a 1H£ partidpation is 
the Fellowship Program is approved for 
30 months for a doctoral program. 

These estimates do not bind the U.S 
Department of Education to a specific 
number of fellowships or to the amount 
of any fellowship, unless that amount ii 
otherwise specified by statute or 
regulations. 

Applicable Regulations 

Regulations applicable to this pro^rttn 
include the following: 

(1) Regulations governing the 
Fellowship Program as proposed to be 
codified in 34 CFR Part 562. 
(Applications are being accepted based 
on the notice of proposed rulemaking for 
the Fellowship Program which is 
published in this issue of the Federal 
Register. If any substantive changes are 
made in the final regulations for this 
program, applicants will be given an 
opportunity to revise or resubmit their 
applications.) 

(2) The regulations relating to proof of 
nonprofit status in 34 CFR 75.51. 

Further Information 

For further information contact 
Ramon M. Chavez. Office of Bilingual 
Education and Minority Languages 
Affairs, U.S. Department of Educatu^n 
400 Maryland Avenue. SW. (Reporters 
Building. Room 421), Washington. D.C. 
20202. Telephone: (202) 245-2595. 
(Catalog of Federal Domestic AssislaiK o 
Number 84.003. Bilingual Education) 

Dated: )unc 19. 1085. 

Carol Pandas Whitten. 

Director, Office of Bilinguol Education and 
Mworiiy Languages Affairs, 

-|FR Doc. 85-15176 Filed 8-21-8S: 8:45 ami 
■tUJNO CODE 4000^V4I 


Bilingual Education Fellowship 
Program for Fiscal Year 1985; 
Application Notice for New 
Participation 

agency: Department of Education. 
AcnoK; Application Notice for New 
Participation under the Bilingual 
Education Fellowship Program for Fiscal 
Year 1985. __ 

summary: New Applications are invited 
for participation under the Bilingual 
Education Fellowship Program. 

Authority for this program is 
contained in Section 743 of Part C of 
Title Vll of the Elementary and 
Secondary Education Act. as amended 
by Pub. L 98-511. (20 U.S.C. 3221 - 3262 ) 
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Inslitutions of higher education (IHFs) 
ire eligible to apply for participation in 
the Fellowship Program. IHE 
participation in the Fellowship Ih-ogram 
Is 36 months for a doctoral program and 
24 months for a post-baccalaurcate 
progranL 

The purpose of this program is to 
provide financial assistance to full-time 
students who are in pursuit of a degree 
above the bachelor's level in areas 
related to programs of bilingual 
education such as teacher training, 
program administration, research and 
evalualion, and curriculum 
development. 

Closing Date for Transmittal of 
Applications 

Applications for participation must be 
mailed or hand delivered on or before 
|uly 24.1985. 

Applications Delivered by Mail 

Applications sent .by mail must be 
addressed to the U.S. Department of 
Education* Application Control Center. 
Attention: (CFDA No. 84.003F). 400 
Maryland Avenue. SW.. Washington. 

D.C. 20202. 

An applicant must show proof of 
mailing consisting of one of the 
following: 

|1| A legibly dated U.S. Postal Service 
postmark. 

(2) A legibly mall receipt with the date 
of mailing stamped by the U.S. Postal 
Service. 

|3| A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
acceptable to the U.S. Secretary of 
Education. 

If an application is sent through the 
US. Postal Service, the Secretary does 
not accept cither of the following as 
proof of mailing: (1) A private metered 
postmark, or (2) a mail receipt that is not 
dated by the U.S. Postal Service. 

An applicant should note that the U.S. 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 

An applicant is encouraged to use 
registered or at least first class mail. 

Each late applicant will be notified that 
its application w ill not be considered. 

Applications Delivered by Hand 

Applications that are hand-delivered 
must be taken to the U.S. Dep^irtment of 
Vacation. Application Control Center. 


Room 5873. Regional Office Building 
7th and D Streets. SW.. Washington. 

D.C 

The Application Control Center will 
accept hand-delivered applications 
between 8.^ a.m. and 4:30 p.m. 
(Washington. D.C. time) daily, except 
Saturdays. Sundays, and Federal 
holidays. Applications that are hand- 
delivered will not be accepted by the 
Application Control Center after 4:30 
p.m. on the closing date. 

Program Information 

An HIE which meets the requirements 
in 34 CFR 562.2(a) may apply for 
participation in the Fellowship 
Programs. An individual who meets the 
requirements in 34 CFR 562.2(b) Is 
eligible to apply for a fellowship. 

This program provides financial 
assistance to full time students who are 
in pursuant of a degree above the 
bachelor's level in areas related to 
programs of bilingual educ:ation such as 
teacher training, program 
administration, research and evaluation, 
and curriculum development. 

After completion of the program of 
study, a fellow is required to work in an 
authorized activity equivalent to the 
period of time for which he or she 
received assistance under the 
fellowship, or to follow procedures for 
repayment or deferment of repayment of 
the fellowship as described in the 
regulations. 

Application Forms 

Application forms and program 
information packages are expected to be 
available by fune 24 1985. These may be 
obtained by writing to the Office of 
Bilingual Education and Minority 
Languages Affairs. U.S. Department of 
Education. 400 Maryland Avenue SW. 
(Reporters Building. Room 421). 
Washington. D.C. 20202. 

Applications must be prepared and 
submitted in accordance with the 
regulations, instructions, and forms 
included in the program information 
package. However, the program 
information package is only intended to 
aid applicants in applying for 
participation under this prognim. 

Nothing in the program information 
package is intend^ to impose any 
paperwork, application content, 
reporting, or performance requirements 
beyond those specifically Imposed under 
the statute and regulations. 


The Secretary strongly urges that the 
narrative portion of the applicalion not 
exceed 20 pages. 

The Secretary further urges that 
applicants not submit information that is 
not requested. 

(11)6 application form is approved by 
the Office of Management and Budgid 
under control number 1885-0001), 

Available Funds 

There is authorized $2.5 million for 
new fellowships for Fiscal Year 1985. 

The estimated average new fellowship 
award is $10,000. The estimated number 
of new fellowships is 250. IHE 
participation in the Fellowship Ih’ogrum 
is 36 months for a doctoral program and 
24 months for a post-baccaliiureate 
program. 

These estimates do not bind the U.S, 
Department of Education to a specific 
number of fellowships or to the amount 
of any fellowship unless that amount is 
otherwise .specified by statute or 
regulations. 

Applicable Regulations 

Regulations applicable to this program 
include the following: 

(1) Regulations governing the Bilingual 
Education Fellowship Program os 
proposed to be codified in 34 CFR Part 
562. (Applications are being accepted 
based on the notice of proposed 
rulemaking for the Fellowship Program 
which is published in this issue of the 
Federal Register. If any substantive 
changes are mode in the final 
regulations for this program, applicant.^ 
will be given an opportunity to revise or 
resubmit their applications.) 

(2) The regulations relating to proof of 
nonprofit stotus in 34 CFR 75.51. 

Further Information 

For further Information contact 
Ramon M. Chavez, Office of Bilingual 
Education and Minority Languages 
Affairs. U.S. Department of Education. 
400 Maryland Avenue SW. (Reporters 
Building. Room 421). Washington. D.C, 
20202. Telephone: (202) 245-2595. 

(Catalog of Federal Domestic Assistance 
Number B4.0Q3. Bilingual Education) 

Dated: June 19.198$. 

Carol Pendas Whitten. 

Director, Office of Bihnguaf Education and 
Minority Ijinyuages Affairs^ 

|FR Doc. 8S-15179 Filed 8-21 8$; 8 45 am| 
BMJJNG COOC 400a-0t-M 
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DEPARTMENT OF AGRtCULTURE 
Agricultural Marketing Service 
7 CFR Part 62 

United States Standards for Grades of 
Canned Carrots and Canned Beets 

aqcncy: Agricultural Marketing Service. 
USDA. 

action: Final rule. 

SUMMAHY: The purpose of this final rule 
is to revise the voluntary U.S. Standards 
for Grades of Canned Carrots and U.S. 
Standards for Grades of Canned Beets. 
This final rule was developed by the 
United States Department of Agriculture 
(USDA) at the request of major 
segments of the food processing 
industry, lliis final rule will lower the 
recommended minimum drained weights 
for all styles of canned carrots and 
canned beets packed in the No. 10 can 
size. Its effect would be to update the 
standards to reflect current 
manufacturing practices and promote 
orderly and efficient marketing of 
canned carrots and canned beets. 
EfTECTiVE date: June 24. 1985. 

FOR FURTHER INFORMATION CONTACT: 
Floyd M. Maugen. Processed Products 
Branch. Fruit and Vegetable Division, 
Agricultural Marketing 5^rvice, U.S. 
Department of Agriculture. Washington, 
D C. 20250. Telephone (202) 447-6247. 
SUPPLEMENTARY INFORMATION: This rule 
has been reviewed under USDA 
procedures and Executive Order 12291 
and has been designated as a 
**nonmaior‘‘ rule. It will not result in an 
annual effect on the economy of $100 
million or more. There will be no major 
increase in cost or prices to consumers; 
individual industries; Federal. State, or 
local government agencies: or 
geographic regions. It will not result in 
significant effects on competition, 
employment, investments, productivity, 
innovations, or the ability of United 
States>bascd enterprises to compete 
with foreign-based enterprises in 
domestic or e.\port markets. 

William T. Manley, Deputy 
Administrator. Agricultural Nfarkcting 
Service, has certified that this action 
will not have a significant economic 
impact on a substantial number of small 
entities, as defined in the Regulatory 
Flexibility Act. Pub. L 96-354 (5 U.S.C 


601), because if reflects current 
marketing practices. 

On April 19.1985. a proposed rule was 
published in the Federal Register (50 FR 
15566) that provided for the reduction of 
the recommended minimum drained 
weights for all styles of canned carrots 
and canned beets packed in the No. 10 
container size by two ounces, except 
julienne style which would be lowered 
by four ounces. The No. 10 container is a 
large container (approximately 6 lbs. 10 
oz.) designed primarily for the 
institutional market. 

Three comments were received to the 
proposed rule. All comments were 
favorable. Comstock Foods, a subsidiary 
of Curtice-Bums, Incorporated supports 
the revision stating three basic reasons: 
(1) Critical processing factors include a 
maximum put-in weight. The proposed 
minimum drained weight reduction, 
while insignificant, will afford improved 
reliability in meeting this proces^ng 
requirement: (2) certain styles of No. 10 
canned beets and carrots are very 
difficult to Bll and maintain current 
USDA minimum drained wei^t 
recommendations. The reduction in 
minimum drained weights will provide a 
means of Improved adherence to 
minimum recommended drained weights 
by USDA and also improve quality with 
less mechanical damage occurring while 
filling containers: and (3) the reduction 
in minimum drained weights should lead 
to 0 general quality improvement due to 
the fact that less product will be 
processed in the head space portion of 
the sealed Na 10 can which leads to 
scorching discoloration, often mistaken 
as oxidation in both beets and carrots. 

National Food Processors Association 
(NFPA), a trade association representing 
about 600 member companies that pack 
processed prepared fruits, vegetables, 
meats, fish, and specialty products 
commented favorably on behalf of ihoir 
members. NFPA commented that their 
members have experienced difficulties 
in meeting the drained weight 
recommendations for canned carrots 
and canned beets of the present grade 
standards td the extent that even under 
optimum operating conditions a 
significant portion of the pack processed 
in the No. 10 size container fails to meet 
these recommendations. Attempts at 
overpacking have not been succesaful in 
correcting the problem and have 
contributed to other problems. Such 


Dverpacktng contributes to a high 
incidence of defective seams caused by 
excess product being trapped between 
the container flange and lid at the time 
of dosing. In addition, overfilling 
containers increases damage to the 
product which may be crushed as the ltd 
is forced down on the container. 
Crushing lowers the quality and grade of 
the product, and is counterproductive to 
the intent of the voluntary grading 
program. 

NFTA further states the revision will 
help eliminate waste and downgrading 
of product and will decrease the 
incidence of spoilage caused by 
defective seams. The Association urges 
the adoption of the previously propo.m*(! 
amendments to the voluntary grade 
standards for canned carrots and 
canned beets at the earliest possible 
dale. 

The food processor. Draper-King Cole, 
also commented favorably for the 
revision of the canned beets and canned 
carrots grade standards. 

II is found that good cause exists for 
making this document effective upon 
publication in the Federal Register (5 
U.S.C. 533) because: (1) The 1985 crop 
season begins In late June and this final 
rule should be effective by the time new 
crop deliveries from growers to 
processors begin; and (2) postponing the 
effective date of this final rule would 
serve no useful purpose and could cause 
administrative problems in the 
application of U.S. grade standasds for 
canned beets and canned carrots. 

list of Subjects in 7 CFR Part 52 

Fruits. Vegetables. Food grades and 
standards. 

PART 52—(AMENDED] 

1. The authority citation for Part 52 
continues to read as follows: 

Authority: Agricultural Marketing Act of 
1946. Sec 203. 205. 60 Stat. 1067,1090 as 
amended (7 U S.C. 1622.1624). 

9S2.675(Amendad| 

2. Accordingly, section 52.675 of 
Subpart—United States Standards for 
Grades of Canned Carrots (7 CFR 
52.675) is amended in Table No. 1 by 
revising the last line to read as follows: 

162.675 Racommandad minimum drained 
waight 

• • • • • 
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Table 1.—Recommended Minimum Drained Weighte, In Ounces, of Carrots 
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3 Accordingly. I S2.52S of SubpaH— in Table No. 1 by revising the last line to 9 52.52S Racommendwl minimum drained 

United States Standards for Gra^s of read as follows: wetQht 

Canned Beets (7 CFR 52J»2S) is amended . 

Table 1.—Recommeoded Minimum Drained Weights, bi Ounces, of Reels 






Whom* Stoe 

6 * 




CoNiinor No or dMtonason 

800 Moo. Ssfo Nos e._. 

16VU) sevwe 

ItoiM 

UMVi 

Diood 

Oust* 
Nrod and 
cut 

Jutonna 

• • a • 

lO . - .. .. - ,.. 

67 ea 67 

• 

as 

70 

*66 

64 





'MUaadttCMIobobModondwriodukoigNtarprodDiiiinitt aiis ol vidMdgil ynSs 


e 





Done III Washington, D.C on: |une 18.1065. 

WilQain T. Manley, 

Otputy AdmiaitMor, Marketing Programs, 

(FK Doc. 65-46010 Filed 6-21^; 8:45 am| 
liUJNO coot ^4^0-e^4l 
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Jm 1. 1965 
Jon- 1. 1965 
km. 1. 1965 
Jm. 1. 1965 
ion 1, 1965 
km 1. 1965 
Jon I. 1965 
Jos. 1, 1965 
Job. 1. 1965 
ion. 1. 1965 
JoiL 1, 1965 
km 1, 1965 
JOn. 1, 1965 
Jon. 1, 1915 
JoR. 1, 1965 


Jon. 1. 1985 
Jon 1. 1965 


Jon. 1, 1965 
Jon. 1, 1985 
Jon. 1, 1985 
J«i. 1, 1985 
Jon. L 1985 


Jon. 1, 1985 
km. 1, 1985 
Jon. L 1985 
Jon. L 1985 
Jon L 1985 


Jon 1, 1965 
Jon. 1. 1965 
Jon. 1, 1965 
Jon. L 1965 
Jon. 1, 1985 


Jon. 1, 1985 
Jon. 1, 1985 


TlUt 

400-M 

t6 Parts: 

0-149 _ 

150-999.... 
1000-W, 

17 Parts: 

1-239™,.. 


12.00 


9.00 

1000 

13-00 

14.00 

1300 


240-6id .... 

16 Parts: 

1149 ---- 12 00 

150-399 --- 15.00 


40CMiid 

•19 

20 Parts: 

1-399 . 

•400-499.. 

500-M 

21 Parts; 

1-99 . 

160-169_ 


- 7.00 

21 00 

.. 6.00 

- 16.00 

- 14.00 

,.,,.,.4-.*^...... 9.00 

-- 1100 

170-199 --- 13 00 

200-299 ______ 4 25 


300-499.. 

500-599... 

•600-799.. 

800-1299. 

1300-liid... 

22 

23 

24 Parts: 

0-199 _ 

200-499.-. 

500-699... 


.. 14.00 

-- 16.00 

- 650 

- 10.00 

-- 5.50 

17 00 
1400 

- 11.00 

--- 14 00 

- 6.50 

... 1200 

- 9.50 

14.00 

- UJO 

.. 12.00 

_ 7.50 

- 15.00 

16 1 501-1 640™ - 12.00 


700-1699 _ 

IZOO-W _ 

25 

26 Parts: 

61 LO-1.169 . 

66 1.170-1 300.. 
66 1 301-1 400.. 
66 1 401-1 500.. 


66 1 641-1.650 . 
66 L651-I.1200 . 

66 1.1201-M . 

2-29. _ 

30-39 _ 

•40-299 _ 

300-699 _ 

SOO-599 .. 

600-W .. 


27Pvta: 

1-199 _ 

200-M.. 

26 

29 Parts: 
0-99 _ 


11.00 
14.00 
17 00 
15.00 
900 
16.00 
9 50 
800 
4.75 

13.00 
... 1200 
13.00 


- U.OO 

- 6.50 

- U.OO 

- 7-50 

1900-1910 _ 15.00 

1911-1919 _ 5.50 

1920-lfid., . 14.00 


100-499.,- 

500-699«.. 

900-1699. 


301 

0-199. 

20CM99„ 

700-M.. 


31 
D-T99. 
200-M 


1300 
5 50 
— 1300 

_ too 

. 950 


Rtviolon Ota 
Jon L Ills 


Jao-1, )9IS 
Jon 1, 198S 
Jon 1, 1985 


Apr. 1. 1944 
Apr 1,1944 


Apr. L1984 
Apr. 1,1964 
Apr. 1, ms 
Apr. I. ms 


Apr. I. 196S 
Apr. 1. 19tS 
Apr. 1.1911 


Apr. 1. 1985 
Apr. 1, 198$ 
Apr 1, 1985 
Apr 1, 198$ 
Apr 1, 1984 
Apr. 1. 1965 
Apr. I, 1965 
Apr. 1. 1965 
Apr I. mS 
Apr 1. 1964 
Apr. 1, 1965 


Apr. 1. 1965 
Apr. I. 1964 
Apr. 1. 1915 
Apr. 1, 1984 
Apr. 1, 1984 
Apr. 1, 1984 

Apr. 1. 1964 
Apr. 1. mS 
Apr. 1. ms 
Apr 1. 1965 
•Apr. 1. 1964 
Apr. 1.1965 
Apr. 1. 1964 
Apr. 1, 1964 
Apr 1. 1965 
Apr. 1. 1961 
Apr. 1, 1985 
Apr. 1.1964 
>Apr 1, 1986 
Apr I, 1985 

Apr. 1. 1984 
Apr. 1. 1964 
July 1. 1984 

July 1. W64 

July L 1964 
July 1, 1964 
July 1. 1964 
JUlyl. 1964 
Jklyl, 1964 
JulyL 1964 

kkf 1. 1964 
Julyl. 1W 
July 1.19M 

Julyl. 1964 
Julyl. 1964 
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V 


xm 

» Parts: 

? 39. Vol. I..,.. 
j 39. Vol. 1... 
149. Vol. W.. 

10-109- 

190-399-- 

K)9^.. 

030-099.. 
700-799.. 
100-999..., 
10004nd... 

33 Parts: 

1 199 . 

wo-w 

34 Parts: 
1-399 
300-399..^ 
«0-bd..^ 

3$ 

3$ Parts: 
H99 

300-fnd. 

37 

30 Parts: 

0^17.. 

18-W.. 

n 

40 Parts: 

Ml. 

a_ 


S3-00 
•1-99.. 

100- 149.. 

130-109.. 

190-399. 

400-434.. 

OS [nd..... U.OO 

41 Chaptsrs: 

1. 1-1 10 1-10 .. 

IM1 10 AppMSi. 2 (2 Pasonrtrf) ___ 

34l__ 

7_........_ 

I 

9 _ 

10-17 

U-Voi. i.pQm 1-s. 

H.Vol. I. Pom 0-19 _ 

II. Vol 10. Pom 20-52.- 

19-100___ 

K)1.. 

101- M.. 


43 Parts; 

1-00 
61-399 . 
4004od. 


Pile# 

Raviston 

Data 

15.00 

July 1. 

1984 

19 00 

iViy 1. 

1984 

10.00 

July 1. 

1984 

13.00 

Mi 1. 

1984 

1300 

July 1. 

1984 

1300 

July 1. 

1984 

12 00 

July 1. 

1984 

1300 

July 1. 

1984 

9,50 

July 1, 

1984 

600 

J^4y 1. 

1984 

14.00 

July 1. 

1984 

1300 

July 1. 

1984 

14.00 

July 1. 

1984 

850 

July 1, 

1984 

14.00 

July 1. 

1984 

7.50 

July 1. 

1984 

9.00 

July 1. 

1984 

1200 

July 1. 

1984 

800 

July 1. 

1984 

14.00 

July 1. 

1984 

950 

July 1. 

1984 

800 

July 1* 

1984 

1300 

July 1. 

1984 

14.00 

July 1. 

1984 

1800 

Mfh 

1984 

14 00 

July 1. 

1984 

9.50 

Julyl. 

1984 

13.00 

July 1. 

1984 

13.00 

July 1. 

1984 

13.00 

Julyl. 

1984 

14.00 

Julyl. 

1984 

1300 

July 1. 

1984 

1300 

July 1. 

1984 

14.00 

Julyl. 

1984 

6.00 

Julyl. 

1984 

4.50 

Julyl, 

1984 

13.00 

Julyl. 

1984 

950 

July 1. 

1984 

13.00 

July 1. 

1984 

13.00 

Julyl. 

1984 

13.00 

July 1. 

1984 

13.00 

Julyl. 

1984 

1500 

Julyl. 

1984 

9.50 

Julyl. 

1984 

12.00 

Oct 1. 

1984 

8.00 

Oct. 1. 

1984 

1800 

Od. 1. 

1984 


ftoviokMi Data 

Oct 1. 1984 
Oci K 1984 
Oct I. 1984 
Oct. 1. 1984 

Oct 1. 1984 
Oct. 1. 1984 
Oct 1. 1984 
Od 1. 1984 

Oct. 1, 1984 
Oct. 1. 1984 
Oct. 1. 1984 
Oct. 1. 1984 
Oct. 1. 1984 
Oct. I. 1984 
Oct..l. 1984 
Oct. 1. 1984 
Dtc 31. 1984 

Oct. 1, 1984 
Oct. 1. 1984 
Oct 1. 1984 
Oct. 1984 

Oct. 1. 1984 
Oct. 1, 1984 
Oct. 1. 1984 
Oct. 1. 1984 
Oct. 1, 1984 
Oct. 1. 1984 

Oct. 1. 1984 
Nov. 1. 1984 
Nov. 1. 1984 
Oct. 1. 1984 
Oct. 1, 1984 
Oct. 1, 1984 
Oct. 1. 1984 
Oct. 1. 1984 

Oct. 1. 1984 
Oct. 1. 1984 

J<n 1. 198$ 

1985 

1983 

1984 

1985 
1985 

® Mo oioooanBOv^s to iMis vo0^vio oroco pfoo^dootod iSo aofiod * 1. 19S0ioMorch 
31. ms OwatvoliaotiuvodoiolAfr I. 19S0. >>tov*d bo fotoiood 

*Mo ow»Oodo»t ot i to s>it vot y m i wort pfoo w lfo nd dyriof iSo poriod Afr. 1. 1904loMorcb 

31. 1985 Tht at voboiio iisuod A ol V 


ntia 

Prica 

43 Parts: 


1-999 _ 

_ 950 

1000-3999 ....... 

1400 

4000-M .. 

___ 800 



44 

13.00 

45 Parts: 


1.199 .. .. 

_ 950 

200-499 __............____ 

_ 650 

500-1199 .. 

_ 1300 

1200-Cnd _____ 

_ 9.50 

46 Parts: 


1.40 .-___ 

. 9.50 

41.69. ___ 

.. 9.50 

70-89.« _ 

... 6.00 

90-139 ---... 

___ 9.00 

140-155 . ... 

. 9.50 

ISA-14$ ---- 

__ 1000 

144-199 . . 

__ 900 

200-499. ... 

_ 13.00 

_ 

...^.. 750 

47 Parts: 


0-19....... _____ 

_ 13.00 

?e-A9 . .. .. 

. ... ..- 14 00 


... 13.00 

B0-h4.Z. ... 

.. 14,00 

48 Chaptars: 


1 (Pom 1-51) ... 

_ 13.00 

1 (Piais 52-99) _ 

_ 13.00 

2 -..........MM.. 

__.... 13.00 

2^™ ^ 1 ..L 

_ 12.00 

7-U , , _ , _ . 

_ 14 00 


__ 12.00 

49 Parts: 


1-99 ___ 

... _ 7.50 

ICO-177 ......^ 

. 14 00 

176.190 .. .. _ 

,.. 1300 

200-399.., . , _ _ 

.. 13.00 

400-999,,.. ..-_ 

J,..._ 13.00 

1000-1199 . . 

_ 13 00 

i2eo-im 

1300 

1300-fAd __ 

...._ 3.75 

SOParU: 


I -199 . .. 

. 950 

200-£nd .. __ 

_ 14.00 

CFt Index ond Findinss a^df. 

... 1000 

Complatt 1985 Cft sat . 

_... 550.00 

Mkroftcht CfR Ediitoiii 


ffft wnilin^) ___ 

. 155.00 

Complata sat (ooa-tima atolinQ) .. 

__ 125.00 

Subscription (moitad as issued},............. 

_ 185.00 

Individuol copies . ......... 

.. 3.75 


, 1904. MdbtrotoM 



















































































Order Now! 



The 

United States 
Government 
Manual 1984/85 

Aa the official handbook of the Federal 
Government* the Manual U the beat source of 
information on the activities, functiont, 
organization, and principal officials of the iig . ; ;^y 
of the legislative, judicial and executive branchciifl 
also includes information on quasl-ofnda! nw. iv: J 
and international organizations in which the 
States participates. 

Particularly helpful for those interested in wheft 
to go and who to see about a subject of particulsr 
concern is each agency’s ’"Sources of Iiifminatiaa* 
section, which provides addresses and lelephou 
numbers for use in obtaining specifics on c 
activities, contracts and grants, employment 
publications and films, and many other areas of 
citizen interest. The Manual also includes 
comprehensive name and subject/agency j:\ci 

Of simificant historical interest Is Appendix A 
which Ascribes the agencies and functions of thi 
Federal Government abolished, transferred or 
changed in name subsequent to March 4 , 1933. 

The Manuol is puMby the Office of the 
Federal Register. National Arrhives and Records 
Administration. 

$12,00 per copy 


Order Form Man to 

it 6049 

Enclosed is t _ Q check. 

□ money Ofdef. ot chsipe to my 
Deposit Account No 

m' 1 1 I I i -n 

Order No . 


Supermiendem o< Documents. U S Government Printing OW»ce, Washington. 0 C ?CM02 


MasterCard and 
VISA accapted. 



Credit C«fd Ordets Only 

Total charges S _ 

Flit in the boxes beio«v 



Credtt 
Card No 


cnixi r riTTTT rrT -nTTi 


Expiration Date ■—i—p—i—i 
Month/Year 1 J I I j 


Chare# ord#«« ifi#v b# Itiphoo x i lo tb# GPOem 
CM m trorTTSS 3S3S from S 00 am ID 4 00»« 
•MM tim#. Morder Friday 4#ac«pl hcHdard 


Pteaee send me . coptee o# The Unittd States Government Uanual. 1SS4/SS 
et^StZ.OO per copy. Stock No.i022-00a>0ll0b*9 


PLEASE PRINT OR TYPE 
Company or Pertooet Name 


U 1 1 j 1 ! 1 1 1 1 1 

1 1 1 

1 LI 1 1 Li 1 1 

1 1 1 1 M 

Additional address/attontion hne 

LJ 1 1 1 1 1 1 M 1 1 1 1 1 1 1 1 I ! 1 1 I 1 1 M 1 1 1 

Street eddresa 

M I 1 1 1 1 1 1 1 1 1 

1 1 i 

1 1 1 1 I 1 1 1 1 

1 1 1 1 1 1 

City 


State 

iriPCM. 

n Lij 1111111 

1 1 1 

1 1 1 1 1 1 i 1 1 

1 1 M 1 1 

(or Country) 

1 n 1 1 1 1 1 1 1 1 1 

■ i 1 1 

J-Ll 1-L..J 1 1 1 

■ 1.1 1 1.1 J 


For Office Use Only 

OuanMy . . Charges 


_Publications ^ • 


- Subeenpkon 

Sptciai Sh^Dptng Charges 
intemationai Han<|itng ^ _ 
Speoai Charges . 
OPNR 


UPNS 

Balance Due 
Discount 


Refund 


mrnw 4-i<e6) 






































































